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Digitized by the Internet Archive 
in 2024 with funding from 
Phillips Library at The Peabody Essex Museum 


https://archive.org/details/northshorebreez1819unse_ 2 


‘*Crowncliff,’’ the summer home, at Coolidge Point, Manchester, of Mr. and Mrs. 
Eugene Gray Foster, of New York, so picturesquely located on 
the cliffs overlooking the ocean 
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Bedding Plants 
and Cut Flowers 


FOLIAGE PLANTS, Porch and Window 


Boxes, Hanging Baskets and_ Trailing 
Vines add a wealth of color and charm to the 
exterior of your home. The out-of-doors 
treatment of your dwelling reflects most de- 
lightfully your artistic taste and skill in plant 
arrangement. 


We have an unusual variety of blooming and 
foliage plants and shrubs for your selection: Gera- 
niums, Heliotrope, Canterbury-Bells, Larkspur, Ivis, 
Hollyhocks, Salvia, Marguerites, Begonias, Snap- 
dragon, Vinca Vines, Cannas, Hydrangeas and Box- 
woods. 


At all times our ideas and experience are at your 
service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


Call or telephone; we are always pleased to be of 


assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 


The Velvetice 
GIRL 


is the symbol of purity and 
excellence in ICH CREAM 


—She is usually displayed where 


Velvetice Cream is being served 


When a company produces goods which they are 
willing to stand behind and on which they are 
willing to stake their reputation, they distribute 


those goods under their own ‘‘trade mark.’’ 


The Ice Cream of which the North Shore 
Creamery Co., of Beverly, is justly proud ts: 


Velvetice 
Cream 
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Te Misses CorpNER, of 50 Chestnut st., Boston, have 

spent the summer in the Proctor Hill cottage, Sea st., 
Manchester. They have been overseeing what every one 
likes to do, at least once in a lifetime. They have been 
watching their summer cottage grow into a thing of bea‘ity 
under the careful management of Thomas C. Kerans, of 
Salem. Mr. Kerans has carried out the plans of the Misses 
Cordner in every respect. 

Concrete blocks covered with stucco and a red tile roof 
form the constructive elements. Every room has an open 
fireplace. Each of the three bedrooms on the second floor 
has a bath in connection. 

The first floor contains the entry, the living-room, din- 
ing-room, library and butler’s pantry. 

In the basement the kitchen, laundry, two rooms for 
maids and a bath are located. 


Sun-parlors are a feature. One opens off the dining- 
room and one off the living-room downstairs, whi'e upstairs 
there is one leading off from one of the three rooms. 

The house will be finished during October and its own- 
ers May move into it this winter while settling and furnish- 
ing it, although their permanent winter home is in Boston. 
Their new home is next the Emmanuel Episcopal church on 
Masconomo st. near the Proctor st. corner. 

The Misses Cordner formerly spent many years in the 
Pride’s Crossing colony, and have been summer residents at 
the old Masconomo house and the Brownland cottages in 
l.Tanchester. 


$ NORTH SHORE ESTATES s 


PPA CPD GID PLO SS. 
eV OV Oe MOSS 


BWOBWOLW PSO 
R. AND Mrs. Morris RosentTHat, of Neptune st., Bev- 
erly Cove, made many improvements on the Lefavour 
estate purchased ‘ast year. This is a handsomely situated 
place on the water’s edge comprising four acres of wooded 
grounds and beach. 

The house was generally remodelled and covered with 
stucco and has green blinds. The garage is painted cream 
matching the stucco house and it also has green blinds. 

The entrance hall, living-room, and dining-room take 
up most of the first floor. Beautiful French windows and 
their artistic draperies are noted on the water side of the 
house, these doorways being very large and giving the 
rooms much light and air as well as admitting the fine sea 
view. 

A most interesting wide stairway with a large landing 
is a special feature of the hal’. Rough-plastered cream-co!- 
ored walls and black floors and attractive pieces of hall fur- 
niture make a pleasing entrance. The French doors are 
draped in airy curtains of gauze embroidered in wool flow- 
ere, 

The living-room is a panelled room done in soft green 
tints. A mantel of green marble is used. 

Blue and cream make up a charming color scheme for 
the dining-room. The painted furniture, the dark floor with 
its mauve rug, marble mantel and the big French doors lead- 
ing out to the piazza make this a charming and summery 
looking room. 

A small den done in blue and cream is also on the first 
floor. 
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The Editor is always glad to examine manuscripts suitable for publication. Photo- 
graphs of special interest to North Shore residents also solicited. To secure insertion 
in the next issue of the Breeze-Reminder all reports of social events and items of news 
must be sent in by Thursday morning preceding publication. 


IOC PER COPY $2.00 PER YEAR 
Published Friday Mornings Throughout the Year by the 
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Telephones NORTH SHORE BREEZE CO. uanctester, Mass, 


J. Alex. Lodge, Editor 
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| Your Printing — 


shonid. not be a matter of who will do your 
work at the lowest price — but who will 
give you the best service — the least trouble. 


Printing is becoming more 
and more a matter of giving 


Constructive Service 
— less and less, price competition 


That is what the NORTH SHORE BREEZE is doing—it is 
what it is equipped to do—give Constructive Service. 
The plant is equipped to do work of finer grade than 
the ordinary country print shop. It would be impossible 

to produce a weekly. magazine like the BREEZE — sq 
running into 80-odd pages a week for the summer. 
months, with fine illustrations, etc—without the equip- 
ment. Though the business has been established since 
1904—-17 years ago—most of the equipment has been 
installed within the last four or five years, and the 
Linotype shown above—the most modern improvement of this a eaeced type-set- 

ting device—was installed last winter. The cylinder press shown below is the last 

word in printing press equipment—a Babcock Optimus— new last spring. Other 

printing and binding equipment, type faces and the many utilities of the modern 

plant, places the BREEZE in a position to handle the production of 


Books, Pamphlets, Reports and Smaller Job Work, 
as well as Publications 
The office is free to take on several 


Weekly or Monthly Publications 


The plant is now installed in a new building—built of concrete, fire-proof, especial- 
ly conceived and constructed for us, and owned by us. 


Let the BREEZE plant handle yours Seite It is equipped especially for Book and 
Pamphlet Printing—but can also look after your smaller needs. 


A telephone call will bring a salesman to your- office. - Prices given and samples submutted. 


NORTH SHORE BREEZE CO., PRINTERS and PUBLISHERS 


J. ALEX, LODGE,’-MGR. 
66 Summer Street Tel S18, Bis MANCHESTER, MASss. 
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SOCIETY NOTES 


WHILE New York society women have posed for the 
movies, as a fad, the first picture in which Boston folk 
have posed has been taken at the North Shore in a clever 
little play called “Moonshine.” This will be shown, in three 
reels, at Horticultural hall, Manchester, on Saturday eve- 
ning of this week (Oct. 2) at 9 o’clock. It is to benefit the 
Sunnyside Day Nursery, one of the worthiest charities of 
Boston, and one that deserves the largest support possible. 

_ The cast of “Moonshine” is as follows: Phyllis Vali- 
ant, Miss Elizabeth Caswell; Mrs. Valiant, Mrs. Quincy A. 
Shaw; Kenneth Sheldon, Louis Agassiz Shaw; Suzanne 
Sheldon, Miss Jessie Means; Mrs. Sheldon, Mrs. Francis 
G. Crowninshield; Alan Anderson, Alexander V. Camp- 
bell; Mr. Buntley, Amos A. Lawrence; Mrs. Buntley, Mrs. 
Frederick J. Bradlee, Jr.; Count Spinelli, Isidore Braggiot- 
ti; Claude Clovelli, John Potter ; Alva de Villiers, Mrs. John 
S. Lawrence; a policeman, Alexander Steinert, Jr. A dance 
by the Misses Braggiotti is a feature of the show. It is un- 
derstood the picture will be shown in Boston later in the 


fall. 


oO 
Mrs. Edward Wigglesworth has returned to her place 
in Manchester after spending most of the summer at Jack- 
son, N. H. She will remain on the North Shore a few 
weeks, before going to Boston for the winter. 


Os 
Signor and Mme. Giuseppi Brambilla are still with the 
latter’s mother, Mrs. Geo. von L. Meyer, in Hamilton, and 
will remain here, with occasional visits to Newport, where 
the Italian ambassador is located this season, until well 
along in October. 


on. ALsert J. Bevertnce, of Beverly Farms, was men- 
tioned in very flattering terms recently by Mrs. Ray- 
mond Robins, of Chicago, at a “citizenship school” in South 
Bend, Ind. Mrs. Charles Arthur Carlisle, formerly of the 
North Shore, and president of the South Bend chapter of 
the League of Women Voters, presided at the meetings. 
Mrs. Robins said in the course of her remarks that the Re- 
publican party is pledged to all groups of people and that it 
has in its platform certain significant things, important 
among them the winning of civil liberty in America. She 
then said that Mr. Beveridge, former United States senator 
from Indiana, had done more for the cause of civil liberty 
than any other man of his time. In a few words she told 


what a remarkable addition to the literary world Mr. Bev- 
eridge had made when he published his “Life of John Mar- 
shall.” | 
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SOCIETY NOTES 
QRCHIDS in full bloom from the gardens of Albert C. 


~ Burrage at Beverly Farms and Pride’s Crossing were 
the most interesting features at the annual fruit and vege- 
table show which opened at Horticultural hall, Boston, Sat- 
urday noon and closed Sunday night. The plants shown 
were chiefly of the Brasso-attleya and Laelio-cattleya vari- 
eties and were attractively arranged in a square group in the 
center of the hall, where their flaming leaves and delicately 
tinted petals were shown to their best advantage. 


Oo 3_O 
Mrs. Hendricks Hallitt Whitman, of North Beverly, 
will pay her customary autumn visit.to her brother and sis- 
ter-in-law, Mr. and Mrs. Wayne Chatfield-Taylor, at Lake 
Forest, Ill. While in Chicago she will also visit her aunt, 


Mrs. Robert McGann. 


O29 
The John Chess Ellsworth family, of “Wayside,” 
Manchester Cove, returned to their home in South Bend, 
Ind., last Saturday. Only their two little daughters, Phyl- 
lis and Alice, accompanied Mr. and Mrs. Ellsworth, Miss 
Héléne and her brother, Frederick, remaining in the east to 
attend their respective schools. 
030 
Mr. and Mrs. James Howe Proctor and their daugh- 
ters, Miss Polly and Miss Esther Proctor, were in New 
York last week, going over from their country place at 
Hamilton. They will remain at their Hamilton home until 
late in the fall, as usual. 


ELIGHTFUL AUTUMN WEATHER has enhanced the enjoy- 

ment of country and seashore life the last week or two 
and has done much to emphasize the charms of the North 
Shore during the autumn. There is always a “spell” of 
cold and unpleasant weather in September, and then comes 
the wonderful Indian Summer, with the warm days and 
cool evenings. As the Social Life column of the Boston 
Herald remarked last Sunday: “Even some of the débu- 
tantes who expect no end of festivity the coming winter 
say they are in no hurry to come to town, as there is ‘so 
much fun in the country.’ There is tennis galore, there are 
riding and boating, there are dances and the most informal 
teas, when the latest engagements, the newest gowns and 
the coming débutante affairs are discussed. Older folk are 
making the most of out-of-doors, golfing being especially 
pleasant just now, and there is just enough exercise to send 
the blood tingling through their veins, and gives even the 
most pessimistic individual a new and better outlook on 
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HERE ‘there is official society there is always excite- 
ment, says the Washington column of the Boston Sun- 
day Herald, and scarce had Washington folk ceased chortl- 
ing over the appointment of Miss Mabel Boardman as dis- 
trict commissioner than Miss Agnes Hart Wilson, daughter 
of the secretary of labor, introduces herself as candidate 
for Congress from her father’s old district in Pennsylvania. 
Miss Boardman, who has spent the summer at Pointe-a-Pic, 
Province of Quebec, Canada, with her mother, Mrs. Wm. J. 
Boardman, arrived in time for the auspicious swearing-in 
last Saturday, while Miss Wilson’s race is still in embryo. 
For a fact, Miss Wilson, who is undoubtedly capable, has 
gotten no farther than the announcement and posing for 
moving pictures, which is always important. Miss Board- 
man’s call to public service—she has given years of her life 
and thousands of dollars to the Red Cross—concerns the 
society folk of the capital, while that of Miss Agnes Hart 
Wilson reaches out among the people of her state, and espe- 
cially the working classes. 
man, so she is a self-made woman, though far from being 
without social grace. She can cook, sew, launder, typewrite, 
is a rapid stenographer and accountant, has a big grasp of 
politics and is a student of splendid ability. With her fa- 
ther she has long made a study of Scottish poetry and they 
quote Bobbie Burns with zest. They are both humorists, 
too, and there is absolutely nothing worth a laugh that es- 
capes them. Suffragettes, or at least some of them, are de- 
ploring the fact that Miss Wilson is not a typical new wom- 
an and a bit more strident in her manner—aggressive, they 
call it—but there is nothing for them to regret in Miss Ag- 
nes Hart Wilson. 

Miss Boardman has a far broader knowledge of af- 
fairs, both home and abroad, than is generally known. Few 
who know her as the capable society woman presiding over 
her parents’ home in Washington or at “Windclyffe,” Man- 
chester, Mass., joining her sister, Mrs. Winthrop Murray 
Crane, of Dalton, Mass, both before and after her marriage 
to Senator Crane, of Massachusetts, in entertaining and be- 
ing entertained. When she became active in reorganizing 
the Red Cross in the Roosevelt administration, the task was 
thought too gigantic for a woman to undertake, but Miss 
Boardman carried it through to success. As if to equip her 
for the position of commissioner, Miss Boardman spent sev- 
eral years in German cities amid models of civic government 
like Bonn, the seat of one of the most important German 
universities on the Rhine, contiguous to Cologne. Miss 
Boardman studied in a gymnasium there, her aunt being 
married to the rector magnificus of the university, Dr. van 
Rotthenberg, at that time in residence there. The aunt was 
the daughter of Wm..Walter.Phelps, who was then serving 
his country as envoy to Berlin. Mr. and Mrs. Boardman 
spent some months with Mr. and Mrs. Phelps and placed 
their daughters Mabel, Mrs. Crane and Mrs. Frederic A. 
Keep, in the school at Bonn. It was at the German univer 


As her father is a self-made. 


Sheldon’s Market 


24 CENTRAL STREET 
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At Boston Market Prices 
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Telephone Manchester 67 


MANCHESTER-BY-THE-SEA 


Orders Promptly Delivered at 


BEVERLY COVE 


sities that Miss Boardman first became interested in sociol- 
ogy which later led her into Red Cross work. Miss Board- 
man has received the highest and most important decora- 
tion which the King of Italy bestows on other than his own 
subjects, the honor being given in recognition of her work 
in superintending personally the erection of the frame 
houses in the stricken regions about Reggio and Messina and 
taught the Italians a bit about drainage and sanitation and 
so on. 


(NotE—Mrs. Boardman and Miss Boardman have not 
been coming to the North Shore the last five or six years— 
since the death of Mr. Boardman. The estate at Manches- 
ter is for sale.—Ep. ) 


N ENGAGEMENT that has called forth many congratula- 
tions is that of Miss Clarissa P. Curtis and Prince Mi- 
chel Cantacuzene, who has the title of Count Speransky, 
which was announced last ,week by Miss Curtis’ parents, 
Mr. and Mrs. Thomas P. Curtis, of 447 Beacon st., Boston, 
at a reception held at Pelton Clare, their summer home at 
Nahant. Miss Curtis made her début in the winter of 1917 
and is a member of the Sewing Circle of that year. She is 
also a member of the Chilton club. Thomas J. Curtis, an 
older brother, is a sophomore at Harvard, and a younger 
brother, Herbert Pelham Curtis, is captain of the football 
team at St. Mark’s school, Southboro. Prince Cantacuzene 
is a son of Prince and Princess Cantacuzene (Julia Grant), 
of Russia. He came to this country about two years ago 
with his family and entered Harvard. He is a grandson of 
Fred Grant and a great-grandson of Gen. Ulysses S. Grant, 
ex-President of the United States. His family has been 
living in New York, where his mother has been in charge 
of a committee for Russian relief. He has two sisters, the 
Princess Bertha and the Princess Ida. No date has been set 
for the wedding, although a friend of the young people says 
the nuptials will probably be in June next year, about the 
time the Count will have completed his work at Harvard. 
Whether at Nahant or in Boston, of course, we cannot yet 
say. 
ORO 
Mr. and Mrs. Everett Morss and family have returned 
to their Boston home, at 115 Commonwealth ave., after 
spending the late season at the Philip Sears estate, Common 
lane, Pride’s Crossing. 
oO 
The Beverly Farms branch of the Beverly Improve- 
ment society has been invited to meet the executive board 
of the society at the home of Mrs. Wm. H. Moore, Pride’s. 
Crossing, next Tuesday afternoon, Oct. 5, at 4 o’clock. 
OBO 
Mrs. Edith M. Binney, after a delightful season at the 
Oceanside, Magnolia, where she took an active part in the 
social life, as usual, is back in her apartment at 138 Marl- 
boro st., Boston, for the winter. 
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Henry Whitmore Norton Wigglesworth 


40 Central Street 


BOSTON (9), MASS. 


Telephones: Main 6772-3-4 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


BUSINESS PROPERTIES 


NORTH SHORE PROPERTIES a Specialty 


NORTON WIGGLESWORTH 


HILDREN’s HospirTat, and all that it means to the people 


of Boston and vicinity—which means all of New Eng-_ 


Jand—will be the object of a big campaign for funds this 
month of October. The North Shore has been actively at 
work all summer in the interests of the Children’s hospital, 
hardly a week passing when something was not on the social 
calendar with the Children’s hospital the beneficiary. More 
than any other one thing, the Children’s hospital has figured 
in the social activities, especially of the younger folk, on the 
North Shore the past season. 


Now, with an initial meeting in the amphitheatre of the 
hospital, in Longwood, today—Friday, Oct. 1—a vigorous 
campaign is being launched “to save the great institution 
from going under for lack of funds.” Gov. Coolidge, Lt.- 
Gov. Cox and Mayor Peters will speak, and U. 5. Senator 
Walsh has promised to come if possible. Dr. John L. 
Morse and Dr. Robert W. Lovett will tell of the system in 
vogue at the hospital and of the need of help which has 
come to it. Before the meeting, which is set for 3.30, and 
afterward, opportunity will be given for members of the 
‘general committee and their guests to inspect the hospital, 
and to see the children. Efforts will be made to raise a fund 
of $2,250,000. Of this amount some must be spent out- 
right ; the greatest part, however, will be set at work to pro- 
duce an income. Even this amount will hardly cover the an- 
nual deficit from probable earnings. 


The estimated deficit of the Children’s hospital this 
year will be $76,000. The estimated deficit of the Conva- 
lescent home, which is a vital adjunct of the hospital, will be 
$22,000. These deficits come in the face of the most care- 
ful management and rigid economy. The most crying need 
is for an enlarged laundry, estimated to cost $30,000, and a 
nurses’ home and servants’ quarters, estimated at $600,000. 
That is to say, approximately $700,000 is absolutely needed 
for construction and equipment. This leaves from the ex- 
ected fund $1,550,000, which, at six percent, would draw 


W. D. CORLISS & CO., Landscape Foresters 


Expert men for cavity work, chain and bolt work, pruning (both top and root), thinning of 
woodland and underbrush, transplanting trees, shrubs or plants, fertilizing, etc. 


Moth work in all its branches including the Gypsy and Leopard moth. 
Would be pleased to quote prices on trees and shrubs. 


For prompt and efficient service, write or phone 


Ww. D. CORLISS & CO., Gloucester, Mass. 
Agents for the American Forestry Co. 


~ MANCHESTER, MASS. 


only $93,000 a year, barely enough for present deficits. The 
initiative has been taken, however, and the work begun. 
Friday’s meeting is for the purpose of organization. The 
general committee has established headquarters at 97 Milk 
st., Boston, where a large room has been donated by the 
New England Mutual Life Insurance Co. The furniture 
for the office also is a donation. The officers of the general 
committee are: His Excellency, Calvin Coolidge, honorary 
chairman; Hon. Henry Cabot Lodge, Hon. David I. Walsh, 
Hon. Channing H. Cox, Hon. Andrew J. Peters, honorary 
vice chairmen; Alexander Whiteside, executive chairman ; 
S. Huntington Wolcott, treasurer ; Fred F. Rhodes, secre- 
tary; C. Stewart Forbes, aut secretary. 
3 

Mr. and Mrs. J. A. Lowell Blake, of Beverly Farms, 
were in the Berkshires last week and were guests of the for- 
mer’s brother and sister-in-law, Mr. and Mrs. George Baty 
Blake, in Lenox. 

OO 

One of the largest and most important sales consum- 
mated on the North Shore for some time has been record- 
ed in the transfer of the Adams D, Claflin estate, located 
directly on Marblehead harbor, to Edwin Arthur Shuman, 
president of A. Shuman & Company, of Boston. The 
propetty consists of 41,595 feet of’ land extending from 
Harbor ave. to the water, and bordering on Sumac st. and 
Peabody ave., with a total water frontage of about 200 
feet, There is a mansion house which commands an un- 
obstructed view of the harbor, also large combination gar- 
age and stable, with chauffeur’s housekeeping suite and a 
small frame cottage. This property adjoins the beautiful 
estate of Henry Morss, and is in the immediate vicinity 
of the summer homes of the late Charles S. Eaton, Wm. 
H. Rothwell and Herbert L. Bowden. Mr. Shuman, after 
making certain alterations, will occupy as a summer home. 


Call Mrs. Burnham, Ye Rogers Manse, Ipswich 85-M. 
Lobster and chicken dinners; also a la carte service. adv. 
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R. AND Mrs. Danie, A. SuLvivan, of ‘‘Beachlawn,” 

Beach st., Manchester, have a house that passersby 
would never recognize if they had not seen the old one and 
part of the Masconomo hotel merge into the harmonious 
summer residence now occupied by the Sullivan family. 

The Masconomo dates back to the days of 1875 or 
thereabouts, when Junius Booth built it. 

Very skilfully did the architect, Chas. N. Cogswell, of 
Boston, the contractor, Chester L. Crafts, and the painter, 
Harry S. Tappan, of Manchester, convert the old cottage 
and part of the hotel into the present structure. There are 
32 rooms and six baths besides large and roomy halls and 
entries. 

The living-room is a most attractive place made by 
throwing two rooms into one. Gray panelled walls, a 
mauve rug, silk and linen draperies and chair cushions car- 
rying out a scheme of black, crimson and gold, with rattan 
furniture are used to make a cheerful, livable room for sum- 
mer. : 

A large hall separates the living-room from the music 
room. ‘The latter is a charming room done in blue using 
linen chintz for draperies and furniture. : 

Opening off this room is a reading room designed 
especially for the children. In it is an old-time mahogany 
bookcase and cabinet combined that once belonged to Junius 
Booth. A playroom for the children adjoins. This has a 
convenient place for washing up after a morning spent on 
the beach. 

Running from the playroom back to the opposite end 
past hall, living-room and dining-room is a loggia. Its win- 
dows look out upon the fine wooded grounds. Near this is 
a billiard room, a room usually relegated to the basement or 
top of a house and seldom used. This one is conveniently 
located on the ground floor in the center of the family’s ac- 
tivities. 
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The dining-room, situated’ in the hotel part of the 
house is a beautiful room with French doors opening out on 
the piazza on the water side of the place. Soft gray and 
mahogany with a rare old sideboard and a handsome screen 
make up the appointments of this room. Opening from it 
is the little breakfast room with its specially designed 
painted furniture. French doors lead from this room out 
to the piazza, also. ; 

On the second floor are large and airy chambers. The 
Sullivan suite of rooms are daintily done, the bedroom in 
rose and white, a dressing room and sun-room in blue and 


white, and a little sitting-room for Mrs. Sullivan in reed 


furniture and crimson and gray chintz. | 

The whole house has a touch of individuality about it: 
The decorators carried out family ideas. It is a house fur- 
nished explicitly for a summer home with lightness and sim- 
plicity for its keynote. Its guest rooms and children’s 
rooms are all on this line. They occupy the remainder of 
the second floor and the third floor. One guest room is very 
attractive in ivory and rose. 

The grounds are practically the same with the excep- 
tion of a little alteration in the flower garden. Flowers are 
raised in abundance for the cutting purposes. The house 
has clusters of flowers arranged in the main rooms that are 
most artistically done. One inmate of the household has 
the gift of doing bouquets and pieces that would do. credit 
to a professional. ; 

“Beachlawn,” newly named, has.a spring of water, 
used formerly in the hotel, that is considered the best, in 
many respects, of any in the state. From the piazza look- 
ing out over the garden and lawns down to the water at 
Singing Beach is one of the most interesting views of the 
place. Part of the old hotel still stands. No definite plans 
are in view for it yet, although in time it may be turned into 
a garage. 


DREAMING TO PRODUCE RESULTS, MUST BE SUPPLEMENTED BY 
PLANS AND HARD WORK — 


SSFYON’T count your chickens before they are hatched!” 

That is about as good as most of the other old, partly 
faithful dogmas that have been handed down to us, There 
is a time for everything, and everything should be done at 
that time—and then that thing should be put in its place, 
and kept there. 


We have wondered what would have become of mod- 
ern big business, with the great outlines and intricate plans 
with the consistent thought given to them, looking long into 
the years that are to come, if the men and women at the 
head had not counted their chickens. 


Every undertaking on a large scale, every big advance 
for the welfare of humanity—from the building of a bridge 
to the laying of the tiny wires that carry’ your transconti- 
nental messages in one form or another—has to be dreamed 
about and planned for. 


Dreaming alone doesn’t do the trick. Many a genius 
has lacked the planning ability necessary to fulfill his 
dreams : and, perhaps, the successful geniuses hit the nail on 
the head with just the right punch when they say that “in- 
spiration, one percent, and perspiration, ninety-nine per- 
cent,” is the proper formula. The men who say that are 
the ones who have made their plans from their dreams— 
made their plans bedded on the solid rock of practicability, 
and then pushed and shoved them through to the proper 
conclusion. 


Many a man, now complaining that everything always 


goes wrong with his plans, means really that he merely 
dreamed and did not plan at all. 

To count the chickens before they are hatched is one 
of the things most necessary to a successful life. Without 
that faculty, nothing could be accomplished. The millwheel 
would not turn properly with the right machinery behind it, 
if some one had not dreamed it all, and then planned it, too, 
and put the whole together for the proper working. The 
great railroads could not have been built if some one had 
not counted the chickens in the way of passengers, freight, 
and all that the traffic meant in revenue, before a single 
rail was ordered & the site for a single switch laid out. 

And the same thing holds just as good in our every-day 
life. The restaurant-keeper has to. count-his chiekens—so 
many customers and the eggs, steaks, and all the rest that 
will be consumed at each meal, and the revenue likely from 
each of so many customers, even before he has seen a single 
one of those customers, and long before the possible cus- 
tomers have thought of the day’s eating. 

So count your chickens and dream your dreams—but 
in doing that do not forget to plan. Without the plan, there 
is no chance for purposeful action — but with the dream 
alone there is but one of the hundred steps necessary for 
the successful completion of the job; only the one percent 
has been accomplished, the inspiration—and there is finety- 
nine percent left to be done, converting the dreams and 
plans into usable substance, and that means hard work.— 
Dearborn (Mich.) Independent. 
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FANCY CHINA, GLASSWARE and JARDINIERES 
A new complete line of Rozane stone Jardinieres, decorated and attractively ' 
painted. Sizes from 5 in, to 12 in. 
OPEN STOCK DINNERWARE 
It is a good plan to buy open stock dinner sets so you will be able j 
to renew breakage. t 
CHILDREN’S STONEWARE DISHES | 
These dishes are just the article for the child to have, including several sets, 
mug in two sizes, cups, saucers and baby plates, in bunny and chicken patterns. 
3 3 
John H. Newell’s Dry Goods Store 220-224 Cabot St, Beverly 


eS Wl eC a a 


LARCOM THEATRE, BEVERLY 
High Class Pictures — Grand Pipe Organ 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
Saturday Evenings 5.45 to 10.30 
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Pet=or7 has an increasing North Shore colony each year. 
Mrs. Sidney R. Small has returned from a summer 
spent principally in Magnolia and is now among the players 
in the golf tournament on the Grosse Pointe links. 


Oo 3 O 
Mr. and Mrs. James D. Hawks, of Detroit, are going 
to enjoy the fine autumn weather at their beautiful estate 
at Wingaersheek Beach until November 1. Mr. Hawks has 
been busy all summer making extensive improvements to 


roads, grounds and buildings. 4 
O88 
Mr. and Mrs. Jerome H. Remick will motor home to 
Detroit from Bass Rocks about Oct. 3. 
° AZ 


% OO 

Mrs. Morris Ernest Locke (Grace McMillan Gibson) 
was with her aunt, Lady Harrington, in New York, before 
the latter sailed for her home in England. Mrs. Locke will 
join Col. Locke at Fort Leavenworth, Kansas, where he is 
now on duty, late in October. Mrs. Locke is well-known in 
Detroit, Washington and eae Shore society. 

Mr. and Mrs. Edwin Arthur Shuman and their family 
returned last week to their Beacon st., Boston, home from 
Marblehead Neck, where they spent the summer at “Moll- 
hurst.” Their sons, Masters Arthur and Francis, won many 
honors in the water sports of the Pleon Yacht club, which 
were held under the auspices of the Corinthian Yacht club, 
with their Marblehead baybird Lilian. Both boys are at- 
tending the Georgetown Preparatory school, in Washington, 
this year. 
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HOT HOUSE PRODUCTS 


Meats - 


WEST, ST: — 
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TELEPHONE 142 BeverRLY FARMS 


Edward H. Lally 


Poultry - 
FRUITS and VEGETABLES 


Deliveries all along the North Shore between Beverly and Magnolia 
and inland to Hamilton and Wenham 
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THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 


KODAK DEVELOPING AND PRINTING 
156 Cabot St. 


Tel. Conn. 


Beverly, Mass. 
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Latest PopuLtar Music Musica MpsE. 

EMERSON RECORDS QO. R.S. Prano PLAYER ROLis 
Greeting Cards of all kinds 


THE BEVERLY MUSIC SHOP 


260A Cabot St. (Mrs. Carrie E. Morgan) Tel. 596-W, Beverly = 
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ALEM.— The Salem Golf club was the scene of.a gay 
time Saturday when the club members gathered to make 
welcome about 100 members of the Merrimack Country 
club. A day of sports was enjoyed and a dinner followed 
by dancing formed the evening program. 


—o— 

Mrs. Harrison M. Davis, of Salem, who has been sum- 
mering at Gilbert Heights, Marblehead, is entertaining Miss 
Josephine Hammond, head of the Hammond school, Salem, 
Sue has but recently returned from a camping trip in 

aine. 


> 

Mr. and Mrs. Francis A. Seamans have closed their 
summer home at Marblehead Neck and have opened their 
place in Salem. Mrs. David M. Little, of Chestnut st., Sa- 
lem has been enjoying the fall days at Profile, N. H. 


What is really beautiful needs no adorning. We do 
not grind down the pearl upon a polishing stone-—SaTaka. 


4 
<= 


BUTTER AND EGGS 


Game 
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ALONG THE CAPE ANN AND GLOUCESTER SHORE 


By Avex. G. TUPPER 


APE ANN.—The prospects for another season on Cape 
Ann appear bright. Although it is far in advance to 
predict just what the prospects are, yet many houses have 
been engaged along the shore and hotels are already resery- 
ing rooms for people wishing to return next summer. 

It is pleasing to note that greater interest will be taken 
in yachting next season. The extinction of interest in the 
Gloucester Yacht club at East Gloucester and the sale of 
the clubhouse and the giving up of the regular races of the 
boats in the harbor has been regretted very much, particu- 
larly among a certain number of the summer residents who 
always found pleasure and sport in the racing. Work on 
building fast sailboats will be continued this winter at the 
Fenton yards at East Gloucester and together with the num- 
ber of ‘boat's that formerly entered the club races some lively 
contests with classes are anticipated. The interest in yacht- 
ing at the Annisquam club has been as keen as ever the past 
season and already plans are being considered for the wel- 
fare of the club next year. 

The matter of conveyance is a subject of importance. 
The bus service is not altogether giving the best satisfac- 

“tion as the majority of cars are very jolty-and hard to ride 
in and congested quarters in the warm summer months is 
anything but agreeable. Hopes are still held out that the 
trolley cars may yet be re-installed. A new steam ferry has 
been purchased by private parties and it will probably run 


on regular trips across the harbor. 
woe 


Mrs. Robert C. Rathbone has closed her summer home, 
“Hycienda,” on Niles Beach boulevard, Eastern Point, and 


returned to New York. 
—O— 


The John Clays, of Chicago, are making a late stay at 
their summer homie, “Finisterre,” at Eastern Point. The 
autumn flowers about the place are making an attractive 
showing. 


, Se 
Mrs. Bradley Currier, of New York, has. closed her 
estate on Page st., Bass Rocks, for the season. 


On Sunday, in.the midst of the very warm weather, 
there were a great many bathers on the Bass Rocks beach, 
giving a mid-summer aspect. 


—O— 

Miss Myra Tutt returned to New York this week after 
the season spent in the McGrtckin cottage on Page st., Bass 
Rocks. 

. . —~ ae . 

Miss Henrietta Goodwin has been spending several 
weeks at her summer cottage on Chester sq., Annisquam. 
She returned to New York last week-end. Friends of Miss 
Goodwin are occupying her cottage for two weeks. 


Henry A. Wise Wood came on from New York recent- 
ly to,spend a short time at Annisquam with Mrs. Wise 


Wood. 


ates 
Mrs. Warren Goddard and family, who have been oc- 
cupying the Hardwick cottage on River rd., Annisquam, for 
the summer, left Sunday for their home in St. Louis, Mo. 


—p= 

The Robt. Cushmans, who have been occupying “Edge- 

hill” cottage at Rockholm, through the summer, returned 
last week for their home in Brookline. 


r —— 
Mrs. Walter O. Adams had as her house guests last 
week-end, at her Annisquam summer home, Mr. and Mrs. 
Carl Winslow Hilton, of Waltham. 


—} 

The J. W. Browns, who occupied the James E. Cotton 

house at Little Cape Hedge, Land’s End, have taken their 
departure for Baltimore. 


Sauer Usuer and family, of Cambridge, left Annisquam 
on Monday, after the season spent at their cottage on 
Norwood Heights, Annisquam. 


—o— 
Prosper Senat, the artist, is getting along nicely at his 
Annisquam place, after an accident of breaking his leg. 


—o— 
The Haskell camp fish dinners at Loblolly, Land’s End, 
Rockport, are continuing to be popular with motorists along 
the North Shore. Mrs. Nelson Morris, wife of the Ameri- 
can ambassador to Sweden was recently at the camp with 
friends. for a shore dinner. James Morgan, the journalist, 
with a party of friends from California, stopped at the 
camp on Wednesday of last week for dinner. 


—¢— 
Mrs. Fannie B. Law has closed her cottage, “Lawis- 
ton-by-the-Sea,” at Land’s End, and returned to New York. 


—$— 

Mr. and Mrs. Arthur Hatch and family, who occupied 
the Charles F. Adams cottage near Little Cape Hedge, 
Rockport, the past season, have returned to their home in 
Lowell. 


—o— 
Mr. and Mrs. George F. Babbitt have closed their es- 
tate, “Pine Ledge,” at Land’s End, and returned to their 
winter home in Brookline. 


—o— 

Mrs. Clarence W. Seamans opened her handsome es- 
tate at Pigeon Cove this summer. The place was closed 
last season, although the grounds were attractively, kept. 
Mrs. Seamans and her sister, Miss Watson, who has been 
staying with her, returned recently to New York. 


The Wonasquam Lodge at Annisquam has closed for 
the season. 


=O . 

Miss Charlotte Munster and Miss Carrie Munster, of 

Waltham, are occupying their cottage at Diamond Cove, 
Annisquam. 


Oe 

Mr. and Mrs. Fred Phillips, of Watertown, are occupy- 

ing their cottage at Diamond Cove, Annisquam, for a few 
days. 


Oo 
Wm. H. Graves, of Cambridge, spent the week-end at 
his summer home on Adams rd., Annisquam. 
ay 


Arthur A. Kidder and family have departed from the 
Annisquam colony for their home in Winchester. 
— A 


The Frederick Ayers, who have been occupying the 
Gale cottage in the Hermit Ledge section of Annisquam, 


are leaving in a few days for Boston. 
—o— 


Miss Nancy Flagg is spending the week-end in Port- 
land, Me. ; 


Miss Annie E. Fisher has been spending several days 
at Tideway cottage, Annisquam. 
=—O= 


The Lewis Tiffts have closed their Cambridge ave. cot- 
tage, Annisquam and returned to their Springfield home. 


—o— 
Dr. and Mrs. Walter R. Parker have taken their de- 
parture from Annisquam for their home in Detroit, Mich. 
—-- 


Miss Mary H. Pew, who has recently returned to Sa- 
lem from a trip to the Pacific coast, entertained a group of 
Gir! Scouts at her summer home, Land’s End, Rockport, 
Sunday. There was a large attendance and the girls had a 
wonderful time. 


We make our fortunes, and we call them fate—Bea- 
consfield. 
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While Motoring Along the North Shore stop at 


SUNBEAM FARM 
and TEA HOUSE 


On the State Road, between Salem 
and Swampscott 


Afternoon Vea Fresh-Picked 


Luncheons Dinners VEGETABLES 
at Every Morning from 
Sunbeam Tea House SUNBEAM FARM 
Quiet Refined Exclusive High-Class 
FRENCH CUISINE DANCING 


Telephone Lynn 7499 


BUSY SEASON DRAWING TO A CLOSE ALONG THE 
SWAMPSCOTT — NAHANT —- MARBLEHEAD SHORE 


ARBLEHEAD. — Mrs. Ellis Hollingsworth has closed 

her handsome summer home at Marblehead Neck and 
has gone to Braintree for a short time before leaving for 
California. Her summer home is one of the most preten- 
tious on the Marblehead shore and when it was closed the 
garden and flowers were in full glory. Ardently fond of 
flowers, Mrs. Hollingsworth always maintains an elaborate 
flower garden at the rear of the garage, while the hedges are 
composed of flowering shrubs and deep borders of old-fash- 
idned flowers which are a riot of color. 

Charles Francis Adams, who has been sailing in Mar- 
blehead waters since the international races, has joined his 
family at their country estate in Concord. Their daughter, 
Miss Catherine Adams, who is a débutante, will be much 
feted this fall and winter. 

The Eastern Yacht club and the Corinthian Yacht club 
at Marblehead Neck have closed their doors and are being 
made ready for the long winter months. 

The Boston Yacht club on Front st., Marblehead, has 
been closed after the most successful season of several years. 

Thomas Sanders and family have closed their summer 
home on Marblehead Neck and returned to Warren st., Sa- 
lem. 

Mr. and Mrs. F. N. Osborne, of Marblehead, are visit- 
ing friends in Canada, having gone over the road by auto- 
mobile. 

Rev. and Mrs. A. N. Foster, of Marblehead, have as 
their guest Rev. Thomas Van Ness, of Brookline, who has 
recently returned from a trip to the Pacific coast. 

Dr. and Mrs. J. Harris Mosher, of Front st., Marble- 
head, will be the hosts at a dance tomorrow evening, the 
proceeds to be used towards new vestments for the St. 
- Michael’s church choir. 
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THE STATIONERY SHOP 


We are showing a new and extensive line of 
| Novelties for Children’s Parties 
' 
i 
t 
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ry 


Also Dennison’s Crepe Paper Decorations 


CENTRAL PAPER COMPANY 


YMCA 


290 ESSEX ST. 4 SALEM 
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W. H. Cole and George D. Haskell, of Marblehead 
Neck, are having cellars built under their homes at Marble- 
head Neck in order to allow for the instalment of heating 
apparatus; this may mean in the near future that many a 
summer resident will spend the year-round at his seaside 
home. 


SWAM PSCOTT. — Guy Merrill, who has been responst- 

ble for the many attractive houses that have been built 
in the Beach Bluff section, is fast completing a home for 
himself, which he will occupy this winter. 

J. W. Merrill, of Lynn, has taken up residence in his 
new bungalow at Beach Bluff. 

Frank W. Wright, who has summered at the Tedesco 
Country club, with W. V. Hoar, of Swampscott, has re- 
turned from Poland Springs, Me. 

A tremendous interest is felt in the Children’s hospital 
of Boston, which is badly in need of funds to continue the 
great work which is being done. All summer long, summer 
residents of the North Shore have bene raising money and 
helping to swell the funds and many thousands of dollars 
have been resultant on their efforts. In the campaign which 
is going forward to raise $2,250,000 for the hospital North 
Shore people are represented on the committee, and among 
those names are Frank W. Stearns, Lee M. Friedman, Louis 
B. Kirstein, Abraham Koshland, Felix Vorenburg, Alfred 
L. Ripley, Arthur P. Stone, S. H. Walcott, all of whom 
have been summering on the Swampscott-Marblehead shore. 


LIFTON.—It is understood in Clifton sections that Mr. 
and Mrs. John Craig have sold their lovely home on 
Humphrey st. to M. P. Clough, of Swampscott, who buys 
for occupancy. Thus this section will lose John Craig and 
his talented wife, who have spent many years in this vicinity 
during their vacation period. 
Mr. and Mrs. Lawrence Lennox, of Clifton, have re- 
turned from a motor trip to Poland Springs, Me. 
William Kimball and family, of Clifton, are moving to 
Brookline after a pleasant summer at the Shore. 
Mrs. Herbert Kenney and daughter, who spent the 
early fall at Jackson, N. H., have returned to Clifton. 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


DR 
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N ANNOUNCEMENT from the offices of Wendell Phillips 

Dodge in the Lyric theatre building, New York, dis- 
closes the marriage on.Friday, Sept. 17, at.the Little Church 
Around the Corner, of Eric Pape, the celebrated artist, who 
is busily engaged in the designing of stage settings and cos- 
tumes to be used in Mr. Dodge’s forthcoming production of 
the Biblical spectacular drama, “Esther,” by Maurice V. 


Mrs. Alice Byrne Pape 


Who will come to Manchester to live, with her artist husband— 
Eric Pape, this winter. 


Samuels, and Miss Alice Byrne, actress and authoress. The 
ceremony was performed quietly by the Rev. Dr. Vincent 
C. Lacey. This is the second marriage of Mr. Pape, whose 
first wife, Alice Monroe-Pape, died in 1911. 

Among other things in connection with the theatre and 
drama, Eric Pape produced the Titanic Memorial perform- 
ance, ‘The Flowers of the Sea,” at Gloucester, in 1912, in 
which more than 500 children, besides Edith Wynne Matthi- 
son, Charles Rann Kennedy and Wm. Harcourt appeared ; 
this was later presented at the gala performance at the Cen- 
tury theatre, New York. 

~ Mr. Pape also produced the first two performances of 
“Trilby,” given at Sherry’s ballroom in 1895, Mr. Pape’s 
first wife, Alice Monroe-Pape, appearing as Trilby. In this 
performance the late Evert Jansen Wendell played the part 
of the Laird. Mr. Wendell was vice-president of the Play- 
ers’ club. 

Perhaps Mr. Pape’s greatest work was the production 
of the “Canterbury Pilgrims” pageant, based on Percy 
Mackaye’s play, that was given on a stage 450 feet long by 
150 feet deep, with additional runways 600 feet long, given 
in honor of President Wm. Howard Taft at Gloucester, in 
1909, the production being attended by over thirty thousand 
spectators, and there being a chorus of 250. male and 250 
female voices, besides forty knights in armor mounted on 
horses and seven hundred school children in this greatest of 
all pageants produced in this country. Mr. Pape directed 
the construction of the immense stage lighting system, the 
largest yet attempted in the United States, consisting of one 
hundred spot. and one hundred calcium lights, using two 
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hundred and. fifty tanks. He also designed all of the cos- 
tumes and horse-trappings, and selected the armor used in 
the pageant. 

Mr. Pape also designed the settings and costumes for 
the production of “Omar, the Tent Maker,” starring Guy 
Bates Post, for Richard Walton Tully, in 1914. He after- 
wards was artistic director of the great benefit performance 
given at the Boston Opera House in 1917, when the princi- 
pal artists appearing were Sir Herbert Beerbohm Tree, 
Lynn Harding, Edith Wynne Matthison, John Charles 
Thomas, Marie Tempest and the late Clifton Crawford. 

As a valuable preliminary, that will serve him well in 
designing the stage settings and costumes to be used by 
Wendell Phillips Dodge in his production of “Esther,” Mr. 
Pape, like Mr. Dodge, has lived in the Orient, having paint- 
ed in Egypt, for two years, living nine months at the Gizeh 
Village at the foot of the great pyramids. 

Eric Pape is a fellow of the Royal Society of Arts in 
London and a member of the United Arts club, of 
London; the North British academy; he was recently in- 
vited to membership in the Société Internationale Geograph- 
ique in Paris, and isa member of The Players in New 
York, having been proposed to this club by the late Samuel 
L. Clemens (Mark Twain). He was a student at Ecole 
Nationale des Beaux Arts, Paris. 

He is the recipient of many gold, silver and bronze 
medals, and was awarded a special silver plaque in recogni- 
tion of his services as master of the pageant in Gloucester in 
1909. 

Mr. Pape’s paintings in oil, water color and pastel have 
been exhibited in Paris, Cairo (Egypt), London, Munich 
and other leading foreign capitals, as well as in the leading 
exhibitions, galleries and clubs in the United States. He has 
recently completed a series of mural paintings. 

Among his best-known illustrations were those for the 
Edition de Luxe of Lew Wallace’s “The Fair God,” for 
which he went to Mexico to cover the ground Cortez had 
traversed from Vera Cruz to Mexico City; the “War of the 
Air,” by H. G. Wells; a series of portraits for the ‘“Mem- 
oirs of Ellen Terry;” the “Life of Mohamet,” and many 
other celebrated works, including the forthcoming book, 
“The Geste of Duke Jocelyn,” by Jeffrey Farnol. 

His bride, Alice Byrne, studied music at the New Eng- 
land Conservatory of Music, art with Eric Pape, and danc- 
ing with various teachers, and has written several books 
for children, as well as-verses and lyrics for numerous lead- 
ing magazines. Miss Byrne is at present writing the lyrics 
for a musical comedy and review to be produced by Mr. 
Dodge next season. Miss Byrne has been with a number of 
dramatic productions and musical comedies, among which 
she appeared with Lou Tellegen in the “King of Nowhere.” 

Mr. Pape and his bride, Alice Byrne-Pape, will reside 
at Manchester-by-the-Sea in the Leach cottage, so-called, 
near the School st. entrance to the Essex County club. 


“GIFTS THAT LAST” in 
SHEFFIELD PLATE 


The high quality and attractive patterns of our line 
of Sheffield plated ware makes it especially suitable for 
wedding gifts. 


Bread Trays 


Tea Sets 
Sandwich Plates Casseroles 
Ramekins Vegetable Dishes 
Cracker and Cheese Sets 


F. S. Thompson, Jeweler 


THE HALLMARK STORE 


164 MAIN STREET GLOUCESTER 
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NORTH SHORE BABIES’ HOSPITAL WILL MAKE APPEAL FOR F UNDS 


June of Next Year the Campaign will be 
: Launched—Y ear-round Hospital Desired 


Norte Srore Basiks’ Hospitat, which in its 16 years 
of existence has saved the lives of hundreds of infants 
entrusted to its care, will make an organized appeal next 
June for a fund of $250,000 for the construction of an all- 
year hospital so that babies now treated by it during the 
summer may continue to have the skilled treatment and 
care necessary to their complete restoration to health. 

For several years public health boards, officers of 
adult hospitals along the North Shore and physicians and 
surgeons specializing in the treatment of babies have urged 
on the directors of the Babies’ hospital the necessity of all 
year treatment of the infants, who in increasing numbers, 
are taken to the well-known institution in Salem to be 
nursed back to health. 

As there is no other institution on the North Shore 
ministering to ill babies and since the care of infant pa- 
tients in adult hospitals is not possible on the scale neces- 
sary in the adult hospitals of this section, the directors of 
the Salem institution after careful consideration have 
adopted the campaign plan. In making this organized ap- 
peal next year, officers of the hospital assert they are 
making response to an insistent appeal from the people 
that the Babies’ hospital be put on a basis of all year ser- 
vice. The new hospital is to be built at Ropes’ Point, Sa- 
lem, near the present structure from which more than a 
score of babies next month will be sent to their homes and 
other institutions, where generally they cannot receive the 
expert care that the physicians treating them regard as 
necessary to their complete recovery. 

The directors of the Babies’ hospital announced that 
the campaign for the building fund will be managed by 
Will, Folsom and Smith, of New York, a member of 
which organization conducted the recently ended success- 
ful campaign for the community hospital at Beverly in 
which more than $200,000 was raised. Cornelius M. 
Smith, who directed the Beverly hospital movement, will 
personally direct the campaign for the Babies’ hospital. 
The appeal in behalf of the hospital will be made in Salem, 
Beverly, Hamilton, Wenham, Boxford, Topsfield, Man- 


chester, Marblehead, Lynnfield, Peabody, Lynn, Danvers 


and other communities. 

The hospital has received generous support through 
annual tag days, but the constant demand from the public 
for a hospital for babies that is open all year makes the 
campaign for $250,000 necessary, it was said by the direc- 
{ors in announcing the money-raising movement. 

As the only hospital on the North Shore ministering 
exclusively to babies, with a staff of trained baby specialists 
both surgical and medical and a corps of expert baby 
nurses, the North Shore Babies’ hospital is widely known. 
Its president is the Hon. David M. Little, of Salem; Wal- 
ter A. Perry, of Beverly, is vice-president ; and Josiah B. 
Gifford, of the Merchants’ National bank, of Salem, is sec- 
retary and treasurer. S. Howard Donnell, of Peabody, is 
counsellor, and Frank Taylor, of Peabody, is auditor. 

The executive committee of the board includes many 
well-known women of the North Shore who are promi- 
nently identified with public welfare work. The Salem 
members of this committee are Mrs. Walter L. Harris and 
Mrs. Charles F. Ropes. Beverly is represented by Mrs. 
Guy C. Richards, Mrs. Melville Woodbury and Mrs. Sid- 
ney W. Winslow. Dr. S. Chase Tucker, the well-known 
Peabody physician, who is a member of the consultation 
staff, is a member of the executive committee of the board, 
the other Peabody members being Miss Mary Poole, Ed- 
ward H. Merrill and Arthur F. Poole. Mrs. Daniel N. 
Crowley and Mrs. Arthur W. Donnell, of Danvers, are ac- 


@ 


tive members of the committee, and Marblehead is repre- 
sented by Mrs. Benjamin G. Melvin and Mrs. Clinton Fer- 
guson. Mrs. Ira Vaughn, of Philadelphia, is also a mem- 
ber of the board. 

Serving without compensation and giving the same 
skilled care to the babies at the hospital as they give to 
their private patients is a staff of well-known physicians 
and surgeons. The active staff of the Babies’ hospital in- 
cludes Dr. Walter G. Phippen and Dr. Alfred T. LeBoeuf, 
of Salem: Dr. R. T. Stone, of Beverly; Dr. Charles B; 
Deering, of Danvers; and Drs. J. J. Hickey and Lawrence 
kK. Kelly, of Peabody. 

The consultation staff has as members such widely- 
known specialists as Dr. John Lovett Morse, of Boston; 
Drs. Thomas Kittredge, Edward L. Peirson and Ara N. 
Sargent, of Salem; Drs. 5. Chase Tucker and Horace Kk. 
Foster, of Peabody; Dr. F. W. Baldwin, of Danvers; Dr. 
Herbert W. Newhall and Dr. C. C. Sheldon, of Lynn; Dr. 
Jane S. Devereux, of Marblehead; and Dr. Peer P. John- 
son, member of the staff of the Beverly hospital. 

The Babies’ hospital was started sixteen years ago by 
Mrs. D. P. Grosvenor, now of Winthrop; Dr. S. Chase 
Tucker, the Rev. Wm. M. Partridge and Mary E. Scan- 
nell, The first infants cared for were taken to Baker’s 
island, where in the course of the first season 162 babies 
were treated, generally free from charge and regardless of 
creed, color or race. Mrs. Grosvenor is still a constant 
visitor to the hospital and will codperate in the campaign 
{o provide the urgently needed all year institution where a 
larger number of ailing babies will be annually restored to 
physical vigor. 


r. AND Mrs. J. Henry LANCASHIRE, of “Graftonwood,” 
Manchester, will not go to Europe this fall, at the con- 
clusion of their season on the North Shore. The item in 
last week’s BREEZE to the effect they would sail early in 
November, was wrong. It is their son-in-law and daughter, 
Mr. and Mrs. Umberto Colletti, who will return to Italy, 
where they will pass the winter. Dr. and Mrs. Lancashire 
will return to their New York home, 7 East 75th st., this 
month, and will go to California for most of the winter. 
O80 
The memorial statue of Lt. Samuel P. Mandell, 2d, 
which is to be placed in the Community House, Hamilton 
(Guy Lowell, architect), can be seen at Mrs. Ladd’s studio, 
at Beverly Farms, during next week—Oct. 4-11. 


Women’s Educational and Industrial Union cake may 
be had fresh from day to day at the Page & Shaw Tea 
Room, Pride’s Crossing. adv. 


A special thermopak container for ice-cream at Page & 
Shaw’s Tea Room, Pride’s Crossing, will keep contents hot 
or cold. Good for auto parties and will last for years. adv. 


SHIMMYING ON THE FARM 


“T’m glad,” said Farmer Corntassel, “that the Danc- 
ing Masters’ association has decided to go back to the old 
steps.” ; 

“What difference does it make to you?” 

“More than you think. The shake some of the sum- 
mer boarders would put into the poetry of motion was giv- 
in’ this locality a terrible reputation for malaria.” —Wash- 
ington Star. 


Onr or THE Itt-ApviseD methods of promoting the 
rabid cause of the ultra-socialistic classes is to subject them 
to persecution. One wrong will not correct another. 
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UNCONVENTIONALITY EXPLAINED 


By Fiorence E. WHITTIER 


OSSIP was busy the morning after the big baseball game 

' between the two rival colleges. It pervaded the coffee 
at breakfast time in the girls’ dormitory of Union College. 
It ran riot among the chambermaids and janitors, and be- 
fore noon there were half a dozen stories going the rounds 
of the campus about how Virginia Barney came home in 
the wee small hours of the morning by auto from the base- 
ball dance, held after the game, and that she was the only 
girl among five men in the big touring car which drove up 
to the “dorm” at two-thirty a.m. The men were strangers, 
“pickups,” the gossipers said. 

Virginia herself was unaware of these rumors. It be- 
ing Saturday morning, she slept late. At lunch, she received 
word that Professor Chapman wanted to see her at five 
o’clock in his study. This started more rumors. Virginia 
spent the afternoon writing up her diary for the past week, 
including the baseball game, in which Union College beat 
the State University by one point. She did not elaborate 
very much on the dance given by the athletic association of 
the beaten college, except to say she had a wonderful time, 
and danced with practically all the players on the State 
University nine. As to how and when she came home, she 
wrote briefly : Be 

“Bob asked me to go home in his car, as he was taking 
a bunch of fellows down to Blancheville, fifteen miles be- 
yond Union. It was a wonderful ride, fully thirty miles, 
and the air was very exhilarating. Most of the other girls 
stayed at State College at the sorority houses or came home 
on the special bus which the Union boys chartered after the 
dance. Bob put his invitation as a ‘dare,’ of course I took 
it up, and am glad [ did.” 

At the appointed time, Virginia strolled across the 
campus to Professor Chapman’s house. She was greeted by 
Mrs. Chapman, a haughty society woman, who had always 
entertained a prejudice against Virginia because of the lat- 
ter’s frequent mirth-provoking and daring stunts. 

“Well, young lady, that was a nice time in the morning 
for a Union College girl to get home after a dance,” she 
said. 

“It was rather early, wasn’t it?” Virginia agreed cas- 
ually, as Mrs. Chapman led the way to her husband’s study, 
closing the door on the two, professor and student. 

Professor Chapman quite surprised Virginia by the 
rumors he repeated regarding her “escapade,” as he called it. 


“Why, how absurd!” Virginia exclaimed. “It was 
perfectly all right, I assure you.” 
“T have my doubts about that,” he broke in. “There’s 


something wrong about any fellow who would dare a girl 
to ride home thirty miles after midnight in company with 
several young men. It doesn’t look well for you, and for 
the sake of the college, if not for your own, you ought not 
to do things like that,” he said, speaking more sternly than 
she had ever heard him speak before. 

“Why not?” The girl’s dark brown eyes flashed up- 
wards into his as she repeated, “Why not? Was it really so 
dreadful? I didn’t think people would think anything about 
it. I can’t see just how coming home by auto is any worse 
than by bus, and I’m sure I was in safe company. Why, 
the boys were perfectly lovely. Just because they don’t go 
to Union College doesn’t indicaté they’re not all right. I’m 
sure I don’t see why people don’t understand, instead of 
te} Sagem ” Here her voice trailed off, and she stared vacant- 
ly out of the window. 

“Instead of—what ?” Professor Chapman asked kindly. 

She hesitated a moment, then said: “Instead of draw- 
ing wrong conclusions about me. I don’t think it’s quite 
fair, do you?” 

The answer to this question was just what the profes- 


sor was trying to avoid. His was a case of “paid neutral- 
ity.” Personally he rather admired the girl’s spirit, but he 
could not forget the dignity of his professorship, especially 
when the faculty. had made him chairman of the discipline 
committee, and expected him to administer reproof to the 
offending freshman for whatever pranks she might commit. 
His wife, too, was forever making disparaging remarks 
about Virginia, calling her a “vamp,” flirt and altogether 
too free and bold. 


The influence of his wife’s continual nagging showed 
itself in his next remark: “But you shouldn’t do things 
that people can misunderstand. Really, Miss—er—” 


“Virginia Barney. I thought you knew it,” she said 
quickly. 

“What’s that? Why, yes, of course, Miss Barney,” 
Professor Chapman answered absent-mindedly. There was 
silence for a few minutes, a most embarrassing silence, 
Virginia thought. Finally the professor spoke again. 

“Well, Mss Barney, I confess I don’t know what to 
think about you. You do the most unconventional things 
in such a blasé manner, and so innocently, too, that no one 
could really make any charges against your character, or 
your motives, and yet By Christopher, I’ll bet 
there never was such a girl!” he ended vehemently. 

Virginia laughed, a merry girlish laugh. “That’s where 
you're wrong. Mother was just like me when she was here 
at college. She was Virginia Eastman, you know.” 

“You, Virginia Eastman’s daughter!’ Professor Chap- 
man’s voice betrayed his surprise, and his expression showed 
traces of reawakened memories. “Why didn’t you tell me?” 
he exclaimed. 

“I thought you knew who I was, and anyway, I want. 
to be judged by myself, not by my family,” Virginia said 
simply. 

Professor Chapman became silent, lost in reverie. 

“Did you know my mother?” Virginia asked softly. 

Then she heard the story which her mother had once 
told her, of a boy and girl companionship in a country vil- 
lage, and the separation because—well, Virginia Eastman 
was a woman with a mind of her own, and Richard Chap- 
man thought it foolish for girls to go to college. So, be- 
cause she wouldn’t give up college to marry him when he 
wished, he went away, and Virginia Eastman married some- 
one else, a brilliant young newspaper man. She helped him 
in his work and they were very happy. A daughter was 
born to them, who inherited both her mother’s independence 
and her father’s love of adventure. But this last part of 
the story Professor Chapman had just learned, partly from 
what Virginia told him, and partly from his own observa- 
tions. 

From a tin box in a remote drawer of his desk, Profes- 
sor Chapman took a picture, which he had kept all these 
years, along with certain letters and other keepsakes, fond 
remembrances of Virginia Eastman. 

_ “Oh, but you’re like her,” Professor Chapman told the 
young girl, as they gazed at the faded photograph of Vir- 
ginia’s mother. 

Just then the door of the study opened and Bob Chap- 
man, the professor’s son, rushed in. 

“Hello, governor!” his boyish voice rang out. Then, 
seeing his father was busy, he started to go. “Pardon me,” 
he said, glancing at the young lady seated in the morris 
chair by the window. 

“Why, Virginia Barney, what are you doing here? I 
didn’t know you knew the governor,” he stammered. 

“And I didn’t know you knew my son,” broke in Pro- 
fessor Chapman. 

“I ought to, since he brought me home in his machine 
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last night,” said Virginia. The professor gasped. 

“You were with my son, and he was the boy who kissed 
you good night on the dormitory steps?” Professor Chap- 
man asked. “Well, ’'libe .. . .” 

“Jealous, dad?” laughed Bob, to hide Virginia’s confu- 
sion at being found out. Good-night kisses, even’ though 
given on the dormitory steps, aren’t exactly meant, for pub- 
lication, she thought. 

“It was horribly unconventional, | know,” she said, 
“and considering what you said about the affair, | suppose 
you think I’m dreadful.” 
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“But he’s my son—and—well—I guess you're safe 
enough with him. But why didn’t you tell me in the first 
place who it was you were with in the auto?” he asked 
apologetically. 


“You never asked me. And besides, you want him to 


_ be judged by. himself and not by his family, don’t you?” 


Professor Chapman became suddenly unconventional, 
when, glancing again at the picture of Virginia Eastman 
which he still held in his hand, he noted the resemblance in 
her daughter, and, for memory’s sake, he planted a kiss on 
Virginia’s cheek, much to the astonishment of his son. 


AUTUMN DAYS IN MASSACHUSETTS 


By Exior Wuirte 


(Reprinted from New York Herald, Sunday, Sept. 26) 


The seeming significance of nature’s appearance, their un- 
changing strangeness to the senses, and the thrilling response 
which they waken in the mind of man, continued to surprise and 
stimulate his spirits. It appeared to him, I think, that if we 
could only write near enough to the facts, ardently, we might 
transfer the glamour of reality direct upon our pages.—Robert 
Louis Stevenson, on Henry David Thoreau, in ‘‘ Familiar Studies 
of Men and Books.’’ 


A Me btey of bright glimpses in the words 
“September days,” crowds on the memory, 
Where Massachusetts hills and burnished streams 

Unroll their early autumn pageantry. 

I stand again beside the bridge at Stow, 
Where crimson nightshade berries brilliantly 
As glowing embers scorching homespun cloth 
Adorn the piers’ gray stones, beneath a sky 

Of stormy rack, whose swift escapes of sun 
Smite the smooth current of the Assabet 
With silver rods, ’twixt emerald isles and shores ; 
Then leave it flowing sombre as blued steel 

In seamless breadth below the purplish cloud. 
Again, by Walden Pond, where Concord woods 
Enclose its shores with almost jealous care, 
Lest the lone spirit that still haunts its waves, 
Its lover, hermit, prophet, staunch Thoreau, 
Should mourn the passing of his wilderness. 
‘And see, the only living things to view 

Are crows that circle round a lofty pine 
Above the forest crests and hoarsely cry 

To find their loved Elijah nevermore. 

I see the Worcester sidewalks, when a siege 

Of rainy mists had shut us in for days, 

Strewn like a beach at ebb with flotsam gay— 
Vermilion ash berries, drifted maple leaves, 
Buff, scarlet and maroon, glued by the wet 

To bricks and flagstones like bright seaweed fronds, 


And green sea urchins of horse chestnut burrs 
Along the muffled hills tenaciously 
The fog’s chill cataplasm adheres, and gaunt 
As funnels of a great Cunarder lost 
In the Newfoundland smother, loom the stacks, 
Vaguely smoke crested, of the wire mill. 
But here instead of whiff of stimulant brine 
The damp wind brings the factory’s heavy scent 
Of grease and acid from machines and vats. 
And yet, at dusk, above the quarry ridge 
The drab wash yields an omen of relief 
To the beleaguering gloom, where sudden tinge 
Of brightening beryl glimmers through the oaks, 
The true midocean hue of celadon, 
With darkness comes fulfilment of the hope, 

_ In rising gales that sweep triumphantly 
The stubborn mists before their keen barrage. 
Ah, how they shout with glee of their wild task, 
All through the night along the wrestling hills, 
Until above the first upwelling sheen 
Of saffron daybreak, clear as topaz, lo, 
In cloudless depths of melting violet 
Whereto the night sky’s indigo dissolves 
Before the morn—the winter stars ablaze— 
That mighty hexagon that thrusts its wedge 
Almost to zenith from the dayspring’s verge 
And brings to autumn dawns presage of cold, 
Capella’s flashing diamond at peak, 
Ruddy Aldebaran, Rigel’s white fire, 
Then Sirius’s molten silver tinged with green, 
Procyon and Pollux in their lustrous pomp 
To mark the glitterying angles with their flame, 
And deck the vast six pointed form of light 
Wherein its seraph choir of morning stars 
Are ranged to hymn the splendor of their God. 


Johnny—What makes the new baby at your house 
ery so much, Tommy ? 

Tommy—It don’t cry so very much—and anyway, if 
all your teeth were out, your hair off and your legs so 
weak you couldn’t stand on them, I guess you'd feel like 
crying yourself.—London Ideas. 


“Tt seems to me,” said the old-fashioned man, “that 
$75 is a lot of money to pay for a ready-made suit ofs 
clothes.” 


Card Tables 
Folding Chairs 
Gold Chairs 


BOSTON: Mass. Chambers 


W. J. CREED, Caterer 


Private Waiting 
TELEPHONES: 
Back Bay 3040, Beverly 765 


’ 


“Perhaps it is,” replied the purchaser, “but the'lsdfes- 
man made the transaction as painless for me as possibile,” 

“How so?” : 

“He told me the same suit would probablycost $100 
next year.”’—Birmingham Age-Herald. Mt se) 


Life is a comedy to him who ‘thinks, an 
him who feels.—Horace Walpole. 


Wisdom seldom consorts with extravagance-—4 ende- 
mus. 


d tragedy to 


Weddings 
Teas and 
Dances 


East Corning St., BEVERLY COVE 


Tue RaTionInG oF Coat according to an equitable 


plan is both desirable and reasonable. Any other action 
would result in a run on the coal dealers by unscrupulous 
people that would only intensify the serious condition. 


WittiAmM Howarp Tart has made a significant state- 
ment which should be pondered by all who have been de- 
ceived by the propaganda of either party that the League 
of Nations is the issue of the campaign. Weeks ago this 
paper took the position that the question of the associa- 
tion of the powers to end wars could not be made a cam- 
paign issue because of the many elements involved, includ- 
ing the changed conditions which any nominee, when elect- 
ed, would face in March, 1921. Commenting on the elec- 
tion in the state of Maine, Taft says: 


“Tt is a decision on Mr. Wilson’s referendum, 
‘the League with Article X or no League.’ That was 
the definite issue finally put forward by the Demo- 
crats, and it certainly did not carry the state for them. 
But was that the real issue? Certainly not. The real 
issue was: Shall the Wilson administration be ap- 
proved and continued under Cox? The voters were 
not greatly concerned with the League. It is not a 
subject that in its nature grips great masses of the 
people. Doubtless most of them favored a league if 
the United States was to be safeguarded against be- 
ing drawn into wars and quarrels in which it had no 
interest on the other side. ... : These views — 
were not what determined the votes of the Maine 
electorate. Their minds had been made up for months. 
That is the reason for the apparent apathy of the 
campaign everywhere. The voters have been deter- 
mined to end the power of the Administration.” 


Here is an explanation of the situation in a nut shell. 
The campaign naturally has references. constantly to the 
great issue before the nations—the settlement of the war 
and the commencement of new relations with other na- 
tions. The real determining factor in the present cam- 
paign, however, is not the attitude of the people toward 
the League or toward the policy of either party to that 
League, but the determination everywhere that the time 
has come to change the administration of the nation. The 
Republican party alone may be entrusted safely with the 
great problems of the hour, the League and all the other 
problems. 


THE Quick-WiTTeD PoLicEMAN who heroically extin- 
guished the fire in the ignited bomb may have saved his own 
life, yet his quick wit saved many others. He may be hon- 
ored by his superior, but his real reward is the satisfaction 
of having done his duty when the opportunity came. 


THe PLEASURE OF BASEBALL will be lost to many if it 
be proven that professional games have been thrown to 
chosen winners for financial reasons. It is apparent that 
nothing can be gained to the management of professional 
baseball games by dishonest methods. Everything depends 
upon public support, and once dishonesty has been proven 
it will prove a boomerang to organized baseball. There 
may be occasional “irregularities” because of the “weak- 
ness” of individuals, but all in all the success of the sport is 
dependent upon honest methods. 


- interested friends or relatives in America. 


Tuer Cur In THE Price of the popular priced car 
pleases everyone except the individual who had ordered and 
received and paid for his new car. 


Ture NursING PROFESSION is one of the most attrac- 


tive and honorable of life vocations open to young women, 


yet strange as it may seem after the self-sacrificing era of 
the war period, there are very few nurses available for the 
work which awaits them in private homes, in institutions, in 
community welfare organizations, in hospitals, in govern- 
ment service and in the service of the churches in foreign 
fields. The new laws have made it much more difficult than 
formerly for hospitals to be fully equipped despite the fact 
that the salaries and inducements which are available for 
nurses.are larger than formerly. Miss Rosamond Bradley, 
of Pride’s Crossing, who has herself given efficient service, 
after a thorough training in the field work in Labrador, and 
in other fields, such as the Red Cross service at Poissy and 
Toul, is much interested in the recruiting of efficient young 
women for the important work of nursing. The attention 
of young women who have not yet made a decision relative 
to their life work is called to the appeal which Miss Bradley 
made in last week’s issue of the BreEzE. The nurse’s pro- 
fession, unlike many of those which attract young women, 
prepares the individual for the responsibilities and oppor- 
tunities of life. If the young woman establishes her own 
home, her training has prepared her for her home tasks and 
the responsibilities which must be assumed. The time will 
come when some of the young women will have the oppor- 
tunity of fitting themselves in public schools preparatory to 
the training in hospitals. The nursing profession should 
command the attention of young women, for it will yield 
satisfactions which life alone can yield. 


WHEN IS A STRIKE a strike? The coal miners have 
taken a ‘“‘vacation,” which was enforced upon the producers 
and ultimately the consumers. Everyone wishes the miner 
to have his just wages, reasonable hours for recreation and 
leisure, but if the “vacations” are too frequent his whims 
may lose for him the sympathy which the public has always 
had for him because of his arduous work in the heart of 
the earth. 


Exiis Lortnc DreEsEL is now the commissioner in 
charge of the American embassy in Berlin. The war and 
the reconstruction periods have demanded the service of 
men of broad vision, unquestioned loyalty, and good judg- 
ment in varied spheres of influence. Since the beginning of 
the war Mr. Dresel has been giving service of inestimable 
value to our government in various positions of influence 
and importance. He prepared for his present task before 
the war in the American embassy at Berlin. He has repre- 
sented the United States upon the war trade board in Switz- 
erland, in which service his training and judgment were ap- 
preciated. During the war, with painstaking care he guard- 
ed the interests of American prisoners of war, a task of no 
small moment, providing for their comfort and that of their 
He served as an 
economic advisor on the American peace delegation. His 
present position as commissioner in Berlin is one requiring 
tact, diplomatic skill and rare ability. The position is prac- 
tically that of an ambassador, with the added difficulties due 
to an unadjusted peace. An ambassador may not be sent 
until the war has been officially ended. Matters of import- 
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ance constantly require adjudication and settlement. So in’ 
all, the American commissioner in Berlin has given valuable. 


service to the American government and is honored for his 
ability, devotion and fidelity. (Mr. Dresel is a member of 
the North Shore colony, his summer home being at Ming 
Beach hill, Pride’s Crossing. ) 


WHAT ARE THE CompeNnsaTions of life? Not the 
monetary returns which the individual may receive for ser- 
vice rendered, but the real rewards, or satisfaction, which 
assure one that life is being well spent. The pursuit of a 
dollar sign and its multiplication to make a fortune does 
not yield the charm that the adventurous youth expected. 
It does not take many years of experience to learn that 
the rewards of endeavor as registered in accumulated pos- 
sessions or money are transitory, and that they bring with 
them their own cares and responsibilities. One may not 
find the compensations of life in the broad acres of an es- 
tate, in the inherited goods of many generations, nor in 
the increasing money values represented in accumulating 
securities, enlarged fortunes or in increased banking ac- 
counts. All these may help meet the responsibilities of the 
outward life, defray living expenses, drive the wolf from 
the door, afford fields for action and perhaps assure con- 
nections in life of value. All these have their compensa- 
tions, but yet fail, falling short of the ultimate satisfac- 
tion of human life. 

There is a compensation in life, rendering sel f-sacri- 
ficing service, having a position where one may find self- 
expression, that may not be found in the cares incident to 
life. It is for this hidden opportunity, this food for the 
inner life for which every one yearns. For it drives away 
discontent, dams the overpowering demands of restless- 
ness, stems the tide of business responsibility and care, and 
touches with a magic wand the duties of existence. The 
man who can wield this rod, touching the commonplace 
drudging duties of life with a charm of soul, will master 
his destiny. No one can gain the real compensation which 
life can give until such mastery has come. ~Man may be 


subject to the changes of human experience and all its 


vicissitudes, varying as the weather upon an ocean voyage, 
from the calm beautiful sunset to the raging death-dealing 
tempest. In all these, self-possession, poise, power and in- 
ner life are the mastering powers of one’s destiny. 

The attitude of the individual’s mind and not the state 
of one’s possession is the real determining factor of life’s 
success. The compensations of life are within and not 
without. They are to be attained by the mastery of will, 
spirit and emotion. With such a determining spirit with- 
in, a man sails the sea of life with a strong hand upon the 
tiller that marks the course through the turbulent sea. 
Without it he drifts with the wind and tide, a man with- 
out an aim, a voyage without a port of destiny, a life with- 
out a purpose. The true compensation of life may not 
yield happiness or even peace, but it will. yield power, sat- 
isfaction and progress. All these may be bought with the 
bitter price of experience, but these are the elements, despite 
their pain, that bring the true ends of life into the experi- 
ence of the individual. 


Tue “Dry” CanpipaTe suggests his willingness to 
withdraw. The “if” is not necessary; the purpose of the 
‘party has ended. 


PRESIDENTIAL CANDIDATE HarprnG punctured the ar- 
gument that Candidate Cox had been advocating relative to 
the opportunity which Ireland would have in presenting its 
case to the League of Nations. The Irish sympathizers in 
America were keen enough to see the vanity of Cox’s argu- 
ment, but it was Harding’s fearless statement which re- 
vealed once and for all the futility of expecting America to 
interfere in a domestic question. America for Americans 
and British problems for the British government ! 
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Ir THE Pustic had any confidence in the prosperity of 
the country under the administration of another Democratic 
President there would not be any difficulty in obtaining 
funds for the proper conduct of the campaign. . 


Tue Return TO NorMAL Conpirions as they existed 


before the war can only be accomplished by a general re- 


duction in prices for foodstuffs, manufactured articles and 
even for luxuries. There is only one way in which that 
can be done and that is by reducing expenditures at. every 
stage in the economic processes of placing the goods upon 
the market. There will be burdens to be borne by every- 
one until the transition period has been passed. Labor wiil 
have to bear its part of the burden. The large labor earn- 
ings have not been an advantage to the workers nor to the 
people who have purchased the goods which they raised or 
manufactured. The people who receive their living for la- 
bor given are suffering the most because of the prevalent in- 
flated prices. When the changes come they will feel it first. 
It is impossible to maintain high prices for labor and low 
prices for products. Labor has been taught a serious lesson 
that high prices in themselves are a menace and not an aid 
and that high wages are of no value unless there are cor- 
respondingly low prices for goods needed for life. It is im- 
possible for wages to increase and the prices of goods to re- 
main low. There has been a vicious circle that every one has 
recognized. It is no secret that most laboring men were 
better off on the old scale of wages and the old scale of 
prices than under the new conditions. The labor conditions 
in the boot and shoe industry and in the cotton and woolen 
industry are significant. They indicate that high prices 
have compelled economies. Economies have lessened the 
demands for goods and the lessened demands for goods 
eventually affect the working classes. There is a serious 
condition imminent that will become more intense as the 
coming months pass; but after the storm the calm. Then 
when the economic crisis has passed and the manufacturing 
conditions have been geared to the demand, and. laboring 
people receive a just compensation, which makes it possible 
for them to receive a living wage and make the business pay, 
an era of peace will come. The crisis is imminent. ; 


_ _ Tue Menace oF Boms TuHrowers is no longer a wily 
fiction of the newspaper rooms. It is a stern reality. It 
must be curbed and it will require skill, judgment and cour- 
age in our officials. 


THe Dayicut SavinG Poricy has been.in vogue in 
Massachusetts for another season and has had the same 
proponents and opponents as formerly. There have been 
some misunderstandings and inconveniences to occasional 
travelers because of the conflict of Massachusetts’ time and 
that of the railroads, standard time. The farming and pro- 
fessional classes have been inconvenienced most. In this 
state the board of agriculture has taken an interest in the 


~ repeal of the new law. On the whole the advantages of the 


policy outnumber the disadvantages. Although it may be 
conceded without argument that the agricultural class is dis- 
turbed by the new plan, yet those who own their own farms 
and do their own work have been able to readjust their time 
of working to meet nature’s laws. Some other classes have 
been inconvenienced, but not injured in any way. On the 
other hand. countless thousands have enjoyed the 
full value of a light day. They have been able to do a full 
days’ work and likewise to enjoy leisure at the end of 
the day in garden work or in recreation. The law will be in 
effect until 1922 and if it be repealed by the legislature this 
year it will be placed upon the ballot again by the fifteen 
hundred signers who would readily present a petition. The 
experiment has been worth while and many have been able 
to enjoy the full pleasure of a summer season because of 
the innovation. It will be in force next summer again; if 
not repealed by the coming legislature. 
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The English clergyman who says a 


man and his wife should take 
their vacations separately evident- 
ly has a clearly defined meaning of 
the word “vacation.” 


Catia 
The Boston banks which have this 
week invoked the aid of the 90- 
day notice of intention to withdraw 
savings deposits, will prove to the 
public the truth of the adage: “It 
pays to wait.” By invoking this 


law a possible panic was prevent- 


ed. 


That the “Odd Fellows are also good 
fellows” is the verdict of Boston, 
where the I. O. O. F. has been 
holding executive sessions this 
week, 


Gov. Cox charges a “Conspiracy of 
Silence,” saying that the Republi- 


can papers are not printing the - 


news about his campaign. For 
this he should be truly grateful. 


—f}—— 


This is the philosophy of resignation: 
“Tt is hard to live within one’s in- 
come, but there is one consolation 
—it would be harder to live with- 
out it.” 


—o— 


The period of the summer vacation for 
school children has been styled by 
a California authority on educa- 
tion as a “breeding time of idle- 
ness and criminality, especially 
among boys.” We can imagine 
what a storm of protest would 
arise from the school pupils if 
there should be a movement to 
eliminate the summer vacations ! 


—o— 
Jacob H. Schiff, the great financier, is 
dead. William McAdoo, when 
Secretary of the Treasury, de- 
scribed Mr. Schiff as “a rare com- 
bination of the financier and the 
-altruist.” Mr. Schiff will long be 
held in memory as he was a most 
generous philanthropist. 


The football season opened Saturday, 
but football weather was replaced 
by the baseball brand. 


ns 

Members of the Grand Army in ses- 
sion last week at Indianapolis 
showed that they are keeping 
abreast of the times. Their atti- 
tude toward problems of the pres- 
ent day is shown by a change of 
the reference in the ritual to “one 
country and flag” by the addition 
of “one language.” 


—o— 

“Samuel Gompers Goes Up in _ the 
Air.” The newspaper heading is 
to be taken in its literal sense and 
not figuratively, as the president of 
the A. F. of L. enjoyed a ride in 
an airplane a few days ago. 

Be. 

What’s the use of telling your friend 
to treat his cold in the old-fash- 
ioned way unless you can also tell 
him where he can obtain some of 
the old-fashioned remedy ? 


aan : 

The “carry-your-lunch” idea is now 
popular in some of the cities. The 
distinguished-looking man oppo- 
site you in the street car, carrying 
a brief case, may be smuggling a 
couple of sandwiches into his of- 
fice. 


: —o— 
One day last month in Detroit while-68 
couples were obtaining permission 
to wed, the divorce courts were 
untying the knots of 88 pair who 
failed to keep step in the matri- 
monial march. 


—o— 
New Englanders are interested in the 
reduction in the price of flivvers, 
but would be more interested in 
reduced prices for this winter’s 
supply of coal. 
ape 


In discussing the present campaign and 
its expenses, Senator Penrose is 
credited with saying that if it cost 
a hundred'millions to get rid of 
the Wilson administration it 
would be well worth the price. 


Lucre is proverbially filthy stuff, and 
present conditions amply attest to 
the truth of the proverb. 
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Do You Believe in Signs? 


A Boston street car’s front sign 
reads ‘‘Dorchester,’’ and the side 
signs ‘‘Ashmont and Milton.’’ 

A nervous woman said to the mo- 
torman, ‘‘Does this car go to Dor- 
chester???’ ; 

““Yes, lady; get right on.’’ 

‘“Are you sure it does?’’ 

‘“Ves lady; get right on.’’ 

‘‘But it says ‘Ashmont and Mil- 
ton’ on the side.’’ 

‘‘We ain’t goin’ sideways, lady; 
! get right on.’’—Summary. 
ox 
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The world’s series baseball investiga- 
tion seems to have been caused by 
the gamblers ‘‘coming across” 
with the double cross rather than 
with the money promised the 
“crooked” players. 


—o— 


In some sections of the country wealth 
is now being judged by the stan- 
dards of tons and quarts. 


RATES ; 

The Chamber of Commerce of the 
United States issued a report last 
Saturday in which good business 
for the rest of the year was pre- 
dicted. The committee admits the 
existence of “clouds on the hori- 
zon,’ but thinks there is little 
probability of serious trouble. 


—o— 


A prominent English author has stated 
that “every woman needs a man 
to lean upon, that her security and 
peace and happiness lie in wife- 
hood, motherhood and homehood.”’ 
Why does he ignore the essential 
of “votehood ?” 


=O 


Prices have been inordinately high, 
primarily because the American | 
people have been willing to pay 
them rather than curb their pur- 
chases. By refusing to meet the 
continued demands of the profi- 
teers, the American public is fore- 
ing relief along several lines. 


—o— 

Senator Harding: “The taxpayers 

know full well that the Democrat- 

ic administration of the American 

railways cost the people of this 

country an amount almost equal 

to the amount spent by us from 

1861 to 1865 to preserve the 
Union.” 


The United States is asked to assist in 
paying for world prohibition. Will 
we ever finish paying for prohibi- 


Oct. 1, 1920 » 


Golden Thoughts 


The summer vanishes, but soon shall come 
The glad young days of yet another year. 
So do not mourn the passing of ‘a joy, 
But rather wait the coming of a good, 
And know God never takes a gift away 
But He sends other gifts to take its place. 


tion at home without taking on ad- 
ditional burdens abroad? 
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Her GENTLE HINT 
Rejected Suitor—Do you object to 
my presence at your wedding? 
i The Girl—It all depends on how you 
spell it.— Stray Stories. 


gree Almost anyone can be induced to lie 
5 0 1 0-0 0-0 1-0 DD) D-DD DO DOD ee 958 if you ask enough questions. 
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TOWN OF MANCHESTER 


BOARD OF REGISTRARS 


Office of the Board of Registrars 
Sept. 28, 1920 

Notice is hereby given that the Board 
of Registrars of Voters will be in session 
at the Selectmen’s office, Town hall bldg., 
Manchester, Wednesday evenings, Oct. 13 
and 20, from 6 to 9 o’clock, and Saturday, 
Oct. 23, from 12 m. to 10 p. m., for the pur- 
pose of receiving evidence of the qualifi- 
cation of persons claiming a right to vote 
at the election to be held on Tuesday, Nov. 
2, and of correcting the list of voters. 

No name can be added to the voters’ 
list (except to correct omissions made by 
clerical error or mistake) after 10 o’clock 
on the evening of Saturday, Oct. 23, at 
which time registration closes. 


By order of the Board of Registrars of 
Voters,— 
W. J, JOHNSON, 
HARRY E. SLADE, 
EDWARD CROWELL, 
LYMAN W. FLOYD, 
Board of Registrars. 
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QUOBOBOBOSB BOBVOBVORVOBROWO 
STRAND ne. Lynn 
Heralded by competent film critics 
as a notable addition to the ranks of 
rural classics, Thomas H. Ince’s spe- 
cial eight-reel production, “Homespun 
Folks,” will be the featured presenta- 
tion on the Strand theatre, Lynn, 
screen the first four days of next week, 
commencing on next Sunday evening, 
when performances will be given at 5 
and 7.30 o’clock. With the honor of 
American manhood as its theme, a 
broiling political campaign as its plot 
and a locale which takes the audience 
back to the old homestead of a gentle 
New England village, “Homespun 
Folks” is described as the most human, 
absorbingly wholesome document yet 
contributed to the cinema. Considera- 
ble local interest attaches to the produc- 
tion by reason of the fact that co- 
starred with Lloyd Hughes will be 
Gladys George, who was formerly 
Gladys Claire, of Lynn, and a member 
of the Daughters of the Revolution. 
Additional Sunday features will in- 
clude Mr. and Mrs. Carter DeHaven 
in “Close to Nature,” “Waters of Des- 
tiny” and the Strand Topical Review 
accompanied by music of characteristic 


Guernsey Milk 


and 
SPECIAL 
HEAVY CREAM 


Also Our Cottage Cheese 
A special Baby Milk 
from Ayrshire Cows 


Our own truck delivers 
in Back Bay, Brookline 


and Chestnut Hill 


UPLAND FARMS, 


IPSWICH, MASS. 
Tel. Ipswich 195-W 


INC. 


Strand excellence. 

Accompanying “Homespun Folks” 
on Monday, Tuesday and Wednesday 
will be “The Valley of Doubt,” based 
upon Willard. Mack’s thrilling story 
of northern Alaskan wilds, Harold 
Lloyd in a new comedy, “An Eastern 
Westerner,” Burton Holmes’ latest 
travel film and Strand Topical Review. 

Bert Lytell in. “The Price of Re- 
demption,” based upon June Mathis’, 
“The Temple of Dawn,” will be fea- 
tured Thursday, Friday and Saturday 
together with a comedy, “The Big 


Shaw,” featuring “Snookey,” a _ cele- 
brated screen acting monkey, “Screen 


Snapshots” of prominent movie stars 
and Strand Topical Review. 

Mary Mitchell, .who has made a 
Broadway hit with her soprano voice 
this season will be the soloist all the 
week. 


HortTicuLTuRAL Hatt Pictures 


The usual Saturday evening show at 
Horticultural hall, Manchester, will 
not be given this week as the hall has 
been sub-let to a charitable society. 
There will be a motion picture enter- 
tainment this (Friday) evening at 
which there will be a double bill of 
features. Maurice Tourneur presents 
“My Lady’s Garter” as the first attrac- 
tion, followed by Enid Bennett in “The 
False Road.” 

Next Tuesday evening Alma Rubens 
will be the star in ‘““The World and His 
Wife.” This is a 6-reel Cosmopolitan 
production by Charles F. Nirdlinger 
and is said to be especially good, The 
balance of the program will include a 
Mack Sennett comedy entitled “The 
Quack Doctor,’ Fox News and Ford 
Weekly. 

Read display adv. for list of some 
of the coming attractions. 


Larcom THEATRE, BEVERLY 
Week of Oct. 4 


and Tues.—Will Rogers in 
Dorothy Dal- 


Mon. 
“The Cow Puncher.” 
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Report of the Condition of the 
MANCHESTER TRUST COMPANY 


of Manchester, Mass., at the close of busi- 
ness September 8, 1920, as rendered to the 
Commissioner of Banks. 


Assets 
U. S. and Mass. Bonds, 
Other stocks and bonds, 
Loans on real estate, 
Demand loans with collateral, 
Other demand loans, 
Time loans with collateral, 
Other time loans, 
Overdrafts, 


$62,113.47 
433,388.43 
186,410.00 
44,325.00 
8,000.00 
33,224.35 
68,980.13 
254.67 


‘Safe deposit vaults, furniture 


and fixtures, 
Due from reserve banks, 


3,500.00 
105,045.54 


Cash: Currency and specie, 29,485.77 
Other assets, 

Revenue Stamps, 109.67 

Amount due from Liberty 
Bond subscribers, 2,525.36 
Foreign drafts, 319.43 
$978,181.82 

Liabilities 


Capital stock, 

Surplus fund, 

Undivided profits, less expenses, 
interest and taxes paid, 

Deposits (demand), 
Subject to check, 345,764.46 
Interest department, 4.69 390.48 


$100,000.00 
25,000.00 


19,951.83 


Certified checks, 56.97 
Treasurer’s checks, 2,489.88 
Dividends unpaid, 30.00 


Bills payable, including all obli- 


gations representing money 
borrowed, other than redis- 
counts, 15,000.00 
Tellers’ overs, 118.23 
Other liabilities, 
Reserved for taxes, 379.97 
$978,181.82 


For the last thirty days the average re- 
serve carried was: Currency and specie, 
4.24 percent; deposited in reserve banks, 
10.50 percent; U.S. and Mass. bonds, 6.00 
percent. 

Essex, \ss. Sept. 23, 1920 

Then personally appeared Fred A. Tib- 
betts, treasurer, and Oliver T. Roberts, 
president, and William Hoare, F. J. Mer- 
rill, Maynard B. Gilman and Everett L. 
Edmands, directors, of the Manchester 
Trust Co., and made oath that the forego- 
ing statement, by them subscribed, is true 
to the best of their knowledge and belief. 

Before me, 
GEO. E. ’WILLMONTON, 
Notary Public. 
My commission panes Sept. lv, 1926. 


ton in “Half an Hour.” “Pathe Re- 
view.” 

Wed. and. Lhurs.-—“Out: of, the 
Storm,” all-star cast. Billy Burke in 


“Away Goes Prudence.” Kinograms. 
Fri. and Sat.—Tom Meighan in 
“Civilian Clothes.” Mack Sennett 

comedy, “You Wouldn’t Believe It.” 

Kinograms. 


Cigarette smoking is on the increase 
all over the world, according to a cen- 
sus of the industry. In 1919 39,000,- 
000,000 “coffin nails” were smoked in 
the United States and more than 16,- 
000,000,000 were exported. 


Yes, “truth crushed to earth will 
rise again,’ but sometimes not until 
after the referee has counted ten. 


LOCAL. SECTIGNS 


MANCHESTER 


A special town meeting will be held 
on Monday evening, Oct. 4, at 7.30 
o’clock. The following departments 
are asking for appropriations: Board 
of Health, Poor-In, Forest Fires, 
Memorial Library, Poor-Out, “Harbor 
Master and Schools. Total appropria- 
tions called for, $9,185. Ninety-four 
voters for a quorum. 


Miss Ethel Andrews is enjoying a 
vacation trip to New York city this 
week. 

Mr. and Mrs. Benjamin L. Bullock 
expect to leave the first of the week 
for a several days’ vacation trip to 
Montreal. 

Many Manchester fans are planning 
to go to Beverly next Thursday to see 
the exhibition ball game between an 
all-star aggregation gathered together 
by “Stuffy” McInnis, and Frankie 
Donoyan’s Salem team. The game will 
be at the athletic field, Montserrat. 

As a climax to the series of tourna- 
ments played all last winter at the 
Manchester club, the finals in the whist 
were played off Tuesday night, in a 
duplicate whist match between E. H. 
Wilcox and Oscar Wing, and Austin 
C. Jones and J. Alex. Lodge, the high 
liners in the tournament. The match 
was won by Jones and Lodge by six 
points. It is understood another tour- 
nament will be played this winter. 

The Breeze is desirous of finding 
some young man or young woman, in 
Manchester, with a natural aptitude 
for reporting—some one to give gen- 
eral assistance in covering concerts, en- 
tertainments, receptions, public meet- 
ings, etc., incident to Manchester’s so- 
cial life. Evening work mostly; no 
office work.—An opportunity for the 
right person to earn some “pin mon- 
ey.’—See Mr, Lodge at the BREEZE 
office. adv. 


ENGAGEMENT ANNOUNCED 

The engagement has been announced 
by Mr. and Mrs. Edward J. Semons, 
Pine st., Manchester, of the second 
daughter, Miss Gladys Milford Se- 
mons, and Harold Bickford Leland. 
30th Miss Semons and Mr. Leland are 
graduates of Tufts college, the former 
in the class of 1918, and Mr. Leland in 
1917. Miss Semons is teaching in Ar- 
lington this year. Mr. Leland was 
prominent as a college baseball player, 
and he also played during his college 
days on the Manchester, Marblehead 
and other North Shore teams. 


adv. 
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Moving Pictures 


Horticultural Hall : Manchester 
A. N. SANBORN, Mgr. 


IMPORTANT NOTICE 
The regular Saturday show on Oct. 
2 has been cancelled and the hall 
sub-rented to a charitable society. 
There will be a show on 
FRIDAY, OCT. 1 
Two Evening Shows at 7 and 9 
Maurice Tourneur presents 
“MY LADY’S GARTER’’ 
By Jacques Futrelle. All-star cast. 
Enid Bennett in 
‘‘THE FALSE ROAD’’ 
Each feature picture will start at 
approximately 7, 8, 9 and 10 o’clock. 


TUESDAY, OCT. 5 
2 Complete Eve. Shows at 7 and 9 
Alma Rubens in 
““THE WORLD AND HIS WIFE’’ 
Six-reel Cosmopolitan production by 

Charles F. Nirdlinger 
Mack Sennett Comedy, 

‘*‘THE QUACK DOCTOR’’ 

FOX NEWS FORD WEEKLY 


COMING SOON: Billie Burke in 
‘‘Away Goes Prudence,’’ Douglas 
McLean in ‘‘Let’s Be Fashionable,’’ 
all-star cast in ‘‘Best of Luck,’’ Tom 
Mix in ‘‘The Daredevil,’’ Ethel 
Clayton in ‘‘The Ladder of Lies.’’ 
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Ig HAND YOUR 


SHIRTS, COLLARS and 
STARCH-WORK to:: :: 


Thomas Saco, Barber 


2. 
eV oe 


Tel. 1387-M Postoffice Block 
Jos. Vasconcellos, Barber 

Tel. 53-J Central Sq. 

James Beaton, Grocer 

Tel. 8341-W Central St. 
Frank B. Rust, Grocer 

Tel. 96 School St. 

— Agents for — 


MANCHESTER LAUNDRY 
Good work Prompt Service 


Telephone 85-W 
Work called for and delivered 


BWOBVOBVOBOBOBOBORVOBOBOVOBOVOK 
Mr. and. Mrs. Delmore Carter, of 
Groton, Conn., have been guests of 
Mr. and Mrs. Oliver Roberts, 18 


Bridge st. 


CARTER-ROBINSON 

Alexander Carter, formerly of Man- 
chester and now of Gloucester, and 
Mrs. Lucy Arbella Robinson, of Glou- 
cester, were married at the Baptist par- 
sonage last evening (Thursday) by the 
Rey. H. E. Levoy, pastor. The groom 
is well-known in Manchester, where he 
resided for many years, moving from 
town a few months ago. 


MANCHESTER 


E. H. Wilcox is taking his annual 
vacation from the postoffice commenc- 
ing next Monday. 

Mr. and Mrs. Gilbert Clatenberg are 
leaving today for a visit with friends 
and relatives in Nova Scotia. 

John H. Johnson, an employee at 
the A. Magnuson greenhouses, sailed 
Tuesday for his home in Sweden for 
a month’s visit. . 

Wardell post, A. L., of Beverly, in- 
vites the Manchester legion to attend 
the meeting at Beverly next Tuesday 
evening, at 8 o’clock, when the state 


_ commander of the Legion will deliver 


an address. 

The ambulance was called Monday 
to convey George W. Jewett to the 
Beverly hospital. During Mr. Jewett’s 
absence his daughter, Miss Elisabeth 
Jewett, is stopping at the home of her 
uncle, Alfred S. Jewett. 

A special town meeting will be held 
on Monday evening, Oct. 4, at 7.30 
o’clock. The following departments 
are asking for appropriations: Board 
of Health, Poor-In, Forest Fires, 
Memorial Library, Poor-Out, Harbor 
Master and Schools. Total appropria- 
tions called for, $9,185. Ninety-four 
voters for a quorum. adv. 

Principal W. Wilton, of the High 
school, expects to be joined the latter 
part of next week by Mrs. Wilton and 
their two young daughters, who plan 
to start tomorrow on the long journey 
eastward from Nevada. They will 
live in the house at 90 Pine st. owned 
by Edwin P. Stanley. Mr. Wilton is 
a Harvard man and he also took col- 
lege extension work at the University 
of California. He is a native of this 
section of Massachusetts, his family 
being residents of Lanesville origin- 
ally. 


ScHOOL Supt. VAcancy Exists IN 
MANCHESTER AT PRESENT 


The Manchester School Board has 
received word from Frank H. Bene- 
dict, of Cochituate, that he has decided 
not to accept the position as superin- 
tendent of. schools in Manchester. It 
is understood that Mr. Benedict has 
received a very substantial increase in 
salary from the district he now repre- 
sents and he has thought it best to re- 
main in his present location. i 

This leaves Manchester without a 
school superintendent, although the 
school board is considering several ap- 
plications and will probably take def- 
inite action soon. 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 


ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 
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Nurse Wanted 


PROTESTANT NURSE wanted, with ref- 
erences, to go to Chestnut Hill this win- 
ter; near car line. Phone Magnolia 
438. 40-1t. 


Help Wanted 


i 
CAPABLE COOK and second-maid wanted 
for family of four, in Beverly Farms, 


during the winter months.—Mrs. T. G. 


Stevenson, Beverly Farms. 39-40 
GOVERNESS—Sceotch or English—wanted 
for two children, 5 and 6 years.—Apply 
Mrs. T. G. Stevenson, Bey. Farms. 39-40 


Position Wanted 


ee — 
WOMAN will accommodate by day. Any 
kind of work.—Apply: 26 Elm st., Man- 
chester. 32tf. 
CHAUFFEUR wants position in Manches- 
ter or vicinity; 15 years’ experience; 
well acquainted with North Shore. P. 
O. Box 8, Magnolia, Mass. 27-29 


— 


LASSIFIED ADVERTISEMENT 


Advertisements under this head 2c a word the first week. le 
a word after the first week. Stamps may be used in payment. 


—= 


Work Wanted 


WANTED—Work by the 
houses, or anything else. 
Breeze office. 


closing 
Inquire at the 
39-41 


day, 


1 


To Let 


ROOMS TO LET both furnished and un- 
furnished, Apply: 26 Elm st., Manches- 
ter. 32tf. 


For Sale 


30-32 WINCHESTER RIFLE. New July 
1.—Phone Beverly Farms 189. 38-40 


PEKINGESE for sale. 
sleeve puppy. ‘Three month. Weighs 
14 pounds. Lovely short face, with 
black mask. Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion.—Mrs. R. Curry, 603 
Essex St., Beverly. Phone 247-J. 20-22 


Very handsome 


AN OPEN LETTER 
to the 
Editor of the NORTH SHORE BREEZE 


Dear Sir: 


The recent death off Singing Beach 
of Mr. Brown, of Gloucester, is but a 
climax of a situation which has exist- 
ed through the entire summer and 
which should, I believe, be brought to 
the attention of residents of Manches- 
ror 

Several years ago the control of 
Singing Beach was transferred from 
private ownership to public control, 
and a Park Commission was appointed 
to supervise and direct the beach as a 
public recreation park. To those who 
have followed this supervision the fol- 
lowing facts must be clear: namely, 
that for a short time great improve- 
ments were made; life-saving equip- 
ment was placed on the beach, a public 
bathhouse and a telephone were in- 
stalled and the beach was kept clean 
and quiet. But time passed, and with 
its passing the above improvements 
passed. Slowly, year by year, first one 
thing and then another was destroyed, 
until the present season was reached. 
Were it not for the hard and con- 
scientious labor which the present care- 
taker has put into his work, the beach 
would be unusable. The task which 
has been allotted to him single-handed 
is an impossibility. No one man can 
run a public bathhouse, police the 
beach, keep it clean and act as a life- 
guard, and yet our Park Board has 
done nothing to assist him in his work, 
although three men are constantly em- 
ployed on the small park at the foot of 
Masconomo Hill, perhaps one-tenth or 
fifteenth the size of the beach. 


To be more concise let us consider 
in detail the existing conditions : 


1. The telephone which was in- 
stalled to connect the beach with the 
town has been disconnected. Why? 
Because it was used too much. No 
longer in case of accident can the po- 
lice station, where the lungmotor is 
kept, be reached by phone. Instead an 
automobile must be commandeered and 
valuable time wasted, which may mean 
human lives. 

2. The lifeboat and_ lifesaving 
equipment were destroyed and only 
partially replaced with inferior equip- 
ment, and hence when an accident such 
as Mr. Brown’s death occurs, help 
must be sought from the Gloucester 
lifesaving crew, as the round-bottom 
boat now on the beach is useless if the 
water is rough. In this connection it 
should be noted that the lifeboat for- 
merly kept on the beach was destroyed 
by boys breaking into the lifesaving 
station, taking the boat for a row and 
then leaving it in the surf to be pound- 
ed to pieces. Were they prosecuted? 
No, nor were any steps taken to have 


them punished in any way at all. 

3. Ona Sunday morning not long 
since a bather was seriously cut. by 
broken glass concealed in the sand. 
Still more recently another bather was 
injured by steping on a rusty nail bur- 
ied in the sand. These. accidents occur 
because the caretaker is not given any 
aid in his work, and as before stated, 
cannot possibly care for the beach as it 
should be. 

4. We all know the conditions on 


N. GREENBERG 


BOOT and SHOE REPAIRING 
All work done by the Goodyear Welt 
Shoe Repairing System 
34 Union St. (Opp. P.O.) Manchester 


Manchester Magnolia Bev. Farms Boston 
SMITH’S EXPRESS COMPANY 


Principal Boston Office: 32 Court So. 
Tel.: Boston Main 489; Manchester 119 


First-Class Storage for Furniture 
Separate Rooms Under Lock 


MANCHESTER 


MASS. 


AS GOOD AS EVER 
$RTHUp 


»“<\\ The Kind You 
5 Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 
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PROPERTY FOR SALE 


Permanent situation for all-year- 
‘round home—8 miles from South 
Station, Boston. House of 14 
rooms, 7 open fireplaces, beauti- 
ful veranda and lawn, stable, 
garden, fruit and wood; 7 acres 
of land. —If interested address 
letter to NorrH SHoRE BREEZE 
for information. 
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CARD OF THANKS 


We wish to thank the Manchester base- 
ball friends for their beautiful floral of- 
fering and for their sympathy extended 
to us at this time. 


Gro. W. Grover and family, 


Rockport, Sept. 28. 


Sa | 


the road leading to the beach on Sun- 
day. It is a solid mass of autos and it 
is only due to the efficient work of the 
recently appointed special officers that 
serious accidents have not occurred. ' 

9. Finally, in regard to the policing 
of the beach durirfg the evenings, the 
Park Commissioners have not request- 
ed aid from the police nor have they 
undertaken any method of policing it 
themselves, with the natural result that 
the beach has become a center of vice 
and immorality and the nights are 
made hideous for residents along the 
shore. ; 

So much for our criticism, and to 
lend full force to our argument let us 
consider briefly a constructive policy 
for each point mentioned above. 

1. Let the telephone be re-installed 
at once with:a private wire for the 
caretaker and public phones for use of 
the general public. 

2. Let an appropriation be made to 
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purchase a modern up-to date non- 
sinkable surf boat to be kept on the 
beach in the boathouse already exist- 
ing. Let this appropriation also cover 
a supply of ropes, life preservers, shot 
line for the shoulder type of life gun, 
a gun and first aid kit for general use 
in case of accidents. The life preserv- 
ers formerly placed along the beach 
should be replaced and all this equip- 
ment placed under the jurisdiction of 
the caretaker. 

An additional step would be the or- 
ganization of a volunteer life crew 
composed of thirty or forty members 
from whom enough people to man the 
lifeboat could be secured at any time 
of need. 

3. Supply at least one and prefera- 
bly two assistants to the caretaker, thus 
enabling the beach to be kept clean. 
This could be done with no extra ex- 
pense if two of those now employed on 
the small town park were to give four 
days a week to the beach and two to 
the park. Also enforce a law requir- 
ing all papers and refuse from picnics 
to be cleaned up after the picnic is over 
by those who are members of the par- 
ty, and provide large metal receptacles 
for all such refuse on the beach. 

4. By a simple process of leveling 
off the sand, sufficient space could 
easily be obtained on the right of the 
turn around to park a hundred cars or 
more, thus leaving the main road clear. 

5. Have at least two police officers 
‘on duty during the evenings and on 
Sundays and holidays, both by day and 
night, and in addition continue the ex- 
isting appointment of the caretaker as 
a special officer. 


Thus the beach could be thorough- 
ly policed and the existing conditions 
wiped out. In no Metropolitan park 
would conditions such as today exist 
on our beach be tolerated for a mo- 
ment, and why, I ask, should we allow 
them to exist ? 

But these remedies will be of no 
avail unless they are enforced by wide- 
awake men who are willing to seriously 
undertake the work of the Park Com- 
mission. The present board has al- 
lowed the above conditions to creep in 
and has allowed the beach to go from 
bad to worse. They have failed in a 
position of trust. 


I challenge them to prove any single 
instance where they have, in the last 
few years, made a definite stand in 
these matters, or to show a single in- 
stance where they have asked for an 
increase in their yearly appropriation 
from the town for the special purpose 
of rectifying the existing evils as enu- 
merated above. 

Shall human lives be sacrificed and 
endangered by their negligence or shall 
a new board, keenly awake to the prob- 
lem which confronts them, with the in- 


terests of the town and public at large 


close to their hearts, succeed those who , 


have so miserably failed to perform the 
task entrusted to them by their fellow 
townsmen ? 

Such in brief in my opinion is the 
general problem which confronts the 
Manchester residents concerning their 
park and playground, and I feel confi- 
dent that when the above facts are con- 
sidered, and the next town meeting day 
arrives, they will unite in showing their 
disapproval. of the men who have 
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failed in a public trust by a demand 
that either the Park Commission recti- 
fy the present evils at once, and in a 
no uncertain manner, or else, that as 
provided for in the acts of the town, 
the present board be removed from of- 
fice and make*way for men who are 
willing to undertake this work and 
push it through to a successful conclu- 
sion." 
Signed, 
FRANK WIGGLESWORTH. 

Manchester, Sept. 29, 1920. 


“MORMONISM— A NATIONAL MENACE” 


Interesting Lecture Given in Community Mass 
Meeting at the. Manchester Baptist Church 


COMMUNITY mass meeting was held 

Sunday evening in the Baptist 
church, Manchester, at which the 
speaker was Mrs. Lulu Loveland 
Shepard, of Salt Lake City, Utah. 
Mrs. Shepard, who is advertised as 
“the silver-tongued orator of the Rock- 
ies,” 
ism—a National Menace.” 

The service opened with the singing 
of several songs by the congregation, 
after which Rev. H. E. Levoy, pastor 
of the Baptist church, introduced the 
speaker, mentioning the fact that Man- 
chester people were greatly honored by 
the opportunity of listening to a lec- 
turer of Mrs. Shepard’s prominence. 

For over an hour Mrs. Shepard ad- 
dressed her audience regarding the per- 
ils of Mormonism, its teachings, prac- 
tices, commercial activities, legislative 
and political life, its defiance of U. S. 
law, trickery, deception and so-called 
“revelations” of its leaders. The 
speaker has lived in Salt Lake City, 
Utah, for 27 years and for 12 years 
she was president of the State W. C. 
T. U. During this time she spoke in 
nearly every Mormon church in Utah 
and many times she spoke in the great 
Mormon tabernacle for the cause of 
temperance. Here she obtained first- 
hand knowledge of the Mormon doe- 
trines and practices, and is thus enabled 
to deliver a lecture of absorbing inter- 
est, being thoroughly conversant with 
the subject upon which she speaks. 

“In my talk this evening,” said Mrs. 
Shepard, “I will deal with Mormonism 
under its three chief divisions; Mis- 
sionary propaganda, commercial acti- 
vities and, lastly, its teachings regard- 
ing polygamy. 

“Missionaries are abroad in every 
land disseminating the Mormon teach- 
ings. There is scarcely a city or town 
or small village where these mission- 
aries are not found. The Mormon 
church does not pay one cent toward 
the expenses of these trips, but the mis- 
sionaries, who usually travel by twos, 
are compelled to earn their way as they 
go along. 


spoke on the subject: ‘“Mormon- 


“By subscribing to books or maga- 
zines, purchasing soaps or other arti- 
cles to “enable the agent to secure an 
education’ many of you people have 
unknowingly paid the ‘college expenses’ 
of more than one Mormon.” 

The rapid commercial growth of the 
Mormons was mentioned at considera- 
ble length by the speaker. ‘I wonder 
how many of you people here tonight, 
realize the size and wealth of Utah?” 
she asked. ‘This state is as large as 
New England and one-half of New 
York state combined. It is immensely 
wealthy, being remarkably favored 
with natural riches such as mines, 
wheat fields, etc. 

“The Mormon church is extending 
its commercial growth to include every 
continent of the globe. The head of 
the Mormon church is at present the 
president of 22 banks,— most of us 
would be satisfied with being president 
of one, wouldn’t we? 

“The Mormon church owns 3,000 
miles of railroad and controls 65 per- 
cent of the railroad stock in the world 
today.” 

Regarding the sugar shortage dur- 
ing the war and conditions existing at 
present in the sugar market, Mrs. 
Shepard had much to say. “If you 
want to know why you were obliged 
to go without sugar during the war, 
I can tell you,” she declared. “In Salt 
Lake City the Mormons were hoarding 
sugar for a long time. They had vast 
quantities of it on hand and were stor- 
ing it away until the prices increased. 

“The beet sugar industry in the 
United States today is practically un- 
der the control of the Mormons. They 
have succeeded in developing the 
growth of sugar beets until today they 
are the leaders in this line.” 

Not only do the Mormons control a 
large amount of our supply of sweets, 
but it also appears that we are depend- 
ent on them for one of the greatest nec- 
essities of life. That necessity is: 
Salt. 

“If you housewives have not a gen- 
erous supply of salt in the house, I ad- 
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vise you to purchase more immediate- 
ly,” said Mrs. Shepard. “Salt is go- 
ing higher in price. The salt is ob- 
tained by the Mormons from the Great 
Salt Lake, the water of which is nearly 
25 percent salt.” 

The Mormons use a large amount of 
goods manufactured in the east, in fact 
they purchase in greater quantities 
than any other group. This gives them 
a commercial standing with the manu- 
facturers and business men of this sec- 
tion of the country. 

Many tourists who have been in Salt 
Lake City will remember their visit to 
the Mormon tabernacle. Every day, 
with the exception of Sunday, an or- 
gan recital is given free and tourists 
are welcome guests. During ‘the re- 
cital the doors are locked and no per- 
son is allowed to leave or enter the 
temple. 

“The Mormons thoroughly under- 
stand the psychology of music,” Mrs. 
Shepard stated. “After listening for 
45 minutes to the organ the hearers are 
in that condition known as being ‘in 
tune with the Infinite.’ The Mormon 
speaker drops a pin on the pulpit and 
so still and quiet is everyone that the 
pin sounds almost like a 10-penny nail 
when it falls. It is then that Mormon- 
ism is preached for a few minutes. 
The dropping of the pin is done to di- 
vert the mind to non-essentials. A ma- 


jority of people remember that inci-— 


dent and pay but little attention to 
Mormon doctrines.” 

The matter of polygamy was dis- 
cussed somewhat by Mrs. Shepard. 
This is one of the chief teachings to 
fear from the Mormons, in her opin- 
ion.. She spoke of the anti-polygamy 
bill introduced into Congress by Rep- 
resentative Gillett, of Massachusetts, 
and made a plea for support in obtain- 
ing its passage. Polygamy was prac- 
ticed in Germany during the war, and 
it is said that in France and England 
at the present time there is danger of 
its being legalized. 

Mrs. Shepard’s lecture was most in- 
structive and entertaining. She told 
her audience that she is aware that ev- 
ery day thousands of Mormons pray 
for her instant death, nevertheless she 
persists in preaching the gospel of an- 
ti-Mormonism and continues to tell the 
American people of this great peril 
which is menacing their very existence. 


“Can you imagine,” said a teacher of 
natural history, “anything worse than 
a giraffe with a sore throat ?” 

' “Yes, sir,” came the answer from 
one boy. 


“What, pray?” asked the teacher in 


surprise. 

“A centipede with corns.” 

A thoroughly competent agent is one 
who can sell mining stock to a miner. 
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WANTED—Washings to do by the 
hour, day or week, at your own home. 
No muss or fuss and work fully 


guaranteed. For particulars call Man- 
chester 168-W and ask for Mrs. Tuor. 


MANCHESTER 


John Green, of Lincoln st., is enjoy- 
ing a vacation from his duties as man- 
ager of the Ropes drug-store, Man- 
chester. 

Mr. and Mrs. H. H. G. Perkins, of 
Summer st., entertained Mr. Perkins’ 
sister and husband, Mr. and Mrs. A. 
T. Whittaker, of Melrose, over the 
week-end. 

A public auction of household fur- 
niture will be held Saturday afternoon 
at 2.30, at 49 Pleasant st.—E. P. Stan- 
ley, auctioneer. adv. 

Singing Beach, Manchester, was a 
popular place Saturday and Sunday as 
the warm, pleasant weather of the 
week-end again lured people to the sea- 
shore. Many bathers took advantage 
of the warm water, which registered 
about 62 degrees. 

The Sovereign Grand lodge, I. O. O. 
F., sessions in Boston this week have 
been attended by many Manchester 
people. Nearly one hundred Odd Fel- 
lows and Rebekahs from this town 
were in the big parade held Wednesday 
afternoon. A more complete account 
of this affair appears elsewhere in this 
issue of the BREEZE. 

George A. Mayo is the last of the 
BREEZE force to leave for his winter 
work, after a most strenuous summer. 
Mr. Mayo starts to Daytona, Fla., to- 
morrow to resume his former position 
as superintendent of a large printing 
office, with daily paper connected. He 
plans to return to Manchester again 
next spring. 

Miss Mildred Thomas, daughter of 
Mr. and Mrs. Fred W. Thomas, Cen- 
tral st., celebrated her birthday anni- 
versary Wednesday evening at her 
home. Fourteen of her High school 
classmates assisted in making the oc- 
casion a jolly good time. Games were 
played, after which refreshments of 
ice cream and cake were served. Miss 
Thomas was the recipient of many 
birthday gifts. 
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J. HARRIS 
CUSTOM TAILOR 


for 


LADIES and 
GENTLEMEN 


All work done by first-class work- 
men; reliable, satisfactory and rea- 
sonable. 


Telephone 658-W 
CENTRAL SQ., MANCHESTER 
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HARDING - CoOoLIDGE TORCHLIGHT 
PARADE IN Boston Oct, 28 


Channing Cox, chief marshal of the 
big Harding and Coolidge torchlight 
parade to be held in Boston on the 
night of Oct. 28, has appointed Major 
Robert B. Parker, of the Packard Mo- 
tor Car Company, division marshal of 
the automobile section of the parade. 

The automobiles will provide a spec- 
tacular and interesting feature of the 
parade. The automobiles that partici- 
pate will be decorated with bunting and 
carry banners and transparencies. A 
large supply of red fire and torches 
will be used for illuminating purposes 
as the autos proceed through the streets 
and motor trucks will carry bands to 
furnish music to help enliven the occa- 
sion. 


Caps for men and boys at W. R. 


Bell’s. Central sq. adv. 
Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv, 


Jobbing express and local trucking. 
—Augustus Ferreira. Tel. 318-J. adv. 
Seasonable underwear at W. R. 
Bell’s, Central sq. adv. 


22 NORTH SHORE BREEZE and. Reminder 


“MANCHESTER 


The first degree was conferred last 
evening at the regular meeting of Mag- 
nolia lodge of Odd Fellows. Supper 
was serv ed after the w orking of the 
degree. 

Mrs. Eliza Leach and sister, Mrs. 
Julia Curriea, are planning to spend 
the winter with friends in Winter Hill. 
They will close their house on Ashland 
ave. late this fall. 

Miss Dorris Knoerr is planning to 
go to New York this fall and winter 
to take up singing. Miss Knoerr was 
one of last year’s graduates from the 
local High school. 

Thomas Harvey and. family have 
moved this week from Magnolia to the 
tenement occupied by the late Mrs. 
Woodbury, Central st. They have 
previously been on the W. H. Coolidge 
estate at Magnolia. Mr. Harvey in- 
tends to go into ‘the automobile busi- 
ness in New Jersey. 

The many friends of Mr. and Mrs. 
Herbert Shaw, of Summer st., will 
learn with regret of the serious’ illness 
of Mr. Shaw, in New Bedford. Mr. 
Shaw, ations is Caretaker of Mrs. G. M. 
Lane’s estate, at Dana’s Beach, and 
has always been one of the North 
Shore Horticultural society’s most ac- 
tive and devoted members, was ill in 
July with grippe, which threatened to 
develop into pneumonia. A week or 
two ago he decided to take a short va- 
cation in an effort to regain his health 
and went to South Dartmouth to visit 
a former fellow-employee at the Lane 
estate. He had hardly arrived there 
when he was overcome with sudden 
illness. After a hasty examination he 
was taken to Crary hospital, a private 
institution at Bakerville, a suburb of 
New Bedford. . Complications of a 
most serious nature were discovered, 
and his condition is. most alarming. 
Mrs. Shaw and little daughter are with 
him, the former being at his bedside in 
the hospital continually. 
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that its remarkable 


Ernest Wright x 


Ice cut and stored under most sanitary conditions, 
purity may be 
Deliveries by wagons and auto trucks anywhere in 
Beverly, Beverly Cove, Pride’s Crossing 
and Beverly Farms 
We respectfully solicit the patronage of North Shore families. 


Orders sent by mail before your arrival, promptly 
and carefully attended to. 


575 Cabot Street 
ear Wenham Lake 


Telephones: 764-W and 764-R (residence) 
NNER entice enim rae 


Mr. and Mrs. Louis Hutchinson 
have returned from a week’s visit in 
Bridgeport, Conn., and Mr, Hutchin- 


son has resumed his clerking duties at 


W. R. Bell’s store. 

Charles C. Dodge accompanied by 
Mr. and Mrs. Benjamin L. Allen and 
Mr. and Mrs. Lyman W. Floyd en- 
joyed a motor trip to Nashua, N. H., 
over the week-end. 


Dist. Dep. Grand Master John L. 


Prest and Dist. Dep. Grand Marshal 


William H. Allen, of Magnolia lodge, 
149, I. O. O. F., paid an official visit 
to Ocean lodge in Gloucester, Monday 
evening. 

Mr. and Mrs. Harry T. Swett and 
Mr. and Mrs. Edward Semons are ex- 
pected home Sunday from their auto 
trip through New Hampshire, Ver- 
mont and points as far north as Mont- 
real, Canada. 

The first fall meeting of the Man- 
chester Woman’s club will be held in 
the Cong]. chapel, Tuesday afternoon, 
Oct. 5, at 3.30 o’clock. Mrs. Claude U. 
Gilson will speak on “Citizenship.” 
Tea will be served by the directors. 

The body of Antone Brown, the 
Gloucester fisherman drowned off 
Singing Beach some weeks ago, was 
found floating in the water near Ba- 
ker’s island Sunday. The life saving 
crew from Gloucester took the body 
into Magnolia. 

As a sad reminder of the war days, 
and of the pre-war days when Man- 
chester’s hundreds of enthusiastic base- 
ball fans held Harold Grover in such 
popular favor,—the remains of the 
young man were laid at rest in the 
family lot at Rockport this week. The 
body was brought home from France 
where “Hal” gave his life for the 
cause of humanity in 1918. The Man- 
chester friends sent a beautiful floral 
piece to the funeral. 


He that does good for good’s sake 
seeks neither praise nor reward, though 
sure of both at last —WiLi1Am PENN. 
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Lee fon Wenham Lake 


from which Beverly and Salem Water Supply is 
obtained—one of purest lakes in New England. 


retained. 


Beverly 
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INSU RA oe 


Any Kind n Amount, 


A 
GEO. B.°B. ‘STR ROPL 


General Manager 
Also District Manager John Hancock 
Mutual Life Ins. o., of Boston 


ROCKPORT, MASS. 


STORY HIGH SCHOOL, NOTES 


MANCHESTER 


Miss Crocker, our Mathematics 
teacher, was absent from school Mon- 
day because of illness. 

The boys have started football prac- 
tice, and we hope to. see some good 
football. games this fall. 

Rev. H. E. Levoy led the devotional 
exercises on Friday last. He spoke 
briefly on “The Value of an Ideal.” 

A group of girls, chaperoned by 
Miss Wells and Miss Clark, had a par- 
ty at Singing Beach last week. Frank- 
furts, rolls, cake and cocoa were served 
as refreshments. All concerned had a 
most enjoyable time. 

The Seniors plan to hold a dance i in 
the near future. 

A presentation of, a purse of gold 
amounting to nearly $85 was made to 
Supt. John C. Mackin Thursday noon 
at. his home on North st. The gift 
was from the pupils and teachers of 
the John Price, George A. Priest and 
Story High schools. 


MANCHESTER WILL HAVE SPECIAL 
Town MEETING Oct. 4 


A special town meeting will be held 
next Monday evening, Oct. 4, in the 
Manchester Town hall, at 7.30 o’clock. 
It is important that a good attendance 
of voters should be present at this 
meeting as there is considerable more 
money required for the running ex- 
penses of the several departments of 
town work. 

Because of the addition of nearly 
300 names of women voters the num- 
ber of voters required for a quorum 
has been increased to almost 100. 

The following appropriations are 
called for: Poor-In, $1800; Poor-Out, 
$600 ; Board of Health, $1200 ; Memo- 
rial Library bldg., $400; Forest Fire 
dept., $400; Harbor Master’s dept., 
$35 ; School dept., $4750. 

The appropriation committee met 
Thursday evening to consider the arti- 
cles of the warrant, and it is under- 
stood they will recommend the appro- 
priation called for in each case. 


The darkest day in any man’s career 
is that wherein he fancies there is 
some easier way of getting a dollar 
than by squarely earning it—Horace 
GREELEY. 


Give me the ready hand rather than 
the ready tongue.—GarIBALDI. 


Prove. all things; hold fast that 
which is good. . 
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FAREWELL RECEPTION 


Supt. AND Mrs. JouHN C. Mackin 
GREETED BY MANCHESTER FRIENDS 
Last EVENING 

The Parent-Teacher association 
gave a farewell reception Thursday 
evening to Supt. and Mrs. John C. 
Mackin in the Price school hall, Man- 
chester. The weather conditions were 
responsible for the size of the attend- 
ance, which was not so large as it 
would have been on a fair night. 

The receiving line stood in front of 
a pretty background of autumn leaves, 
evergreen branches and cut flowers. In 
the line with Supt. and Mrs. Mackin 
were Capt. and Mrs. Raymond C. Al- 
len, Mrs. Arthur E. Olson, Mrs. Wal- 
do H. Peart, Miss Olive Jenness and 
Miss Fannie Knight. 

The ushers were Miss Crocker, Miss 
Clark, Miss Woodbury, Miss Parker, 
Miss Smith and Mrs. Whitmarsh. 

During the evening musical selec- 
tions were furnished by an orchestra 
composed of Miss Bella C. Porter, 
Miss Grace Merrill, Miss Margaret 
Henneberry, Alfred Needham and 
Howard Roberts. Their numbers were 
particularly well rendered and much 
enjoyed by everyone present. 

Following the reception an enter- 
tainment was presented. The program 


was as follows: 
Vocal solos, 

(a) When Love is Done 

(b) Forget-Me-Not Mrs. R. C. Allen 
Reading from Mark Twain’s experiences 

on the Pacific Coast Mr. Whitmarsh 
Violin Solo Miss Porter 
Voeal Solos, f 

(a) Don’t You Mind the Sorrows 

‘(b) The Morning Glory Mrs. Allen 
‘“The Cop and the Anthem,’’ from O. 

Henry’s book, ‘‘The 4,000,000’? 

; Mr, Whitmarsh 

Selection Orchestra 


In behalf of the Parent-Teacher as- 
sociation Mr. Mackin was presented 
with a three-years’ subscription to The 
Mentor, a monthly magazine dealing 
with various phases of history, educa- 
tion, art and geography. Mrs. Mack- 
in was given a handsome bouquet of 
Japanese anemones. 

Col. H. P. Woodbury camp, S. of 
V., presented Mr. and Mrs. Mackin 
with a large cut glass salad dish which 
is a very fine article. 

Refreshments of ice cream and as- 
sorted cakes were served by the fol- 
lowing members of the social commit- 
tee: Mrs. Frank Foster, Mrs. G. T. 
Cleveland, Mrs. E. Burgess, Mrs. 
Hugh Burke, Mrs. Allan Dennis, Mrs. 
M. Eyberse, Mrs. Lyman Floyd, Mrs. 
Patrick Cleary, Mrs. Charles Fritz and 
Mrs. A. Cruickshank. 

Mr. Mackin, who has been superin- 
tendent of the Manchester schools for 
the past eight years, is leaving town to 
assume his new duties in Manchester, 
N. H., next Monday. The family will 
remain here for a short while longer. 
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Modern Methods 
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SAVE YOUR TREE 


They beautify your surroundings 


GUY C. CALDWELL 


Specialist in Tree Surgery 


Lectures on Am. Trees and Birds (Imitations of bird songs by 
natural whistling) 


63 Oxford St., Cambridge or MANCHESTER, MASS. 
Inspection and Advice Free 
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They enhance the value 
of your property 


Moderate Prices 
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FISHING POLES 


Telephone 


CAMP, COTTAGE, VACATION & PICNIC SUPPLIES 


FISHING TACKLE 


POCKET LIGHTS AMMUNITION 
WHITE MOUNTAIN ICE CREAM FREEZERS 


JOHN W. CARTER CO. 


10 School St. 
MANCHESTER 


WHISPERINGS 
Of the Breezes 


Manchester can justly lay claim to 
the distinction of having the oldest 
member of the Odd Fellows in line in 
the big parade in Boston Wednesday. 
N. C. Marshall went to the parade, 
though he did not march with the rest 
of the “boys;” he rode in an automo- 
bile. In addition to being the oldest 
member in line he is probably also the 
oldest living member of the order in 
the state, though we do not give this 
as axtact, 

While Mr. Marshall holds the record 
in point of years, Otis M. Stanley 
holds the honor of being the only mem- 
ber of the local lodge who also paraded 
in Boston on the occasion of the big I. 


HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and’ office, 65 Essex St. BEVERLY 
Hrs., 6 to 10 p. m. Sat. Tel. 338-W. 


O. O. F. celebration 50 years ago. Mr. 


Stanley was a member of the order be- 
fore joining the lodge in Manchester 
on the occasion of its incorporation. 


Fatt MILLINERY CLASS 


Anyone who may be interested in 
joining a fall millinery class under 
Miss Marion Parker, formerly of the 
Manchester Food Centre, is invited to 
be present at the preliminary meeting 
Wednesday, Oct. 6, at 3 o’clock, at the 
old Manchester tea rooms, in the old 
Forster house, corner Pine and Cen- 
tral sts. 


There is such a thing as being too 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 


Large and Small Shipments in Either Direction 


also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 


Telephone 375-W, E. L. Valentine, 49 School st., Manchester 


VALENTINE’S TRUCKING CO. 


original ; people might call you crazy. 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel, 68-M. 
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change be made. 


matter as early as possible. 


Exchange Your Liberty Bonds 


Liberty Bonds from which all coupons have been de- 
tached may now be exchanged for permanent bonds. 


Bonds left at this bank for safe keeping will not be ex- 
changed without a request from the owner that such ex- 


We respectfully request that such owners attend to this 


Those who have already left bonds for exchange 30 
days previous to this date are requested to call for same at 
their earliest convenience, bringing receipt with them. This 
will confer a favor on this bank and be appreciated. 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


RAYMOND CG. ALLEN 


Assoc. Mem. Am. Soc. C. E. 


Member Boston Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester - 


MANCHESTER SHUTS OUT BEVERLY 
Farms, 11-0 

In a baseball game at the Brook st. 
playground, Manchester, last Saturday 
afternoon, Manchester defeated Bev- 
erly Farms, shutting them out to the 
tune of 11 to 0. 

Sharp fielding by the Manchester 
boys again featured the game, Twiss 
being given good backing. Toomey 
pitched for Beverly Farms and was go- 
ing good until the fifth when he weak- 
ened. 


- Tel. 73-R and W. 


The visitors had one chance to score 
when Toomey attempted to cross the 
plate, but was caught at home by a long 
throw from Cook in left field. 

The Manchester line-up: Twiss, p; 
Cool, c; Miguel, 1b; Gillis, 2b; Walen, 
ss; Chadwick, 3b; Cook, If ; Needham, 
cf; Harrison and Silva, rf. 

Manchester has won four games of 
the series and Beverly Farms two. 


Complete line of men’s belts at W. 
R. Bell’s, Central sq. adv. 


"THERE is a place in Manchester, 
That you can easily find, 

To buy your paints and papers, 
Please keep this place in mind. 


If there is an artist 
Who wants a tube or two, 
You can call and see us, . 
We have them here for you. 


We paint and paper houses, 
And decorate the same; 

You cannot miss the number, 
And below you read the name. 


STEELE and ABBOTT CO. 


25 CENTRAL ST. 


Tel, 645-W 


MANCHESTER 
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PROF. JAMES » 


the brilliant psychologist at Har- 
vard, asked a. carpenter who was 
working on the place if he thought 
all carpenters stood on the same 
level, and if not how he would in- 
dicate the difference between men— 
10, 20, 30 percent or whatever. 

The carpenter, after pondering the 
question all day, finally said: ‘‘ There 
ain’t much difference between men, 
but what there is is mighty import- 
ant.’’ 


CORSET SHOPS 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
‘‘tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 
143 Essex St., Salem. 
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There will be a food sale Saturday 
afternoon, Oct. 2, from 3 to 5 o'clock, 
at the home of Mrs. A. E. Marshall, 
27 Central st. 

The raft which has been in position 
off the shore at Singing Beach the 
past few months has been hauled in 
for the winter. 

Do your own sewing at Mrs. Har- 
ris’ dressmaking parlors, 15 Washing- 
ton st. I cut and fit; you sew. Class 
now forming. Call and learn particu- 
lars. adv. 

Edgar Phillips is home on a fur- 
lough from Newport, R. I. The young 
man is recuperating from-a recent se- 
vere attack of pneumonia. He is in 
the navy. 

Mr. and Mrs. George E. Willmon- 
ton and Mr, and Mrs. Fred K. Swett 
are leaving next week for an automo- 
bile trip to Montreal and other points 
of interest in Canada. 

An important meeting of Frank B. 
Amaral post, A. L., is scheduled for 
next Wednesday evening, Oct. 6, at 8 
o’clock. Members will please take 
notice of this announcement and plan 
to attend the meeting. 

Mr, and Mrs. Geo. Wheeler, of 
Lyndonville, Vt., have been guests of 
Mrs. Mary Miles at Fred Thomas’, the 
past week, arriving in Manchester last 
Sunday. While making headquarters 
here they have been in Boston attend- 
ing some of the sessions of the Sover- 
eign Grand lodge, I. O. O. F. 


When you think of painting think 
of Tappan, 17 Bridge st., Mariches- 
ter. adv. 


Oct. 1, 1920 


MANCHESTER 


Miss Gladys H. Richards, of the 
Breeze force, is having a fortnight’s 
vacation from her duties. 

Jack Semons is playing on the Bev- 
erly High school football team again 
this fall, and to all accounts he is mak- 
ing a good showing. 

Mr. and Mrs. Wilbur T. Tucker 
and 14-year-old son moved to Man- 
chester yesterday from Winchester, 
where Mr. Tucker has been employed 
as foreman of the Winchester Star 
plant. They are occupying the apart- 
ment in the I. M. Marshall house on 
School st. Mr. Tucker comes here to 
resume a position which he formerly 
had with the BRrEEze, this time to take 
over the foremanship of the printing 
plant, which is now growing to consid- 
erable proportions with the increasing 
facilities afforded by the new quarters 
and new machinery, especially adapted 
for book and publication printing. 
Among the new work which the 
Breeze is handling this year are week- 
ly programs (in booklet form) for two 
theatres in Salem, one in Beverly and 
‘one in Peabody. It is also undertaking 
book and pamphlet printing for several 
Boston publishing houses. 


MANCHESTER BoaRD OF REGISTRARS 
to Hotp MEETINGS IN 
OcTOBER 

The Manchester Board of Regis- 
trars of Voters have an adv. in this 
week’s issue of the Breeze informing 
the public of their meetings to be held 
at Selectmen’s room, Town hall build- 
ing, on Wednesday evenings, Oct. 13 
and 20, from 6 to 9 o’clock, and Satur- 
day, Oct. 23, from noon to 10 o’clock 
p. m. a 
The Registrars will meet for the 
purpose of adding new names to the 
list to be used at the Nov. 2 election 
and will hear all persons regarding 
their eligibility to vote in Manchester. 

The new voters—the women — 
should heed this notice and register, so 
as to be able to vote at the coming state 
and presidential election. 


Devoe’s Specialize 


LADIES’ BLOUSES 
SILK PETTICOATS 
LISLE 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


PAPER CENTRAL -PAPER .CO. See 
n 
oe 290 Essex St. (YMCA Bldg.) SALEM) JT Sapep 
BAGS | 
The largest paper house in Essex County at 
BOXES Dealing Exclusively in Paper Goods WHOLESALE 


in 
UNDERWEAR 


HANDKERCHIEFS 
and SILK HOSIERY 


SALEM 


LIBRARY NOTES 


New Books in Manchester Public Library 


60Tur ApvANcCE oF Woman,” by 
Jane Johnstone Christie, is a book 


for the thoughtful reader. It traces 
the progress of woman from earliest 
times up to the present. It contains 
much information collected from many 
sources and is well worth reading. 

Very few of’ this generation of 
Americans who have not heard of Jane 
Addams and her great work at Hull 
House, Chicago. This is all charm- 
ingly told in her book, “Twenty Years 
at Hull House.” The book is finely il- 
lustrated. Another book by Miss Ad- 
ams is “The Spirit of Youth and the 
City Streets”’ In a foreword, Miss 
Addams says that “‘the material was put 
into book form in the hope that it 
might prove of value to those groups of 
people who in many cities are making a 
gallant effort to minimize the dangers 
which surround young people and pro- 
vide them with opportunities for recre- 
ation.” The above three books were 
given to the library by Miss Charlotte 
Read. 

A new. book by Conan Doyle is. al- 
ways welcome. “Danger and Other 
Stories’ is a volume of short stories all 
worth reading. “Deadham Hard,’ by 
Lucas Malet, is a good bit of fiction. 
Anything by this author is worth read- 
ing. These two works of fiction were 
a gift to the library by Mrs. S. Went- 
worth. 

We have just received at the library 
a set of “Tales of the Frontier,” pub- 
lished by Harper & Bros. in twenty 
volumes. The volumes are small and 
the print is good. Every story is worth 
reading, and if you have read them, 
they are all worth reading again. 

The set is made up of “The Spoil- 
ers” ‘and “The Barrier,’ by Rex 
Beach; “Cardigan” and “Maid at 
Arms,’ by Robt. W. Chambers; “Red 
Lane” and “King Spruce,’ by Holman 
Day; “The Squaw Man,” by E. M. 
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H. M. PERKINS 
Ibaberdasher 


246 Essex St. SALEM 


KING’S CORSET SHOP 


Specialty of 
Corsets, Brassieres 


Corset Accessories 
SALEM 


265 EssextSt,, 


WINER’S 
WOMEN’S SAMPLE SHOP 
2464 ESSEX ST., SALEM 
Telephone 574-W Up one flight 


cA cA cA cAJ AZ .AZ Aud +* [AZ cA [AZ [AZ [AZ [Aud 
OSs +e Oss eV eV oe O88 MOWOWVOLS 


Hawthorne Cafe 


271. Essex St. 

Salem, Mass. Tel. Conn 
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Koyle and J. O» Faversham; “Captain 
of the Grey.Horse Troop” and “Cav- 
anagh, Forest Ranger,’ by Hamlin 
Garland; “Heritage of the Desert,” 
“Lone Star Ranger’ and “Riders of 
the Purple Sage,’ by Zane. Grey; “Ju- 
dith of the Plains,’ by. Marie Man- 
ning; “Northern Lights,’ by Gilbert 
Parker ; “Captain Unafraid,” by Hor- 
ace Smith; “The Settler’ and “The 
Planter,’ by .H. Whitaker; “Lin. Mc- 
Lean,’ by Owen Wister ; “Santa Fe’s 
Partner,” by Thomas Janvier,” and 
“Flower of the North,” by J. Oliver 
Curwood. 

Of the above set the following six 
stories are new at the library: “Cav- 
anagh, Forest Ranger,’ “The Settler,” 
“The Planter,’ “Captain Unafraid,” 
“Santa Fe’s Partner” and “Flower of 
the North.” 

We hope to have more new books 
next week. —kR. T. G. 


Augustus Ferreira—jobbing express 
and local trucking. Tel. 318-J. adv, 
Keep your feet dry; buy rubbers at 
W. R. Bell’s, Central sq. adv. 
Latest styles in Lamson & Hubbard 
soft hats and caps at Bell’s Beach st. 
store. adv. 
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MISS LUCY DENNETT. 


: 
i 
! Teacher of Violin 
i 


(Winter season opens Oct. 2) 


18 Norwoop Ave., MANCHESTER 


Salem 1933-R 
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EDWARD A. LANE 
HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGIN GS 
in Stock and For Sale 


FIRST-CLASS: WORK GUARANTEED 


55 SCHOOL STREET 


Tel. 247-R. 


MANCHESTER, MASS. 


Ww. B. CALDERWOOD 


Successor to DAVID FENTON CO. 
BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. 


Telephones: 


Office 254-W; Res. 241-W 


Lehigh Valley Coal Sales Company 


CO 


AL 


Samuel Knight Sons’ Co. 


32 CENTRAL ST. 


Tel, 202 


MANCHESTER, MASS. 


J. P. LATIONS 


CARRIAGE BUILDER — AUTOMOBILE REPAIRING 
Special Attention to Automobile Painting 


Auto Trimming—Slip Covers—Tops Recovered 
Telephone 206-M 


DEPOT 8Q. 


Silva's Express 
LOUAL EXPRESSING 


Furniture and Piano Moving by 
Auto Trucks, long distance or local 


STORAGE FOR FURNITURE 
Rubbish and Garbage Collected 


Ter. 11-W. P. O. Box 223 
Residence: Morse Ct., Manchester 


G. A. KNOERR 
Everything Electrical 


4 School St. MANCHESTER 
Telephone 259-R (House 259-W) 


MT. PLEASANT DAIRY 
R.&L. BAKER 


Dealers in 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER - -- MASS. 
'P. O. Box 129 - Telephone Connection 


The Breeze $2 a year, $1 for six 
months. 


Storage for Carriages 
MANCHESTER 


The annual meeting of the Mission- 
ary society of the Congl. church will 
be held in the chapel parlor next 
Thursday evening, Oct. 7, at 4 o’clock. 
The word is “Work.” Supper will be 
served as usual by the young ladies, 
with Miss Fannie Knight in charge. 


Who escapes a duty avoids, a gain. 
—THEODORE PARKER. 


Diligence, above all, is the mother of 
good luck.—SAMUEL SMILES, 


Oct. 1, 1920 


FRANK A. EBBERSON 
PRACTICAL 
Horse Shoer 


5 Elm St. Manchester-by-the-Sea 
Telephone 53-X 


MANCHESTER CHURCHES 


Congl. church, Rev. F. W. Manning, 
pastor. At next Sunday morning’s 
service the pastor will preach on the 
subject, “Anxiety.” There will be an 
evening service at 7.45 o’clock at which 
time the pastor will preach on “Being 
Strong.” A cordial welcome is extend- 
ed the public to attend these services. 

The annual meeting of the Ladies’ 
Sewing Circle of the Congl. church 
will be held with Mrs. George W. 
Blaisdell, Union st., next Wednesday 
evening, Oct. 6. 


Baptist church, Rev. H. E. Levoy, 
pastor. The time of holding the Sun- 
day morning service has been changed 
to 10.45 o’clock and the evening service 
will be at 7.30. Sunday morning the 


‘pastor will preach from the subject: 


“Conditions of the Right Knowledge 
of God.” In the evening there will be 
a song service followed by a short ser- 
mon. 


Dr. J. M.. Tibbetts, campaign mana- 
ger of the National Reform associa- 
tion, of Pittsburgh, Pa., will be the 
speaker Sunday afternoon at 3 o’clock 
at the Baptist church. This will be a 
mass meeting for men only. Dr. Tib- 
betts will lecture from the subject, 
“The Mormon Temple Secrets.” This 
lecture is advertised as “a startling ex- 
posure of the Temple rites and mar- 
riage ceremony,” and is a message ev- 
ery man should hear. Men will be 
cordially welcomed to this service. Re- 
member the date and place. 
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BRUNER GUARANTEED WOOLENS 
Just arrived—for Fall and Winter 


reduced 


$45 00 we ars. $65 


Fancy Unfinished Worsteds 


Mixed Worsteds 


Silk Mixed Cassimeres 


All goods guaranteed to be of First 
Quality — All wool, 100% pure 


Best Quality trimmings, linings and materials 
enter into all my work — and workmanship 
guaranteed. All work done at my own shop. 


KAPLAN, the Tailor 


15 Beach Street 


Tel. 327-M 
Open every Evening 


MANCHESTER 
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PARADED IN BOSTON 


Opp FELLOoOws .AND REBEKAHS, 
MANCHESTER, PARTICIPATED IN 
WEDNEsDAY’S EVENT 


Manchester Odd Fellows and Re- 


OF 


. bekahs will long remember Wednes-., 
day, Sept. 29, as a red letter day in the 


history of Magnolia lodge, I. O. O. F., 
-and Liberty lodge of Rebekahs. Near- 
ly one hundred members of these two 
orders were in Boston Wednesday aft- 
ernoon and actively participated in the 
parade. 

The I. O. O. F. hall was the rendez- 


vous early Wednesday morning and by - 


9.30 some sixty or more Odd Fellows 
had gathered. Fred. J. Merrill served 
during the day as marshal and George 
R. Beaton was. aide. The. party 
marched to the B. & M. depot at 9.30 
o’clock and met Clark’s band, of Glou- 
cester, which was hired for the day by 
Magnolia lodge. 

With the band gayly playing a live- 
ly tune the Odd Fellows marched 
through the center of the town, up 
Beach st., Union and Central sts., to 
Ashland ave., and then returned over 
the same route to the depot, going into 
Boston ‘on the 10.33 train. Some of 
the members of the two orders who did 
not accompany the main party joined 
later after arriving in Boston. 

-A brief time was taken for lunch 
and then the line of march was again 
taken to the corner of Dartmouth and 
Marlboro sts., where Magnolia lodge 
was stationed to await its turn in the 
parade. 

The nearly three hours spent in 
waiting did not seem a very long time 
as there were many selections by the 
band to assist in making the time pass 
more rapidly. Clark’s band of 23 
pieces was joined by bands from 
Amesbury and Newburyport and, led 
by Director Clark, furnished several 
selections during the period of wait- 
ing. 

At 410 Magnolia lodge took its 


place in the 20th division of the pa-' 


rade and for about 50 minutes marched 
along the route. The members wore 
white hats on which were white ribbon 
bands giving the name and location of 
the lodge.. The lodge banner and the 
national colors were carried by the 
marchers and it is hardly necessary to 
say that Manchester Odd Fellows did 
their share toward making this dem- 
onstration one of the best ever seen 
in the city of Boston. 

The Rebekahs of Liberty lodge were 
in charge of Mrs. Mabel Crombie, 
marshal, and gathered at the corner of 
Arlington st. and Commonwealth ave. 
They were in the 5th division and 
commenced to march about 1.15 
o’clock. Mrs. Crombie carried ‘the 
lodge banner and Mrs. Frank Foster, 
dressed to represent “Liberty,” carried 
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scomite Staple and Fancy Groceries 
BULLOCK BROS., GROCERS 


POST OFFICE BLOCK Telephone 190 


MANCHESTER 


ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 
REGISTERED PHARMACISTS ALWAYS ON DUTY 


TELEPHONES: 217. 8388 If one is busy call the other 


iy NO, THEY ARE NOT 
{| TOO BAD TO MEND 


Let us see the shoes before you throw 
them away. You will be surprised at 
what wonders we accomplish with 
worn-out shoes with our up-to-date 
methods, machines, etc. In these days 
of high prices, it is a blessing for a 
man with a: family to have such a re- 
pairing shop in town as 


J. A. CULBERT’S 
29 Beach St., MANCHESTER 


Also Trunk and Bag Repairing 


the flag. Each member wore a white of Rebekahs was Mrs. Alfred E. Her- 


hat with blue band giving the name of 
the lodge, and also wore the lodge re- 
galia. 

The committee from Magnolia lodge 


sey, chairman, Mrs. Wm. H, Allen, 
Miss Jennie Sargent, Mrs. James Ke- 
hoe, Miss Annabelle Haraden and Mrs. 
Edward Ayers. 


included L. Nelson Cook, chairman, 
Ellery Rogers, Thomas Wiggins, Wm. 
Craig and Wm. Allen. 

The committee from Liberty lodge 


There seems to be no part of knowl- 
edge in fewer hands than that of dis- 
cerning when to have done.—Swirt. 


BRIDGE STREET 
MANCHESTER 


AXEL MAGNUSON 
Florist and 
Landscape Gardener 


BEDDING PLANTS 


Telephone 172-R IN GREAT VARIETIES 


Telephones 610, 611 


HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
Kitchen Furnishings 


S. S. PIERCE GROCERIES 
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MAGNOLIA 


Beginning Oct. 9 the library will be 
open Saturday afternoons only. 

Miss Harriet Stanley was in town 
last week visiting relatives and friends. 

Rose Nelson returned to Smith col- 
lege Monday for her Sophomore year. 

A dance will be given by Mrs. Eliz- 
abeth Abbott at the Women’s  club- 
house Saturday evening. 

Donald Story has entered the Bent- 
ley School of Finance and Account- 
ancy, in Boston. 

Tracy Hoysradt has gone to Pitts- 
burgh, Pa., to take a course in the elec- 
trical business. 

Mr. and Mrs. B. M. Thornberg and 
family have returned from camp at 
Wolf Hill to their home on Norman 
ave. 

Edgar Story will become house car- 
penter at the Oceanside to fill the place 
made vacant by Mr. Boyd. He will be 
assisted, during the winter, by Win- 
field Story. 

On Thursday night a club whist 
party was held at the Women’s club. 
The season’s prize was awarded to 
Mrs. Tekla May. After the game all 
enjoyed a “dog” wash around the fire- 
place. 

Mrs. Thomas Harvey and family 
will reside in Manchester this winter 
and will not go to New Jersey with 
Mr. Harvey. Housing conditions in 
New Jersey are as bad as in Massa- 
chusetts and it is hard to find a desira- 
ble home at the present time. 

E. V. Lucas and Wilton Richardson 
have been exchanging residences this 
week. Mr. Lucas and family are to oc- 
cupy the cottage on the Walker estate. 
Mr. Lucas will hold the position of 
gardener to the Walker family. Mr. 
and Mrs. Richardson will occupy the 
house on Magnolia ave. vacated by the 
Lucas family. 

Mr. and Mrs. Willard Boyd left 
Magnolia on Wednesday for their new 
home in Hudson. They will be great- 
ly missed as they have made their 
home here for more than twenty years. 
The Boyds have both been interested 
in the work of the church and also in 
the social life of the village. Mr. Boyd 
for some years has been the house car- 
penter at the Oceanside. 


A French statistician has been dab- 
bling with figures to find out just what 
man does with that precious thing 
called time. He concludes that at the 
age of 50 years the average man has 
slept 6,000 days, worked 6,500, walked 
800, amused himself 4,000, spent 1,500 
eating and was ill 500 days. 


About 16,000,000 trees were saved to 
the country in 1919 by a careful use of 
old paper. This was ground up and 
used for “box-wood” and about 200 
tons of the material was produced. 
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JONATHAN MAY 


Shore Road, Magnolia, Mass. 


REAL ESTATE and INSURANCE BROKER 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


NOTARY PUBLIC 


MAGNOLIA MARKET 


LAFAYETTE HUNT, Proprietor 


BEEF, PORK, MUTTON, 


HAM, 


POULTRY, VEGETABLES 


AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


Tel. 449-W 


FourtH ANNUAL Rep Cross ROLL- 
Cay Starts Nov. 11 


The fourth annual roll-call of the 
American Red Cross will begin on Ar- 
mistice Day, Nov. 11, and end on 
Thanksgiving Day, Nov. 25. 

Appointment of a committee of 91 
nationally prominent men and women 
to conduct the roll-call was announced 
last Saturday at national headquarters 
in Washington. Henry P. Davison, 
who was chairman of the war council 
of the Red Cross, heads the committee, 
and the members include Secretaries 
Baker, Daniels, Meredith and Payne; 
Gen. Pershing, Cardinal Gibbons, 
Samuel Gompers, Cleveland H. Dodge, 
Franklin K. Lane, Myron T. Herrick, 
William G. McAdoo, Henry Morgan- 
thau, Julius Rosenwald, Gov. Sproul 
of Pennsylvania, Rear Admiral Sims, 
Festus J. Wade, Jane Addams, Rear 
Admiral Mark K. Bristol, Edward N. 
Hurley and Herbert Hoover. 


The Browne family possessed a 
whole sheaf of umbrellas, but they 
were all in sad need of repair. One 
morning on his way to the office 
Browne took them all to be mended. 
At lunch-time he went into a restau- 
rant, and on leaving absent-mindedly 
walked off with a lady’s umbrella; she 
overtook him, he apologized profusely 
and returned it. 

In the evening he called for the um- 
brellas again. He boarded a car, and 
found himself sitting opposite the 
lady of the lunchtime episode. 

She leaned over and whispered, dra- 
matically :— 

“T say, you’ve had a good day, have- 
n’t you?” 


An “optimist” is an angler who takes 
a skillet with him to fry the fish he 
hasn’t caught. 


Magnolia, Massachusetts 


UTILIZE FALLEN LEAVES TO MAKE 
Humvus 


Every fall the streets and lawns of 
our cities are covered with fallen 
leaves. Generally these are raked to- 
gether into large piles and burned. 
This is a great waste of plant food, 
for these leaves would be very valua- 
ble to our gardens. Thousands of dol- 
lars are lost every year through this 
wasteful extravagance. 

All the leaves about your home 
should be gathered and added to your 
compost pile, where they will decay 
and make humus. Mix them thorough- 
ly with soil, add to your compost heap, 
and allow them to decay. 

If you have no compost pile, spread 
the leaves on your garden where crops 
are not growing and spade them in 
thoroughly. As fast as you remove a 
crop from the garden cover the vacant 
space with leaves and work them into 
the soil. 

Place a thick layer, of leaves about 
the roots of your small fruit bushes, 
such as raspberries, currants, ete. 
Place leaves between the rows of your 
strawberry plants. These leaves should 
be held in place by a light covering of 
garden soil or a thin layer of grass or 
hay. This will form an excellent 
mulch for your plants. 

Nature’s way of making her soils 
rich is to shed the leaves of her trees 
and allow them to decay and sink into 
the topsoil. This is the ordinary leaf 
mold we find so frequently in our for- 
ests.—Boston Transcript. 


WE Turnxk So, Too 
Teacher: “In what battle did Gen. 
Wolfe, when hearing of victory, cry, 
‘I die happy’ ?” 
Johnny: “I think it was his last bat- 
tle.’—Boston Transcript. 
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BEVERLY FARMS 


Mr. and Mrs. F. P. Gaudreau have 
returned from a two weeks’ automobile 
trip to Quebec, Canada. 

Miss Isabel Cummings, of Bangor, 
Me., has been visiting friends at Bev- 
erly Farms the past week. 

Mrs. Mary A. Larcom, of Hale st., 
has been visiting her daughter, Mrs. 
Bertha Mackintosh, in. Medford. 

Miss Constance Anderson, of Tor- 
rington, Conn., has been spending her_ 
vacation at Beverly, Farms visiting 
friends. 

The Beverly High school football 
games have commenced and will be a 
strong attraction for many Beverly 
Farms people. 

Mr. and Mrs. James McManus 
moved this week from the McNeil cot- 
tage to apartments in the J. A. May- 
bury house, on Haskell st. 

William T. Cullen has been elected 
as a delegate to present the local brick- 
layers’ and masons’ union at the inter- 
national convention at Cleveland, Ohio, 
next month. 


It is very probable that soon the 
tangled affairs in Ireland will be 
straightened out. Thomas O’Malley, 
a popular employer of the Haven es- 
tate for years, has gone over there on 
a visit. 


The Beverly Teachers’ association 
has selected Miss Elizabeth Harding 
as chairman of the entertainment pro- 
gram committee, which has already 
planned two: public entertainments for 
this year.: 

Petitions are being circulated to 
place the two-platoon system in the 
Beverly fire department, the article to 
be put upon the ballot at the state elec- 
tion. The question came up last year, 
but was defeated at the polls. 


At the last meeting of the Beverly 
school board it was voted to open the 
evening schools on Nov. 4. Miss Wil- 
helmina Peterson, principal of the Bev- 
erly Farms school, was named a super- 
visor of Americanization work and 
was granted a leave of not exceeding 
three half days a week for field work. 
The matter of transportation of the 
Beverly Farms High school pupils to 
Beverly by motor bus was considered. 
The legal aspects of the question will 
be looked up and a canvass of the pu- 
pils as to their preference—train or 
bus—will probably be made. 
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Poultry and Game 
Eggs and Butter 
Fruit and Berries 
The Best Quality 


BREWER’S MARKET 


H. L. Morritt. & Co., Inc., 


Successors to Walter P. Brewer 


Meats and Provisions 


Orders; Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


Telephone 133 


; Telephone 9-W 
i CENTRAL SQUARE GARAGE 
John A. Trowt and John J. Murray, proprs. 
BEVERLY FARMS 
AUTOMOBILE REPAIRING 
SUPPLIES AND SUNDRIES 
Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 


Murdock MacDonald is reported as 
improving from his illness the past two 
weeks with bronchial pneumonia. 

Born, Sept. 18, a son to Wm. M. 
and Irene M. Blanchard, of 39 Es- 
sex st., Beverly, formerly of Beverly 
Farms. 

Edmund L. Knowlton, clerk at the 
Beverly freight office of the Boston & 
Maine R. R., is enjoying a week’s va- 
cation. 

Mrs. Thomas D. Connolly, Oak st., 
has returned from a pleasant vacation 
trip to New York and Canada. Her 
daughter, Mrs. George Dean, of Man- 
chester, accompanied her. 


Dr. and Mrs. Fred Desmond (Muri- 
el Publicover), who since their mar- 
riage have lived at Beverly Farms, 
will reside in Beverly. They have 
leased apartments on Fayette st. 


At the sessions of the Beverly 
Board of Registrars Beverly Farms 
women continue to add many names to 
the voting list. This means that a 
large number of local women will be 
qualified to vote in the presidential and 
state elections in November. 


In the recent drive for funds for the 
Beverly hospital the Beverly Farms 
team under the leadership of Frank I. 
Lamasney, whose group leaders were 
Mrs. Henry L. Mason, Gregory P. 
Connolly, 2d, Alfred Moffitt, Howard 
A. Doane, Miss Rebecca Appleton and 
Arthur A. Woodbury, turned in the 
splendid total of $4306. This does not 
include many subscriptions made from 
the Beverly Farms section directly to 
the executive committee. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 
Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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Have Your Prescriptions 
Filled at 


DELANEY’S 
Apothecary 


Corner Cabot and Abbott Streets 
BEVERLY 


We keep everything that a good 
drug store should keep. 


W. H. CAMPBELL 


(Formerly of Beverly Farms) 


Harness and Stable 
Supplies 


% 
Automobile Accessories 
Harness Repairing a Specialty 

Agent for McClaren Tires 
9 ABBOTT ST., BEVERLY 
Telephone 126 


Last Friday evening a large party 
of young people gave a pleasant sur- 
prise party to Maland McDonald, at 
his home on Oak st., and presented 
him with a fountain pen. He expects 
soon to move to his new home on Bi- 
son st., Beverly. 


Isabella Dallachie, 67 years, wife of 
Charles Dallachie, died at her home, 6 
Haskell st., Sunday, after a short ill- 
ness. She was born in Liverpool, 
England, and was well-known in this 
Beverly. Besides a husband, she leaves 
a daughter, Agnes Robertson, of 
Framingham, and two sons, William 
and Charles Dallachie, of Liverpool, 
England. The deacesed, with her hus- 
band, were the caretakers for several 
years at the Q. A. Shaw estate at 
Pride’s Crossing. Funeral services were 
held Wednesday afternoon from her 
late residence. 
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BEVERLY FARMS 


Mr. and Mrs. Ernest G. Thompson, 
of Calais, Me., have spent the past 
week at Beverly Farms _ visiting 
friends. | aa 

Howard P. Williams, building in- 
spector, and his mother, Mrs. Lydia 
Williams, of Hart st., are planning to 
soon take up their residence for the fall 
and winter months at the home of Mrs. 
Annis Larcom, West st. 

Beverly Farms people will be pleased 


to know that Frank Seabury and fam- ; 


ily are to again reside at Beverly 
Farms after an absence of several 
years. They moved into their cottage 
on Tuesday last. 

Following are the dates for sessions 
of the Beverly Board of Registrars to 
qualify new voters who desire to vote 
in the November election: Wednesday, 
Oct. 6, from 10 a. m. to 12 m., and 2 
to 5 p. m.; Thursday, Oct. 7, from 7 to 
9 p. m., and Wednesday, Oct. 13, from 
12m. to 10 p. m. 

Roy K. Patch, tenor, accompanied 
by Guy L..Baker,. -bass; Clarence 
Knudson, violinist; and-Philip Hood, 
pianist—all well-known in musical cir- 
cles—are to give a concert at the Bev- 
erly High school assembly hall on 
Tuesday evening, Oct. 26. An inter- 
esting program is being arranged. 

The Republican city committee, ina 
recent conference with representatives 
of the woman’s division, made plans 
for a series of instructions in voting. 
A regularly equipped polling booth has 
been set up in the aldermanic chamber 
where all information regarding vot- 
ing has been imparted to those who de- 
sired it. 

RECKONING TIME By THE Day oF 
Base Rutn’s Bic Swat 

“No,” declared the young husband 
fervently, “I can never forget my 
wife’s birthday. It falls on the day 


that Babe Ruth made his 28th home 
run.” 
“Sure,” said the shipping clerk. 


“Sure, I had a vacation. I was—lemme 
see—I was away from Babe Ruth’s 
18th to his 28th four-bagger.” 

“Given under my hand and seal,” 
read the lawyer ponderously, “‘on this 
day of Babe Ruth’s 31st home run in 
the year of our Lord 1920,” 

“Detectives are investigating the odd 
disappearance of William Woggles,” 
thus a police report. “Mr. Woggles 
was last seen on the day of Babe 
Ruth’s 29th home run, or, according 
to the old form of reckoning, on July 
15.°—Leslie’s W eekly. 


Memory tempers prosperity, miti- 
gates adversity, controls youth, and 
. delights old age-—LactTanTIUs. 


Whoever serves his country well has 
no need of ancestors—VOLTAIRE. 


WeEbDDING AT BEVERLY Farms oF Miss 
ELEANOR R. CONNOLLY AND 
Dennis F. SHEEHAN, JR. 


A wedding of. considerable interest 
to Beverly Farms people was solem- 
nized Wednesday morning at St. Mar- 
garet’s church, Beverly Farms, when 
Miss Eleanor Rosemary Connolly, 
oldest daughter of Mr. and Mrs. Greg- 
ory P.. Connolly, of Everett st., was 
united in marriage to Dennis Francis 
Sheehan, Jr., son of Mr. and Mrs. 
Dennis F. Sheehan, of Brookline, for- 
merly of Roxbury. 

Rev. Fr. Arthur Connolly, of Jamai- 
ca Plain, cousin of the bride, who also 
married the bride’s father and mother, 
was celebrant. Fr. Connolly was as- 
sisted by Rev. Fr. Maney, of Dexter, 
Me., as deacon, and Rev. Fr. James 
Downey, sub-deacon. 

The bridal party entered the church 
to the strains of the bridal chorus from 
Lohengrin, played by the organist, 
Miss Margaret Cannon, who also 
played Mendelssohn’s wedding march 
as the party left the church. 

The bride entered on the arm of her 
father, who gave her away in mar- 
riage. She wore a white, satin gown, 
cut en train and with pearl trimmings. 
She carried a shower bouquet of white 
lilies of the valley and bridal roses, and 
wore a yeil, the cap of which was made 
of Belgian lace, trimmed,with orange 
blossoms. 

Miss Elizabeth Sheehan, sister of 
the groom, attended the bride. Miss 
Sheehan wore orchid silk with tulle 
trimmings, a large grey hat, and car- 
ried orchid chrysanthemums, 

Miss Mary Connolly, younger sister 
of the bride, acted as flower girl. Miss 
Connolly carried a large basket of 
sweet peas, and wore a blue georgette 
dress over blue silk, with a black hat. 

The best man was Thomas D. Con- 
nolly, brother of the bride. James and 
Stephen Connolly, Joseph and William 
Sheehan were ushers. 

During the ceremony Mrs. Marie 
Kelleher, of Beverly, sang “Ave Ma- 
ria” and “O, Promise Me.” 

A reception, to which 200 were in- 
vited, was held at the home of the 
bride’s parents immediately following 
the ceremony. The house was beauti- 
fully decorated with cut flowers and 
palms. In the receiving line were Mr. 
and Mrs. Dennis F. Sheehan, Mr. and 
Mrs. Gregory P. Connolly, the bride 


and groom, Miss Elizabeth Sheehan 


and Thomas D. Connolly. . 

Amid a shower of confetti Mr. and 
Mrs. Sheehan started on their wedding 
trip of a few weeks in the White 
Mountains and Quebec. Upon their re- 
turn they will reside in the McNeil cot- 
tage, Beverly Farms. 

The couple were generously remem- 
bered by many friends and relatives 
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1 S.A. Gentlee & Son 


S: A. GENTLEE 
TEL. 893-W. 


Cc. H. GENTLEE 
TEx. 893-R. 


~ UNDERTAKERS | 


277 CABOT STREET 


Beverly 
Tel. 480 


Calls Answered Anywhere 
Day or Night 


with gifts of furniture, 
glass, money and china ware. 


silver, cut 


SENATOR WARREN G. HARDING'S 
NEWSPAPER CREED 
(Instructions given to every reporter and 
writer on the Marion, O., Star) 

Remember there are two sides to ev- 
ery question. Get them both. 

Be truthful. Get the facts. 

Mistakes ‘are inevitable, but strive 
for accuracy. I would rather have one 
story exactly right than 100 half 
wrong. 

Be decent, be fair, be generous. 

Boost—don’t knock. 

There’s good in everybody. Bring 
out the good in everybody, and never 
needlessly hurt the feelings of any- 
body. 

In reporting a political gathering 
give the facts, tell the story as it is, 
not as you would like to have-it. Treat ' 
all parties alike. 

If there’s any politics to be played 
we will play it in our editorial columns. 

Treat all religious matters reverent- 
ly. 
ety it can possibly be avoided never 
bring ignominy to an innocent man or 
child in telling of the misdeeds or mis- 
fortunes of a relative. 

Don’t wait to be asked, but do it 
without the asking, and, above all, be 
clean and never let a dirty word or 
suggestive story get into type. 

I want this paper so conducted that 
it can go into any man’s home without 
destroying the innocence of any child. 

—WarREN G. HaArpDING. 


‘ A good word is an easy obligation, 
but not to speak ill, requires only our 
silence, which costs us nothing—T11- 
LOTSON. 


The winds and waves are always on 
the side of the ablest navigators.— 
GIBBON. 


Method is the arithmetic of success. 
--H..W.. SHAW. 
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CHURCHES 


Along the North Shore 


MANCHESTER 


Emmanuel Episcopal, Masconomo 
st. Services every Sunday at 10.30. 
‘Holy Communion Ist and 3d Sun- 
days in the month at 11.30. Other 
Sundays at 8 a. m. 


Orthodox Congregational, Rev. F. 
W. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 
school closed for summer vacation. 

- Will reopen Sept. 12. Prayer meet- 
ing, Tuesday, 7.45, in the chapel. 


Baptist Church, Rev. Herbert E. 
_Levoy, pastor. — Public worship, 
~ 10.30 a. m.; Bible school, 12, in the 
‘vestry. Men’s class, 12, auditorium. 

Junior and Intermediate societies, 
3.30. Y.P.S.C.E. meeting, 7. Evening 
service, 8. Gospel Laymen’s league, 
Wednesdays, 8 p. m. Prayer meet- 
ing, Friday evening at 8. Com- 
munion first Sunday in the month. 
All seats free at every service. 


Sacred Heart Church, Rev. W. 
George Mullin, rector. Sunday 
masses—7, 9 and 10.30 a.m. Week- 
day mass, 7.30 a. m. Sunday eve- 
ning devotions at 8 o’clock. 


BEVERLY FARMS. 


St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Holy Communion at 8, morning ser- 
vice and sermon at 10.30. Bible- 
story classes for children every 
Tuesday and Thursday, beginning 
July 6. 

Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.45. 
Bible school at 12. Y. P. S.C. E,, 
7.15 p.m. Evening worship and ser- 
mon, 8. Communion service the 
first Sunday in the month. Mid- 
week service, Wednesday at 8 p.m. 

St. Margaret’s, Rev. Nicholas R. 
Walsh, rector. Sunday masses at 7, 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
‘Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p.m. 


MAGNOLIA 


Union Congregational, Rev. Wal- 
ter S. Eaton, Ph.D., pastor. Sun- 
day morning worship with sermon, 
10.45; evening worship with sermon, 
8.15. For other notices see news 
columns, 


He who thinks he can find in him- 
self the means of doing without others 
is much mistaken; but he who thinks 
that others cannot do without him is 
still more mistaken—lDLa RocHEFoU- 
CAULD. * 


It is better to have a lion at the head 
of an army of sheep, than a sheep at 
the: head of an army of lions——DE 
For, 


TOWN NOTICES 


MAGN Colt eS ae 


NOTICE 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 8 o’clock. 


SAMUEL L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


TOWN TREASURER’S NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a. m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

EK. P. STANLEY, 
Treasurer and Collector. 


SCHOOL NOTICE 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 

SCHOOL COMMITTEE. 


How to Mount Puoto Print WITH- 
out BUCKLING 


How many times have you pasted 
down a paper or mounted a print to 
find that when it dried it had buckled 
disappointingly? The Scientific Amer- 
ican gives the following instructions as 
to how to avoid this difficulty : 

“Keep the mount flat and with a 
small wad of cotton wetted in clean 
water, slightly dampen the approximate 
area to be covered by the print. Cover 
the back of the print with paste—pref- 
erably arabol—smooth and thin. Ap- 
ply the print to the mount, and with 
aid of a paper blotter and a small roller 
smooth the print from its center out- 
ward. No paste will appear outside 
the limits of the print; any dampness 
exceeding these limits will evaporate. 
Any paper shreds left by the blotter, 
etc., may be wiped clean from the 
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FOREST WARDEN NOTICE 


This is to inform the public that I have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
have appointed the following as my depu- 
ties: 

LORENZO BAKER 
ISAAC P, GOODRIDGE 
JOHN F. SCOTT 
JACOB H. KITFIELD 
JOSEPH P. LEARY 
ALLEN S. PEABODY 
ARTHUR S. DOW 
PATRICK J. CLEARY 


PETER A. SHEAHAN, 
Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 


Applications for the removal of the 
contents of cesspools and grease traps 


‘should be made to S. A. Sinnicks. 


Per order the Board of Health: 
WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NOTICE 


The regular meeting of the Park Board 
will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 
the following week. 

MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 


The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 

Per order, 

MANCHESTER WATER BOARD. 


print’s surface with the same damp 
wad of cotton.” 


Nervous passenger (during the 
thunderstorm) — “Ain’t it dangerous 
to be on a street car when it’s light- 
ning so?” 

Calm Passenger—“Not at all. You 
see the motorman is a non-conductor.” 

The nervous one felt easier.—Tole- 
do Blade. 


Every man should know something 
of law; if he knows enough to keep 
out of it, he is a pretty good lawyer.— 
H. W. SHaw. 


HIS LITTLE WIFE 


She measured out the butter with a very 
solemn air; 

The milk and sugar also; and she took the 
greatest care 

To count the eggs correctly, and to add 
a little bit 

Of baking powder, which, you know, be- 
ginners oft omit. 

Then she stirred it all together, and she 
baked it for an hour; 

But she never quite forgave herself for 
leaving out the flour. 
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OLIVER T. ROBERTS 


7 


WILLIAM HOARE 


ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty ie. 
Particular Attention Given to Jobbing 


MANCHESTER-BY-THE-SEA 


Telephone Connection ~- 


ESTABLISHED 1876 


INCORPORATED 1903 


ROBERT ROBERTSON CO. 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 
Brverty, BeverLy Farms, MANCHESTER AND Hamitton, Mass. 
Connected by Telephone 


J. M. Publicover 


W. B. Publicover 


PUBLICOVER BROS. 


Contractors and Builders 
Special Attention Given to Jobbing, Furniture Repaired, Etc. 


Tel. Con. 
, eS 


SHOP: Off High st, BEVERLY FARMS 


P. O. Box 74 


JOHN F. SCOTT 


Shop and Office, 112 Pine St. 


Plumbing and Heating | 


Personal attention given to all work 
35 years’ experience 
Tel, 12 


Manchester-by-the-Sea 


Tel. Beverly Farms 130 


Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


BEVERLY FARMS, MASS. 


12 Desmond Ave., 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 


Shop at Pride’s Crossing 


Edward F. Height 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 
Tel. Con. 


MANCHESTER, MASS. 


GEORGE 5S. SINNICKS 
MASON, CONTRACTOR and BUILDER 


Manchester, Mass. 


Telephone 31 


SomEBopy Home 

A bride of a few months was de- 
ploring the treatment of her husband 
to her mother, and between her sobs 
was saying: 

“Vou see, mother, I’ve been married 
only a few months, and George goes 
out nearly every night and leaves me 
all alone.” 


Her mother did her best to comfort 
her. 

“You must not upset yourself, my 
dear,” she said. “How little you know 
of the real trials of life, and little do 
you know what I have suffered. Why, 
your father has never gone out at all.” 


The BREEZE $2 year, $1 six months. 
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WASTE MEANS DESTRUCTION 


QuesTION oF MaAn’s Morat RIGHTS 
TO SOCIETY 


The question of whether a man has 
a right to be wasteful in his habits is 
one not to be settled on the point of his 
own financial ability. The problem 
goes beyond the range of individual re- 
sponsibility. It is a question of a man’s 
moral rights and obligations toward 
society. 

This point, which is exceedingly 
timely in the midst of our present 
widespread indulgence in extravagance 
and luxuries, is brought out very clear- 
ly by S. W. Strauss in his new book 
on thrift, in which he says: 

“Sheer waste is always wrong and 
always will be wrong, because it sim- 
ply is wanton destruction — nothing 
less. 

“Let us clearly understand these 
fundamental truths. When we are 
wasting our resources in any manner 
whatever, either through destruction or | 
through restricted production, we are 
diminishing the margin between sup- 
ply and demand, thus placing heavier 
burdens on the very ones who are least 
able to bear them—the poor and the 
underpaid. 

“Such practices, therefore, deterio- 
rate rather than elevate standards of 
living among the masses of the peo- 
ple, tend to defeat the very purpose 
for which the war was fought, foster 
illiteracy and unrest among the poor 
and encourage autocratic selfishness 
among the powerful. 

“The world today is filled with un- 
rest. Bolshevism has drawn a dagger 
at the heart of civilization. It is the 
autocracy of ignorance and poverty. 
It can thrive only where there is lack 
of education, lack of employment and 
lack of food. 

“No man who is thrifty, who has a 
sum of money laid by, or a small busi- 
ness, or a little home of his own ever 
will be misled by the vagaries of this 
dangerous element. Nothing could 
prepare the way more thoroughly for 
the introduction of Bolshevism into 
America than thriftlessness, because 
poverty and hunger, like birds of evil, 
hover ever near where thriftlessness 
exists.” —Thrift Magazine. 


As THE Twice Is BENT 
“Ts it true that Smith’s wife has left 
him?” 
“Yes, my dear. But what can you 
expect? She was a cook before he 
married her.” —Life. 


“Act well your part. There all the 
honor lies.” 

“Maybe be,” said the press agent. 
“But you can get more publicity by 
wearing a daring costume.” — Louts- 


ville Courier-Journal. 


JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 

ane 
PAINTS, OILS, VARNISH, GLASS 


DresMoND AVE., MancHESTER, Mass. 
Telephone 106-M. 


B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


I >tCrossent: 


Tel. 


Conn. Beverly 


H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 


324 Rantoul St. 
Telephone 1377-M 


BEVERLY 


D. T. BEATON 


Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 
and Heating; Tin, Copper and 
Sheet Iron Worker. 

Tel. 23 - -  ##Manchester, Mass. 
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STULL OOOO UOC 


Telephone 687-W Gloucester 


J. H. MORROW & CO. 


ZUSTARTZ (OT. GLOUCESTER 


PLUMBING 
HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


HUET he 


Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 


MOTT TTT OOO. 


SHUT De 


Es 


Tue Tuirp Eicut Hours 

Eight hours for work, eight hours 
for sleep, and eight hours for—what? 

One-third of each day, one-third of 
life, is at the disposal of every one, 
with a reasonable freedom of choice as 
to what shall be done with it. 

How few of, us realize that here is a 
gold mine in our possession ready to 
be worked. 

Of course, wisdom requires that a 
certain part of this third eight hours 
of the twenty-four be given to recrea- 
tion, and a considerable part of it 1s 
naturally devoted to home affairs and 
the family circle. But even then there 
will be an appreciable amount of time 
to be made special use of, 1f one watch- 
es out for it and doesn’t let it slip by 
unimproved. 

Suppose there is a minimum of an 
hour each day thus available. What 
should be done with it? How can it 
be turned to advantage? How can 
this hour be made sixty golden min- 
utes? 

The answer is largely an individual 
one depending upon many circum- 
stances, Thought, however, can be 
profitab! given to the problem and the 
time shov1l id be used in a definite way 
which will broaden our vision and ex- 
tend our knowledge, thus increasing 
our value and power as members of 
the human family.—Tihe Three Part- 
ners, 


SHEEHAN 


& MURPHY 


Plumbing and Heating Engineers 


Estimates given on new work and alterations. 


to all jobbing. 


Personal attention 


Turning on and off water a specialty 


‘“‘Best quality and workmanship’’ our motto 


SALEM 


2387W 181W-181R 


BEVERY: 


BEVEREEEARMS 


Head office: 260 CABOT ST., BEVERLY 


THADDEUS F. CALL 


First 
Class 


46 WASHINGTON ST. 


PAINTER AND DECORATOR 


All work personally attended to. 


Interior 
and Exterior 
‘“‘To it now.’’ 


(GLOUCESTER 


Our Motto: 
LEL CON: 


HOW LONG AGOSLHEY 
WEDDED 


If he wants her to read aloud and 
she will—they’ve been married one 
year. 

If she tries to make him go out 
alone in the evening, but he just won't 
—under six months. 

lf she tries to make him stay home 
in the evening and he positively won't 
—five years. 

If he talks shop and she listens—un- 
der six months. 

If he says that her mother is an “‘old 
darling” and her father a “brick’’—one 
week. 

If she says that she would lke to 
know his family better—one week. 

If he insists that a friend come out 
home to meet the “best little woman 
in the world”—one month. 

And then if he says, “No, no; I 
won’t bother to phone. The little lady 
will be tickled to death to see us’— 
one month or less. 

If she says that she would like to go 
through that fascinating factory of his 
—three months. 

If she actually goes—one month. 

If he is perfectly contented to sit 
right home by the fire—under one year 
or over 10. 

If she is perfectly 
above—under one month. 

If she is wholly satisfied that the 
man she fell in love with is the man 
she married—a couple of weeks. 

If they play golf together, the full 
18 holes, and arrive at the clubhouse 
smiling—scandal; they aren’t married 
ateall. 2 48h AYWARD BARTLETT in Life. 


contented as 


The measure of a master is his suc- 
cess in bringing all men round to his 
opinion twenty years later —EmeEr- 
SON. 


How Great Men May or May Nor 
HAVE APPEARED TO THEIR 
SPOUSES 


Mrs. Shakespeare—Bill may not be 
much of a playwright, but he is a han- 
dy man around the house. 

Mrs. Milton—John stubbed his toe 
this morning and improvised a canto 

f “Paradise Lost.” 

Mrs. Revere —If Paul spent more 
time at a desk, and less in the saddle, 
he might amount to something some 
day. 

Empress Josephine—Will I ever be 
able to teach Napoleon Bonaparte how 
to handle a knife and fork? 

Lady Raleigh—It was all very well 
for Walter to throw his cloak on the 
ground for the Queen to walk on, but 
now he expects me to clean it for him! 

Queen of Sheba—I wish my hus- 
band would use nice perfume on his 
hair, like King Solomon. 


Mrs. Washington — George has a 
most aggravating habit of hissing 


through This false teeth. 

Mrs. Benedict Arnold — My poor, 
dear husband was a good man and a 
great martyr. 

Mrs. Diogenes—That wretch I mar- 
ried can’t deceive me by saying he lives 
in a barrel—alone! 

Mrs. Columbus — Christopher says 
he wants to go to sea again. Teieel 
sorry for any girl who marries a sail- 
or !—HaroLp SETON in Judge. 


WirHout RHYME OR REASON 
Parent—What is your reason for 
wishing to marry my daughter ? 
Young Man—I have no reason, sir ; 
IT amin ‘love —London O pinion. 


After -all, our worst misfortunes 
never happen, and most miseries lie in 
anticipation BALZAC. 
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) THE LOWESTOFT SHOP From Famous Estates 

y A Superb Exhibition of Objects of Art at 

| No. 85 CHESTNUT STREET The LEONARD 

| BOSTON GALLERIES 

! Our interesting collection of magnificent pieces is 
i A N a | OU ES a glowing tribute to the traditions of Old Boston. You 
i will find rare and interesting examples of early. period 
i Bronzes, Home Furnishings, Antiques, Lamps, Paint- 


ings, English Furniture and many other unusual ob- 
We have decided to combine the jects of art. 
name of our former Manchester shop 
with our own, and in future will call 
our shop The Lowestoft Shop, No. 85 


Chestnut Street. 


Visitors in Boston are cordially invited. 
Consignments solicited for purchase or sale. 


Appraisals and inventories made by expert ap- 
: praisers. 
We have lately received many cases 


from France, England and Spain, 


4 

' 

4 

! 
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' Private Sales at all times. 
containing brocades, china, furniture, 
: 

i 

t 

! 

j 

ce 


LEONARD & CO. 


Established 1816 


glass and silver. 


These are all now on view and your 


inspection is cordially invited. 
46-48 Bromfield St., Boston 


Open Week Days, 9 to 5 Saturdays, 9 to 12 THE. LEONAR DeGALLERIES 


TELEPHONE 81 HAYMARKET 
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See our Store Windows 
during Merchants’ 
Week 


SALEM,MA 


Salem’s Merchants’ Week 
and SALES DAYS 


Tuesday, October 5th, to Saturday, October 9th 


Our official proclamation which signifies the complete readiness of our 
stocks for Fall, and our preparedness to render you a service of broad- 
est helpfulness toward the supplying of your requirements for the new 
season. Excellent values will be offered during Merchants’ Week; 
these will be published in Monday’s Salem News, Oct. 4th. 
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= Plan now to visit WEBBER’S Merchants’ Week = 
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Friday, Oct. 1, 1920 


The residence of Mrs. T. Jefferson Coolidge, Jr., at Coolidge Point, Manchester-by-the-Sea— 
facing the ocean—one of the most delightful summer homes 
in this section of the North Shore 
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Exchange Your Liberty Bonds 


Liberty Bonds from which all coupons have been de- 
tached may now be exchanged for permanent bonds. 


Bonds left at this bank for safe keeping will not be ex- 
changed without a request from the owner that such ex- 
change be made. 


We respectfully request that such owners attend to this 
matter as early as possible. 


Those who have already left bonds for exchange 30 
days previous to this date are requested to call for same at 
their earliest convenience, bringing receipt with them. This 
will confer a favor on this bank and be appreciated. 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


EDWARD A. LANE 


HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 
PAINTS, GLASS and PAPER HANGINGS 


in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
55 SCHOOL STREET Tel. 247-R. MANCHESTER, MASS. 
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WwW. B. CALDERWOOD 


Sirecessor to DAVID FENTON CO. 


BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res. 241-W 


BRIDGE STREET 
MANCHESTER 


AXEL MAGNUSON 


Florist and 
Landscape Gardener 


BEDDING PLANTS 


Telephone 172-R IN GREAT VARIETIES 
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Lehigh Valley Coal Sales Company 


COAL 


Samuel Knight Sons’ Co. 


32 CENTRAL ST. Tel. 202 MANCHESTER, MASS. 
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Right Kind of Indebtedness Stinu- 
lates Effort and is Most 
Beneficial 


Indebtedness has ruined many me» 
and made many. To go in debt for 
transient pleasures, to gratify vani- 
ty, or for things one cannot afford, 
is the height of folly. But the man 
who saves a few hundred dollars and 
uses them as a margin on the pur- 
chase of a home or a little farm, or 
a small business, is likely to profit 
by his indebtedness in the long run. 
Many a comfortable home has been 
paid for in 10 or 12 years with mon- 
ey that otherwise would have gone 
to pay rent. 

The right kind of indebtedness 
stimulates effort, promotes economy, 
and not infrequently, when the debt 
hangs over the home of a young fam- 
ily is exactly the right training in 
self-denial and saving. In safe- 
guarding the home or the farm, 
many a family has established hab- 
its of thrift that have insured finan- 
cial success later in life. 

Debt is not a thing to fear or 
shrink from when incurred on a 
proposition that meets the approval 
of a conservative banker. — Omaha 
Bee. 


<> () (<> () ED () <ED () (<> () ED () ED () ED () D(a () < () D () -D()  () D () e () ( <a () <> () cD 
>) ED (a) ED (ED (DD (ED (ED (ED (ED (ED (SEED () ED (ED () ED () ED 


s 2, 
0) <> <> 04D 0 D> >) () ED () ED () (EE 1) 


A Younc Man APPROACHING HIs 
Boss FOR A RAISE 


The boss asked him how long he had 
been working and he replied one year. 
The boss then said: ‘You will admit 
that in the year just passed there were 
365 days, each day containing 24 
hours. You worked here only 8 hours 
a day, or one-third of a day. This 
makes one-third of a year or 121 days. 
There are 52 Sundays on which you 
did not work; 69 days that you 
worked. There are 52 Saturdays that 
you only worked a half day; this is 26 
full days, and leaves only 43 days you 
came to work. Now last year we gave 
you two weeks, or 14 days, vacation ; 
this leaves 29 days. Now if you fig- 
ured closely you will find that the 
lunch hour we have each day figures 
to 15 days and leaves 14 days you came 
to work. But I will still go further, 
and you will have one day in the whole 
year that you worked for us. But last 
year we were closed on two Jewish 
holidays, so you owe us a day’s wages.” 
The young man grabbed his hat and 
quit the job. 
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A VicTIM OF TERMINOLOGY 


“My father talked me into taking 
this course in domestic science.” 

“And how do you like domestic sci- 
ence ?”’ 

“Well, it looks like ordinary kitchen 
work to me. If my suspicions prove 
correct, | shall drop it and make pa 
buy me a new dress.”—Boston Tran- 
script. 

The greatest nustake you can make 
in life is to be continually fearing you 
may make one. 


THE NORTH SHORE 
BRE KZE eagle 


Breeze Est. 1904. Reminder Est. 1902. 
PUBLISHED IN THE INTEREST of THE NORTH SHORE SUMMER COLONY 
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The Editor is always glad to examine manuscripts suitable for publication. Photo- 
graphs of special interest to North Shore residents also solicited. To secure insertion 
in the next issue of the Breeze-Reminder all reports of social events and items of news 
must be sent in by Thursday morning preceding publication. 


IOC PER COPY $2.00 PER YEAR 
Published Friday Mornings Throughout the Year by the 

S Street 

Telephones NORTH SHORE BREEZE CO. cacirnss ‘uses 


J. Alex. Lodge, Editor 


2 NORTH SHORE BREEZE and Reminder Oct. 8, 1920 
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Your Printing 


okie not be a matter of who will do your 
work at. the lowest price — but who will 
give you the best service — the least trouble. 


Printing is becoming more 
and more a matter of giving 


Constructive Service 
— fess and less, price competition 


That is what the NORTH SHORE BREEZE is doing—it is 
what it is equipped to do—give Constructive Service. 
The plant is equipped to do work of finer grade than 
the ordinary country print shop. It would be impossible ~ 
to produce a weekly magazine like the BREEZE— « 
running into 80-odd pages a week for the summer 
months, with fine illustrations, etc—without the equip- 
ment. Though the business has been established since | 
1904—-17 years ago—most of the equipment has been 
installed within the last four or five years, and the | 

Linotype shown above—the most modern improvement of this wiidertal type-set- 
ting device—was installed last winter. The cylinder press shown below is the last 
word in printing press equipment—a Babcock Optimus— new last spring. Other 
printing and binding equipment, type faces and the many utilities of the modern 
plant, places the BREEZE in a position to handle the production of 


Books, Pamphlets, Reports and Smaller Job W ait 
as well as Publications 
The office is free to take on several 


Weekly or Monthly Publications 


The plant is now installed in a new building—built of concrete, fire-proof, especial- 
ly conceived and sudan for us, oe owned by us. 


Let the BREEZE plant handle your printing. It is equipped especially for Ball cai | 
Pamphlet Printing—but can also look after your smaller needs. 


A telephone call will bring a salesman to your office. Prices given and samples submitted. 


NORTH SHORE BREEZE CO., PrINTERS and PUBLISHERS 


J. ALEX. LODGE, MGR. 
66 Summer Street Teese eae _ MANCHESTER, Mass. 
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SOCIETY Notes 


R. AND Mrs. ANDREW CARNEGIE, 2D, of Manchester 
Cove, are giving a dance for their daughter, Miss Nan- 
cy Carnegie, on Saturday, Oct. 30, at the Essex County 
club. This will be one of the last events of the season, but 
will be well attended, no doubt, for there are many families 
who do not leave the Shore until the first of November or 
later. Mr. and Mrs. Carnegie and family will remain at 
their Manchester estate all the fall, going to Boston in De- 
cember for a few weeks, at the Copley-Plaza, before leav- 
ing at Christmas time for their winter home on Cumber- 
land Island, Fla. 


Oo 3%O 
Mr. and Mrs. George E. Carter, after a long season at 
Magnolia, where they occupied one of the Oceanside hotel 
cottages, are back in Boston for the winter. They have an 
apartment in the Hotel Vendome. 
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Dreand Mrs. J. H. Peeccsiiive have bought the Low 
farm, in Essex, one of the finest of the old farms in that ru- 
ral district, and will develop the place as a private garden 
for family use. The Low farm is in the section of Essex 
where Mr. and Mrs. S. D. Warren have their country 
home, and is only about four miles from the Lancashire es- 
tate at Manchester. 


O20 

S. Parker Bremer and family plan to close their sum- 
mer home on Smith’s Point, Manchester, the 13th of this 
month and return to their Boston home. 


At the Locusts, their country place in Hamilton, last Fri- 

day evening, Mr. and Mrs. Houston A. Thomas gave a 
costume party for their daughter, Miss Marjorie Thomas, 
as a farewell to her young friends, as she is to pass the win- 
ter in Europe. Miss Thomas is a member of the 1919-20 
Sewing Circle, and several other members were guests at 


this delightful affair. 


0 ; 

Mrs. George von L. Meyer, who is still at her Hamil- 
ton estate, plans to spend most of the winter in Washing- 
ton with her son-in-law and daughter, the Counselor of the 
Italian Embassy and Signora Brambilla, who have re- 
turned to Washington from the North Shore. Last season 
Signor and Signora Brambilla were among the most hos- 
pitable of all the younger diplomats, having wealth and 
many talents to back it, and this season they will branch out 
considerably, having taken a much larger and more impos- 
ing house. They have just leased the beautiful home of 
Mr. and Mrs. John L. Newbold, 2725 © st. 
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BEVERLY 


WENHAM 


DESIRABLE SHORE and INLAND PROPERTIE 


? FOR SALE 


PRIDE’S CROSSING 
WEST MANCHESTER MANCHESTER MAGNOLIA 
and 


HAMILTON 


T. Dennie Boardman, Reginald and R. deB. Boardman 


56 Ames Bldg., BOSTON 
Branco Orrice, MANCHESTER, A. G. T. Smiru, Local Representative, Tel. Manchester 144-W. 


SOCIETY NOTES 


MPORTANT among the society events of the autumn in 

which North Shore folk are interested, is the wedding of 
Miss Héléne Whitehouse and Charles C. Walker, at Mt. 
Kisco, N. Y., on Saturday, Oct. 23—two weeks hence. 
Many: North Shore people—relatives and friends—will go 
to Mt. Kisco for the wedding. The ceremony will be per- 
formed in the little chapel, near the country place of the 
parents of the bride to be. A reception will follow at 
“Ridgewood,” the Whitehouse estate. Mr. Walker and his 
bride will make their year-round home at “Highwood,” 
which is among the largest and most attractive country es- 
tates in the Manchester section,—in fact, on the entire 
North Shore. 


O20 

Oswald Kunhardt came over from New York last 
Saturday to spend the week-end as the guest of Mr. and 
Mrs. Charles B. Taylor, the parents of his fiancée, Miss 
Marcia Taylor, at their summer home on Smith’s Point, 
Manchester. 


BOSTON members of the North Shore colony such as are 

interested in the activities of the Women’s Municipal 
league, are looking forward to the bazaar to be held under 
the auspices of the league on Thursday, Nov. 4, from 10 
a.m. to 7 p. m., in the grand ballroom of the Copley-Plaza. 
The various departments of the league will be represented, 
as in former years, by appropriaté exhibits and there will 
be tables where both useful and fancy articles will be for 
sale, as well as flowers, fruit, vegetables and dairy products. 
An entertainment during the early afternoon will be in 
charge of Mrs. Robert Treat Paine, 2d, Mrs. Bernard C. 
Weld, Mrs. Jasper Whiting and Mrs. I. Tucker Burr. Mrs. 
Francis Sears, Mrs. Robert Potter, Mrs. Ronald Lyman 
and Miss Katherine Abbott form the committee in charge 


of plans for a thé dansant, to be held in the large ballroom 
at 4.30 p. m. 


+9 
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George Nixon Black closed his summer home on 
Smith’s Point, Manchester, this week and returned to his 
Boston house, 57 Beacon st. 


Your printing needs can be very promptly and care- 
fully taken care of at the new plant of the Nort SHoreE 
BREEZE, 66 Summer st., Manchester. Especially well 
equipped to handle book and pamphlet work, such as an- 
nual reports, directors’ reports, etc. Telephone 378 Man- 
chester; representative will call anywhere in Boston or 
vicinity. adv. | 
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BEVERLY FARMS 


IPSWICH 


Established 1845 


NORTH SHORE BREEZE and Reminder 


NVESTMENT BANKERS’ ASSOCIATION members and friends 
to the number of between 600 and 700 motored from 
Boston Tuesday to Singing Beach, Manchester, and held a 


clambake as a feature of their convention. This assembly 
of bankers from all over the country displayed a great deal 
of interest as to just what comprised a clambake. The af- 
fair was arranged by the entertainment committee of which 
Robert S. Weeks was chairman, but until these visitors ar- 
rived at the beach they had no true idea of the appearance 
or composition of that New England institution the clam- 
bake. 

From the popular viewpoint the event was very suc- 
cessful, practically the entire convention which has been 
holding its sessions in Boston, motoring to Singing Beach. 
A big tent enclosed the twelve tables at which the guests 
were served and nearly all the 565 chairs were occupied. 

The parties began to arrive by automobile at 12.30, 
and they came in so fast that inside half an hour Beach st. 
was lined with parked motor cars clear back to Masconomo 
st. When they reached the beach they were attracted by 
the process of baking clams and they watched it with deep 
interest. As the red-hot stones were thrown into the bar- 
rels, a basket of clams set on top of the stones, live lobster 
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Orders Promptly Delivered at 


BEVERLY COVE 


thrown on top of the clams, and the whole of it packed 
down with paper and seaweed. 

It was a frolicsome gathering, and it was ludicrous to 
see many of the dignified bankers tumbling in the deep, 
damp sand in an effort to make a home run in the numer- 
ous. games that were staged along the beach. Indoor base- 
balls were used and the men appeared to be thoroughly en- 
joying their fun. Scores of the party had their golf sticks 
and bags with them and golf at the Essex County club was 
indulged in by many. The sky was overcast, but the weath- 
er was cool and crisp and just suitable for a day in the open. 

Oo 2 O 

RUMMAGE SALE Saturday, Oct. 16, at Beverly Farms 
village, near the postoffice, for the benefit of St. Margar- 
et’s Catholic church. 

Donations of clothing, furniture, ornaments, fresh 
vegetables, fruit, cake, candy, jellies, preserves, fresh chick- 
en and fowl, etc.; are earnestly solicited and will be most 
gratefully received. 

Articles may be sent to the rectory of the church, at 
Beverly Farms, or in the case of perishable articles may be 
sent after 9 o’clock in the morning directly to the room in 
which the sale will be held. adv. 


ONE-DESIGN 13-FOOTER STRIKES POPULAR FANCY 


Manchester Y. C. Originated This Class with Thirty 
Boats Already Ordered — Others will be Built 


By Georce S. Hupson 
Yachting Writer of Boston Herald 


EXT season should see a swarm of one-design sailing 

tenders of inexpensive build at most every resort along 
the North Shore, and for that matter, up and down the bay. 
How much beyond these waters this little craft will fare 
cannot be said, offhand, yet it would seem that the boat is 
certain to catch the popular fancy and come to be known as 
the white-winged flivver. 

This boat, 13 feet long and as flat as a pancake, is of 
simple construction, and will cost $90, fully equipped; that 
is, with a single sail, probably of leg-o’-mutton type; row- 
locks, rudder and a pair of oars. Centreboard, of course, 
with two planks to the side, country pine being used in con- 
struction. 

The idea originated with members of the Manchester 
Yacht club, who believe that the time has arrived when boys 
should get afloat, to assure yachting a substantial following 
in the years to come. These tenders are expected to appeal 
to grown-ups as well as boys, will not cost much for up- 
keep, and may be hauled ashore or on the club float instead 
of being placed on moorings, as would be the case with a 
larger and more heavily constructed craft. 

Already 30 tenders have been subscribed for, and J. 


G. Alden, of State st., Boston, the designer, says he would 
not be surprised if 100 were built and delivered by the time 
next season opens. * * * * * Experienced skiff builders 
ought to be able to turn out such boats quickly, as compared 
with time required to build sail craft of more elaborate con- 
struction and nicer finish. * * * * * The price of the com- 
plete boat is very reasonable when judged by cost of labor 
and material, that have more than doubled. 

__ Not so long ago, but it seems ages to some of us, a 
sailing skiff of the Amesbury type, strong, safe and with a 
bit of varnish to give it character, proved a good, all-round 
craft for river and lake, and there are scores of medium- 
sized yachts today that make no apology for the plebian 
skiff at end of a towline. 

When a round-bottom yacht tender sets one back as 
much as $10 or $12 a foot, the flat-bottomed affair that will 
not upset when a heavy person steps on the gunwale or shy 
if one’s weight is disposed unexpectedly at bow or stern, is 
much to be desired during the period while we are waiting 
for the cost of boating material to come more in keeping 
with the fund set aside for the king of sports. 

Almost every yacht club in this locality is “talking up” 
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an inexpensive one-design boat for next summer, several 
clubs having undertaken the venture with admirable suc- 
cess. Madest one-design boats may be responsible for fall- 
ing off in number of starters in large classes—this being 
particularly noticeable with the Quincy Yacht club, where 
a dozen 15-foot cats were in commission the past summer 
to the detriment of the once-famous class D, made up of 
catboats ranging from 20 to 25 feet waterline and spreading 
a cloud of sail. 

There’s no getting away from the fact that the “kit- 
tens” knocked the wind out of class D, mainly because they 
do not require a numerous crew, and may be got ready ina 
few minutes and snugged up again just as quickly. 

One owner of a 15-footer explained the going to seed 
of class D as “too much work and difficulty in keeping a 
crew together.” He enjoyed the small cat because all he 
had to do was “jump aboard and be sailing in three min- 
utes.” Quite often one hears a yachtsman remark, when 


asked why he does not go for a sail, 
get the boat ready.” 

The one-design, costing in vicinity of $100 or $200, 
serves every purpose as a kindergarten, and may be entrust- 
ed with youngsters not overcautious when the bottom comes 
pretty close to the surface. A mishap, such as striking’ a 
rock, does not entail much of a bill for repairs in these 
shoal-draught boats, which, as a rule, may be safely navigat- 
ed in a foot or two of water, providing, of course, there is 
no slop to drop heavily on them or submerged dangers. 

At Marblehead, during the mid-summer series, fully 
50 boats were raced by crews whose ages averaged under 
20. Next August, should the series take place, many will 
be found in larger yachts. There were many one-design 
classes represented in the mid-summer series and the spirit 
of rivalry was very keen. It is noted, also, that clubs en- 
rolling popular one-design classes are the liveliest and fully 
as well able to make both ends meet. The one-design idea 
is well worth the experiment, anyway. 


“Tt’s too much work to 


New Class of Racers for Annisquam Next Year 


NNISQUAM YACHT CLuB will have a new class of racers 

to be added to the bird, cat and dog boats next season— 
a V-bottom knockabout of 20 feet waterline, designed by 
Harry L. Friend of the club. 

These boats are to be “Marconi” rigged. Their prin- 
cipal dimensions are 26 feet over all, 20 feet waterline, 74 
feet beam, 34 feet draft, with 300 pounds of outside iron 
ballast. The hollow mast will be 36 feet in length, and the 
boom 164 feet. They will have cockpits ten by five feet 
with a freeboard at the bow of two feet and 15 inches at 
the stern. The total sail spread will be 325 square feet. 

Nicholas Montgomery at Riverdale has the contract 
to build the boats, which will cost between $800 and $900, 
and to.date four boats have been ordered. They are for 
the following members: Henry G. Guild, Frederick Ayer, 
& Russell Smith and Harry L. Friend. Before the 1921 


season opens it is expected by those interested in the class 
that there will be 10 to a dozen boats built. 


HE WepDING at Reading, Thursday of last week, of Miss 

Priscilla Davies, daughter of Mr. and Mrs. J. W. Davies 
of that town, and Stephen Paine, son of Mr. and Mrs. Wm. 
A. Paine, of 409 Commonwealth ave., Boston, and Swamp- 
scott, 1s of interest to the many friends and family connec- 
tions of the groom on the North Shore. After a wedding 
trip which will take them to Panama and Costa Rica, Mr. 
and Mrs. Paine are to make their home at 43 Beach Bluff 
ave., Swampscott, near ‘““The Farm,” the summer home of 
Mr. Paine’s parents: 
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Call Mrs. Burnham, Y® Rogers Manse, Ipswich 
Lobster and chicken dinners; also a la carte service. 


We carry a very complete line of all the popular makes of Tires and Tubes. 
about the attractive plan we have to offer when you have old, worn 
out casing to turn in towards new tire 


We stock a full line of Automobile Accessories; also Oils and Greases 
Save money on the gasoline you use by purchasing one of our 100-gallon books 
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Let us tell you 
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Card Tables 
Folding Chairs 
Gold Chairs 


BOSTON: Mass. Chambers 


rs. IrA Netson Morris left Manchester Tuesday for 
New York, where she will remain a short while prior to 
sailing on the Aquitania to join her husband, Ambassador 
Mr. Morris sailed some 
weeks ago, but Mrs. Morris remained here so as to see her 
daughter start on her work at Wellesley, and her son back 
1o his studies at Southboro. The family will return to the 
North Shore next year, and will again come to the McMil- 
“Eaglehead,” at Manchester. 


Morris, in Stockholm, Sweden. 


lan estate, 
oO 20 


Mr. and Mrs. J. R. McGinley will remain at Manches- 
ter well along into the autumn, going to New York, where 


LIBRARY NOTES 


New Books in Manchester Public Library 


One of the most readable of the 
books of reminiscences recently pub- 
lished is “My Twenty-Five Years of 
American Politics,’ in two volumes, 
by Champ Clark, former Speaker of 
the House of Representatives. His 
experiences are related in a free and 
easy manner and make very pleasant 
reading. We are given a view of 
American politics by a man who had 
an active part in making American po- 
litical history. It is not necessary to 
agree with the views of the writer to 
be charmed by the way they are told. 


An autobiography, one of the most 
fascinating of recent years, is entitled 
“The Americanization of Edward 
Bok.” He was editor of the Ladies’ 
Home Journal for thirty years. He 
came from Holland when six years of 
age. Not the least interesting part of 
the work is the story of his early 
struggles to make his way in life. 

We have just received at the library 
the second volume of “The United 
States n the World War,’ by John 
Bach McMaster. The first volume 
narrated events up to April, 1918. This 
volume has to do with the fighting of 
our troops in France. The historical 
data in this work is the best to be ob- 
tained at the present time. 


Archibald Marshall, the author of 
“Exton Manor,” “Sir Harry” and oth- 
cr popular novels, has written a book 
of travel, “A Spring Walk tn Prov- 
cnee.’ You will surely enjoy this 
walk through the most beautiful re- 
gion of Southern France, with Archi- 
bald Marshall as guide. The book is 
well illustrated. 

“Cape Cod and the Old Colony,” by 
Albert Perry Brigham, comes at a very 
opportune time, for in this, the ter- 
centenary year of the landing of the 
Pilgrims, we should know more than 


W. J. CREED, Caterer 


Private Waiting 
TELEPHONES: 
Back Bay 3040, Beverly 765 


in New York. 
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Weddings 
Teas and 
Dances 


East Corning St., BEVERLY COVE 


they have an apartment at 521 Park ave., for the winter. 
Mrs. McGinley and daughter, Mrs. Norman Mackie, mo- 
tored to Worcester the first of the week for a short visit 
with the oldest daughter of the family, Mrs. Lucius J. 
Knowles, and family. Mrs. Mackie and’ two children—a 
little 4-year-old daughter, and a 6-month-old son, will leave 
Manchester next week. They will have a house at Rye, N. 
Y., this winter so as to be close to Mr. Mackie’s business 
It is understood that Captain Cyrus Miller 


and Mrs. Miller (nee Lois McGinley) will go to the Orient 


this winter, as Captain Miller has been transferred from the 
training school at Newport. 
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Fiction 
Captain Unafraid Smith 
Cavanagh, Forest Ranger Garland 
Children in the Mist Martin 
Danger! Doyle 


Dedham Hard 
Dorothy Dainty at the Stone House 


Malet, Lucas 


' 

! 

i 

i 

( 

{ 

! 

} Brooks 
¢ Flower of the North Curwood 
{ Girl on the Hill Top Gambier 
i Gus Harvey C. lL. Smith 
« Hannah Bye Morris 
j Harriet and the Piper Kathleen Norris 
{ Hidden Spring Kelland 
= Hope Chest Luther 
] La Chance Mine Mystery Carleton 
’ Leerie Sawyer 
- Lone Scout Carter 
{ Mae of Placid Longstreth 
j Man with the Three Names) MacGrath 
> Mary Marie E. H. Porter 
j Paradise Mystery Fletcher 
j Patsy Carroll in the Golden West 

5 Gordon 
‘ Planter, The Whitaker 
} Rachel Fitzpatrick Poore 
¢ Ramblin’ Kid Bowman 
! Resurrection Rock Balmer 
§ Santa Fe’s Partner Janvier 
= Sarah and her Daughter Pearl 
{ Settler, The Whitaker 
4 


Books Added to the Manchester Public Library in Aug -Sept. 


Tamarisk Town Kaye-Smith 


This Side of Paradise Fitzgerald 
Thread of Flame Basil King 
Top of the World Ethel Dell 
Vanishing Men Child 
Wall Between Bassett 
What’s the World Coming To? 

Hughes 
When Love Flies Out O’ the Window 


Merrick 
Coolidge 
Young 


Wunpost 
Young Physician 
Non-Fiction 


y 
: 
: 
! 
: 
Across the Great Saint Bernard . | 
\ 
! 
! 
i 
: 
i 
| 
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Sennett 
Advance of Woman Christie 
Austria-Hungary Mitton 
Bulgaria Fox 
Cruise of the Corwin Muir 
Enslaved Masefield 
From the Thames to the Netherlands 


: Pears 
Hunter’s Camp-Fires House 
Journal from Japan Stopes 
Night Side of London Machray 
South Sea Foam Safroni-Middleton 
Spiritual Voices in Modern Literature 

Davies 
Tramps through Tyrol Stoddard 
Vagabonding through Changing Ger- 


many Franck 
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we do about this part of the old Bay 
State. The author is professor of 
geology at Colgate university, and tells 
us something about the geological for- 
mation of Cape Cod. It has some 35 
illustrations and maps. 

Anybody of a literary turn of mind 
will enjoy “Memoirs of Life and Lit- 
erature,’ by W. H. Mallock. Mr. 
Mallock is one of England’s foremost 
economists. He is a satirist, but a 
very human one. 

Probably the most interesting book 
of travel published last year was 
“Y"hite Shadows in the South Seas,” 
by Frederick O’Brien. It has many 
illustrations from photographs. “South 
of Suez,” by Wm. Ashley Anderson, 
is another book of travel that will ap- 
peal to many readers. This is the story 
of several years’ wandering through 
East Africa by a young American. 

Next week we will call your atten- 


tion to come new works of fiction.’ 


—R. T. G. 
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in Back Bay, Brookline 
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“GIFTS THAT LAST” in 
SHEBRFIELD:BCALE 


The high quality and attractive patterns of our line 
of Sheffield plated ware makes it especially suitable for 
wedding gifts. 


Bread Trays 


Tea Sets 
Sandwich Plates Casseroles 
Ramekins Vegetable Dishes 
Cracker and Cheese Sets 


F. S. Thompson, Jeweler 
THE HALLMARK STORE 


164 MAIN STREET GLOUCESTER 


EBUTANTES of the coming season in Boston society, as 

designated by election to membership in the 1920-21 
group of the Junior league, include some of the North 
Shore’s best-known buds. Among them are Miss Lois Ar- 
nold, daughter of Mr. and Mrs. Edmund Kent Arnold, of 
Manchester; Miss Mary T. Bradley, daughter of Richards 
M. Bradley, also of Manchester; Miss Elizabeth De Blois, 
who was introduced by her parents, Mr. and Mrs. George 
L. De Blois, at a reception at their Ipswich home in August ; 
Miss Eleanor Dodge, daughter of Mr. and Mrs. Robert G. 
Dodge, Ipswich; Miss Florence Fenno, daughter of Mrs. 
L. Carteret Fenno, Rowley; Miss Rose Fessenden, young- 
est daughter of Mr. and Mrs. Sewell H. Fessenden, Cool- 
idge Point, Manchester; Miss Katherine Greeley, daughter 
of Mr. and Mrs. Norman F. Greeley, formerly of Beverly; 
Miss Elizabeth Houghton, daughter of Mr. and Mrs. Clem- 
ent S. Houghton, formerly of Coolidge Point, Manchester ; 
Miss Martha Houser, daughter of Mr. and Mrs. Horace M. 
Houser, of Peach’s Point, Marblehead (and Akron, Ohio) ; 
Miss Charlotte C. Moseley, daughter of Mr. and Mrs. 
Frederick S. Moseley, of Newburyport; Miss Dorothy B. 
Paine, daughter of Mr. and Mrs. William A. Paine, of 
Swampscott ; Miss Isabel DeC. Porter, daughter of Dr. and 
Mrs. Charles A. Porter, Marblehead; Miss Eleanor Seavey, 
daughter of Mr. and Mrs. Walter H. Seavey, of Hamilton. 
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THE STATIONERY SHOP 


We are showing a new and extensive line of 
Novelties for Children’s Parties 


Also Dennison’s Crepe Paper Decorations 


CENTRAL PAPER COMPANY 
290 ESSEX ST. ‘Gi, SALEM 


Bldg. 
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MEETING will be held at the State House next Thursday, 
Oct. 14, at 2.0’clock in the afternoon before the division 
of highways of the Department of Public Works, in regard 
to the proper control and restricfion of billboard and other 
advertising devices. It is very important that this meeting 
should be well attended by those who realize how seriously 
the beauty of our North Shore is marred by the monstrous 
and ugly advertisements which meet us at every turn in our 
beautiful roads. It is hoped that all those interested in the 
restriction of this form of advertising will attend the meet- 
ing. Great interest has been.shown in this matter through- 
out the state and it is earnestly hoped that the North Shore 
will do its part by attendance in person at the hearing. 
Jesse Koshland and family will close their summer res- 
idence on Smith’s Point, Manchester, next week. The Al- 
bert I. Crolls and E. Palmer Gavit and family will also 
close their respective houses next week. 


Women’s Educational and Industrial Union cake may 
be had fresh from day to day at the Page & Shaw Tea 
Room, Pride’s Crossing. adv. 


Your printing needs can be very promptly and care- 
fully taken care of at the new plant of the Nort SHoreE 
BREEZE, 66 Summer st., Manchester. Especially well 
equipped to handle book and pamphlet work, such as an- 
nual reports, directors’ reports, etc. Telephone 378 Man- 
chester; representative will call anywhere in Boston or 
vicinity. adv. 


Tue DIFFICULTIES IN THE War taught everyone the 
necessity of economizing on coal. This sent men to the 
task of studying the sources of power other than those 
from burning coal. The water power of America natural- 
ly received attention immediately. So promising has this 
field become that it has already been dubbed “white coal.” 
The time has come for serious efforts in this direction. 
The results of a satisfactory solution of the problem will 
not only solve the power problem, but will release many 
million pounds of coal for the market. A water power 
league has been organized with a competent president, one 
ofthe leading men of Harvard university, Professor Geo. 
F. Swain. The United States government has already en- 
dorsed the movement and every encouragement will be 
given to any organized effort that will result in the con- 
servation of coal and oil. The development of great elec- 
tric supply centres seems to be the secret.’ If the great wa- 
‘ter power resources of the nation are properly conserved 
it ought to be possible to transmit the created energy in 
the form of electricity many miles to meet the needs of 
-modern business. Once the secret has been discovered and 
applied, progress will be made. 

The New England district appears to be a great area 
for the development of hydro-electric power. New Eng- 
land will be relieved of its dependence upon the coal fields 
of Pennsylvania. Coal will be required, but not in such 
quantities as formerly. This will relieve the railroads of 


one great burden that has frequently caused congestion of 
the lines. The elimination of the profit of the coal car- 
riage to the railroads is negligible, for the economic history 
of nations has demonstrated over and over again the. fu- 
tility of regretting revenues which are due to extravagant 
methods and which are eliminated by progressive methods. 
A readjustment of business conditions will result in a ben- 
efit to all. It is to be hoped that the development of the 
water power of the country may be feasibly undertaken. 
If it is successful this part of the country will profit great- 
ly. 


The sweet calm sunshine of October, now 
Warms the low spot; upon its grassy mould 
The purple oak-leaf falls; the birchen bough 
Drops its bright spoil like arrow-heads of gold. 
—WILLIAM CULLEN BRYANT. 


-Your printing needs can be very promptly and care- 
fully taken care of at the new plant of the NortH Snore 
BREEZE, 66 Summer st., Manchester. Especially well 
equipped to handle book and pamphlet work, such as an- 
nual reports, directors’ reports, etc. Telephone 378 Man- 
chester; representative will call anywhere in Boston or 
vicinity. adv. 

Tne PENALTIES OF THE WAR may be symbolized in 
the sufferings of the presidents of both republics. 
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ésMINISTERE,” the summer home of John Clay and family, 

of ‘Chicago, at Eastern Point, Gloucester, was badly 
damaged by fire which started around the chimney and 
burned a large portion of the roof at 5.30 o’clock Tuesday 
afternoon, causing a loss of about $10,000. Motor appar- 
atus which enabled the firemen to reach the scene in quick 
time after the alarm was given probably averted a total loss. 
The flames were through the roof, when the first machines 
arrived, but water and chemical lines quickly checked the 
progress of the fire, confining it to the upper part, where it 
started. The family were at dinner when the fire was dis- 
covered. The blaze was in the attic and apparently started 
around the chimney. It was blowing a gale at the time and 
the flames spread rapidly, threatening the total destruction 
of the handsome estate. The family silverware, valued ov 
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Golden Thoughts 
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paintings and other valuables were removed from the house. 
O80 
Mrs. Henry Stephens will leave Pride’s Crossing very 


soon, and will spend most of the winter traveling. 
O30 
Mr. and Mrs. Francis M. Whitehouse are among the 
week’s departures from Manchester. They have returned 


to their apartment at 340 Park ave., New York. 


Your. printing needs can be very promptly and care- 
fully taken care of at the new plant of the NortH SHORE 
BrEEzE, 66 Summer st., Manchester. Especially well 
equipped to handle book and pamphlet work, such as an- 
nual reports, directors’ reports, etc. Telephone 378 Man- 
chester; representative will call anywhere in Boston or 
vicinity. adv, 


home Sunday night. The case came 
up in the Salem court Monday morn- 
ing and was held over until Wednes- 
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AUTO SMASH-UP 


GLOUCESTER AND Boston Cars _ IN 
ACCIDENT SuNDAY NIGHT AT 
MANCHESTER 

An auto accident occurred about 
7.30 o’clock Sunday evening near the 
McMillan estate, Summer st., Man- 
chester, in which a Gloucester car was 
considerably damaged by a _ Boston 
car, the latter continuing on its way 
without stopping té ascertain whether 
any damage had been done, it is said. 

Mr. and Mrs. Ernest C. Bishop and 
three-months-old baby, and Mr. and 
Mrs: Harold D. Kilgore and 21- 
months-old son, Harold, Jr., all of 
Gloucester, had a narrow escape from 
serious injury when their car was 
crashed into by a machine from Bos- 
ton, displaying only one headlight, and 
driven by Joseph Piazza, proprietor of 
a fruit store at 16 So. Margin st., So. 
Boston. 

The impact of the collision tossed 
the Gloucester auto completely around 
and off the road on the left side. Mr. 
Bishop and Mr. Kilgore were thrown 
out, the former receiving cuts on his 
face and the latter fracturing his col- 
lar bone. The ladies were pinned in 
the rear part of the car. The Kilgore 
child was thrown out, but apparently 
escaped without serious injury. The 
Bishop baby was shaken up consider- 
ably, but the mother succeeded in re- 
taining a hold on the child and prob- 
ably saved the little one from harm. 


Take a little dash of water cold, 
And a little leaven of prayer, 

And a little bit of morning gold 
Dissolved in the morning air. 


Add to your meal some merriment, 
And a thought for kith and kin; 

And then as the prime ingredient, 
A plenty of work thrown in. 


But spice it all with the essence of love, 
And a tiny whiff of play; 

Let a wise old book and a glance above, 
Complete the well-made day. 
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—Amos R. Wells. 


SS > (> (DD ( ) ERD (><> | > ED (>< (<DD> -<D (a 


Both Mrs. Bishop and Mrs. Kilgore 
were badly shaken up and bruised and 
their clothing torn. 


The Bishop party was returning to 
Gloucester from Reading, proceeding 
along at a moderate rate of speed when 
crashed into by the Piazza machine. 
The Bishop car was damaged to a 
great extent and put out of commis- 
sion. Both front wheels were 
smashed and Jay on the road where the 
crash occurred. 


In the car with Mr. Piazza were 
Anthony Chester, Eva Chester and 
Evangelina Chester, Nancy Spectolla, 
Dominick Capron and Mary Piazza. 
The auto was a Peerless and bore the 


number 193,406. This car and occu- 
pants escaped without injury. 


Dr. Maynard Ladd happened to 
drive his car along the road just as the 
accident occurred and he rendered first 
aid to the injured persons. The ladies 
and children were taken to their homes 
in Gloucester, while the men remained 
to have the car taken to a garage. 


Officer Stoops notified Chief Sulli- 
van of the accident and word was at 
once sent by the Chief to the police of 
Beverly and Gloucester to be on the 
lookout for a car with one light. At 
the Beverly Farms depot Piazza was 
caught and arrested. He was held by 
the Beverly police until Chief Sullivan 
arrived to take him to Manchester. 

Piazza had practically no difficulty 
in obtaining bail and returned to his 


day, Oct. 13.» One of, the serious 
charges on which Piazza is held is that 
of failing to stop after knowingly 
colliding with another car and causing 
damages. 


Boston AvutTorst ARRESTED FOR 


SPEEDING IN MANCHESTER 


George A. Brackett, a contractor re- 
siding on Seaver st., Boston, was ar- 
rested by Officer J. Coen, of Manches- 
ter, Wednesday, on a charge of oper- 
ating his auto at a speed in excess of 
that allowed by law. Officer Coen 
made the arrest on Summer st., Man- 
chester. . . 

Mr. Brackett was taken to the dis- 
trict court in Salem where he paid a 
fine of $10. . 


Auto ACCIDENT IN MANCHESTER 
SuNDAY MornNING 


An auto accident occurred Sunday 
morning between 4 o’clock and day- 
light when a machine driven by Ar- 
thur Drake, of Boston, crashed into 
the stone wall near the Tibbetts place 
on Harbor st., West Manchester. The 
occupants of the car escaped without 
serious injury. 

Chief Sullivan, of the Manchester 
police, was notified of the accident and 
promptly took action. Mr. Drake was 
held on the charge of unlawfully ap- 
propriating an automobile, bail was 
secured and he was allowed to return 
to Boston. Monday morning the case 
was in court at Salem and was con- 
tinued until Wednesday, Oct. 13. 

The car was damaged to a consider- 
able extent. It was taken to the Re- 
gent garage, Manchester, for repairs. 
The spot where the accident occurred 
is a very bad curve in the road, and 
efforts have repeatedly been made to 
widen the road at this point, as many 
near-accidents have occurred at this 
place in the past. 


The right man on the right job finds 
joy in his work. 


All may do what has by man been 
done.—Y ouNG. 
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FANCY CHINA, GLASSWARE and JARDINIERES 


A new complete line of Rozane stone Jardinieres, decorated and attractively 
painted. Sizes from 5 in. to 12 in. 


to renew breakage. 


CHILDREN’S STONEWARE DISHES 


These dishes are just the article for the child to have, including several sets, 
mug in two sizes, cups, saucers and baby plates, in bunny and chicken patterns. 


| OPEN STOCK DINNERWARE 
| 


it is a good plan to buy open stock dinner sets so you will be able | 


J ohn H. Newell’s Dry Goods Store 220-224 Cabot St., Beverly | 


f >) camels n wisn mio | oe ° 


LARCOM THEATRE, BEVERLY 
High Class Pictures — Grand Pipe Organ 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
sales Evenings 5.45 to 10. 30 


66 cookout Hitt,” the summer home of Mr. and Mrs. 

John Hays Hammond, at Gloucester, is being closed 
this week. Mr. Hammond, Miss E lizabeth Hammond and 
Miss Natalie H. Hammond have already gone to Washing- 
ton, and Mrs. Hammond will follow the last of this week. 
On Oct. 20, Mr. and Mrs. Hammond will sail from New 
York for a brief trip to Europe. During the summer, Mr. 
Hammond has finished a book on present-day economical 
questions upon which he has been very busy for a year. 
This will be published early the coming year and will be of 
great interest and value as he has been a close student of 
these questions for many years and is regarded as an au- 
thority. 

_John Hays Hammond, Jr., and Leslie Buswell will sail 
for Europe 6n Oct. 20, and will be absent for several 
months, the trip being taken in connection with the impor- 
tant work which Mr. Hammond is carrying on for our gov- 

ernment at his laboratory on Western ave., Gloucester. 
Mrs. John Hays Hammond has recently purchased the Fos- 
ter summer house on Western ave., near Brookbank, and 
will have alterations and improv ements made during the 
winter so that it will be ready for occupancy another sum- 
mer, and it will be used by friends of Mr. and Mrs. Ham- 


fapne. 
‘ ORO 


Deed has been recorded in the South Essex Registry at 
Salem transferring title from Charles F. Smith, thy of 
Brookline, to James H. Learned, also of Brookline, in the 
property located on the northeasterly side of Ticehurst 


/ 


HOT-HOUSE PRODUCTS 


Meats “ 


WEST ST. I 


S.A PETC VET Eee 


+ 


TELEPHONE 142 BreveRLY FARMS 


Edward H. Lally 


Poultry : 
FRUITS and VEGETABLES 


Deliveries all along the North Shore between Beverly and Magnolia 
and inland to Hamilton and Wenham 


PITTI LULL LULL LLL Looe MUTT TTT O TOOT OOOO TOTO OOOO TOOL COO OO TU eT 


THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 
KODAK DEVELOPING AND PRINTING 


156 Cabot St. Beverly, Mass. 


Tel. Conn. 


TUES 

Latest PopuLtar Music Musica Mpse. 

EMERSON RECORDS QO. R. S. Piano PLAyER Rois 
Greeting Cards of all kinds 


THEO BEY EREYSMOSIC SHOP 


260A Cabot St. (Mrs. Carrie Iu. Morgan) Tel. 596-W, Beverly = 


CEU Een 


SCTE n= 
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lane, Clifton (Marblehead), which comprises nearly a quar- 
ter-acre of land laid out with very attractive gardens and a 
house of eleven rooms with large verandas and sleeping 
porches, from which an unobstructed view of the ocean is 
enjoyed. Mr. Learned will occupy the premises as a sum- 
mer home. The sale was negotiated through the offices of 
Clark & Quiner, of the Tremont bldg., Boston. 


+O 
Hon. T. Jefferson Coolid oe closed his summer home at 
Manchester this week, and returned to his town house, 315 
Dartmouth st., Boston: 


Your printing needs can be very promptly and care- 
fully taken care of at the new plant of the NortuH SHorRE 
BREEZE, 66 Summer st., Manchester. Especially well 
equipped to handle book and pamphlet work, such as an- 
nual reports, directors’ reports, etc. ‘Telephone 378 Man- 
chester; representative will call anywhere in Boston or 
vicinity. adv. 


PT 


BUTTER AND EGGS 


Game 


BEVERLY FARMS 


He 
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ALONG THE CAPE ANN AND GLOUCESTER SHORE 


By Avex. G. TUPPER 


APE ANN.—The arrival of the autumn days and chang- 

ing color on the hills and moors of Cape Ann are giving 

the remaining cottagers much pleasure and, above all, pleas- 

ant days have nice sunshine and warm atmosphere. Bathing 
is still enjoyed on the beaches, particularly last Sunday. 


The Eastern Point golf links are being kept open for 
players and daily there are enthusiasts on the course. Clock 
golf is a popular pastime. . 


Mr. and Mrs. William E. Atwood are remaining for a 
few weeks-longer at their estate, “The Moors,”.at Eastern 
Point, and then they will sail for France, where they expect 
to spend the winter, returning to this country early in the 
spring. 7 : 

Prof. M. W. Jacobus, an Eastern Point summer resi- 
dent, who is dean of the Hartford Theological seminary, 
has purchased a tract of land at Eastern Point, on the boul- 


evard. 


Carl Nordell, the Boston artist, who occupied a studio 
at East Gloucester with his. wife, E. Parker Nordell, who 
is also an artist, is enjoying a sojourn in the White Moun- 
tains. T. V. C. Valenkamph, the marine and landscape 
painter is also with Mr. Nordell, enjoying the trip. Mr. 
Nordell is a landscape painter and he is fond of painting 
trees. The latter will be in glory of color at this time in the 
Mountains. 


—O— ; 
The Sign of the Rudder, on Eastern Point rd., closed 
on Thursday, the Misses Morrill returning to Boston. The 
tea house had a very prosperous season. 


Eugene O’Brien, the movie star, leading man with the 
Selznick Film Company, has been at East Gloucester dur- 
ing the past two weeks with the other members of the com- 
pany acting. Mr. O’Brien is very fond of this section of 
the North Shore, so extremely fond of it, in fact, that after 
being here two years ago, when he took part in “As Ye 
Sow,” the scene laid principally in this locality, he returned 
several weeks ago and spent a few days at the Harbor 
View. Mr. O’Brien is now registered at the Harbor View. 


—o— 

Mrs. Charles Scott, Jr., came on from Overbrook, 
with servants, in the Scott car, this week, for a short stay 
at “Tragibigzanda,” the Scott estate at Bass Rocks. The 
house has been rented during the summer. months. 


=O 
Mrs. Horace Brock has left the Bent bungalow, which 
she has been occupying at Annisquam Point, returning to 
Philadelphia. The bungalow will be remodelled before an- 
other season. 


7 ae 
_ Tracy Hoppin, the artist, and family, have gone to 
Concord for the winter. They occupied their cottage at 
Annisquam for a time, as it was rented to other parties. 


= Po ae . 
John G. Moseley and daughter, Miss Helen G. Mose- 
Jey, left their summer home on Marmion Way, Rockport, 
last Thursday, for Boston. 


Mr. and Mrs. Ralph Fracker, of Manchester, N. H., 
are occupying their cottage for a time on the Headlands, 
Rockport. Judge H. E. Loveren and family, of Manches- 


ter, have been their guests for the week-end. 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


OCKPORT loses one of its most interested and highly’ 

esteemed summer residents in the death of Mrs. Fannie 
B. Law last week in New York city. Mrs. Law only re- 
cently closed her cottage at Emerson’s Point, Land’s End, 
and went to her apartments at the Great Northern hotel in 
New York, where she passed away. Mrs. Law, with her 
husband, came to Turk’s: Head Inn nearly 20 years ago, 
and during the first summer they had planned a house, put 
before it could be erected Mr. Law passed away. His wife, 
however, went on with the plans and an attractive cottage, 
“Lawiston,’ was erected on a ;icturesque section of the 
shore, where Mrs. Law and her son, Gordon E. Law, came 
each season for these many years. Mrs. Law was 70 years 
of age and she had been residing in New York for several 
years, so as to be nearer her summer home on Cape Ann.. 
People of the town of Rockport as well as those of the col- 
ony will regret exceedingly the demise of Mrs. Law. She 
was much interested in St. Mary’s Episcopal chureh in 
Rockport, where she regularly attended service. 

HS VL 


The engagement has been announced of Dr. Octavius 
T. Howe, of Boston, a cottage resident of the Bass Rocks* 
summer colony, and Mrs. Arthur L. Kelley, of Providence, 
R. I. Both are former residents of Lawrence. Mrs. Kelley 
was formerly Miss Lotta Fuller and her daughter, Mrs. Na- 
than S. Schroeder (Mollie G. Kelley), of Englewood, N. J., 
is a well-known cottage resident of the Bass Rocks colony, 
now spending a late season with her family, at the “Farm- 
house” cottage, So-called, near the golf clubhouse. 


—O— a sig 
F. C. Rockwell, of Pasadena, Cal., is having the 
grounds improved about his cottage on the beach road, Bass 
Rocks. ; 


—=p— ’ 
Dr. and Mrs. Arthur N. Broughton, of Jamaica Plain, 
are remaining at their Page st. cottage, with their family. 


3 2g 
Mr. and Mrs. Harold C. Strong,.of New York, are 
spending a late season at their cottage on Page rd., Bass 
Rocks. 


RAP 

Mr. and Mrs. James P. Prince have concluded their 
season’s stay at their cottage on Norwood Heights, Anni- 
squam, and returned to Springfield. 


—<oO— 
Mrs. Frank Endicott, of Chelsea, is occupying Beulah 
Villa, at Diamond Cove, Annisquam. 


—Oo-— 
Mrs. Robert Dewey has departed from the Land’s End 
cottage colony for Northampton, Mo. 


Miss Constance Rulison, of New York, is occupying 
her cottage on Chester sq., Annisquam, for a season. House 
guests are Mrs. Ellwood Worcester and her daughter, Blan- 
dina, of Boston, sister and niece of Miss Rulison. 


—o— 

The Clifford P. Graysons, who have been occupying 
the new Ames cottage at Bay View, since early June, left 
last week for Princeton, N. J., where they will be located 
this winter. 


=o 
Mr. and Mrs. Clarence A. Hight have been entertaining 
for several days Mr. and Mrs. Philip Coyle, of Brookline, 
at the Hight summer home. 
Sh 
Felton Bent and family have closed their summer home 
at Annisquam and returned to Overbrook, Pa. 
ie 


The J. T. G. Nichols’s of Cambridge have closed their 
cottage at Land’s End, Rockport. 


PoLanpd Is Stitx in the war and the Allies are per- 
plexed accordingly. 
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While Motoring Along the North Shore stop at 


SUNBEAM FARM 
and TEA HOUSE 


On the State Road, between Salem 
and Swampscott 


Fresh-Picked 
VEGETABLES 
at Every Morning from 
Sunbeam Tea House SUNBEAM FARM 


uiet Refined Exclusive High-Class 
g 


FRENCH CUISINE DANCING 
Telephone Lynn 7499 


Afternoon Tea 
Luncheons Dinners 


BUSY SEASON DRAWING TO A CLOSE ALONG THE 
SWAMPSCOTT — NAHANT— MARBLEHEAD SHORE 


MARBLEHEAD NECK.—Miss_ L..B...Hood has. re- 
turned to Brookline after a summer at Marblehead 
Neck. Her home has been unusually attractive this year, 
for the gardens have developed and the flowering borders 
along the flagged walk have been wonderfully pretty. 


fal ES 
Mr. and Mrs. Warren K. Emerson and daughters, 
Misses Margaret and Rosamond, have returned to Brook- 
line, after a summer at the Neck. 


Mr. and Mrs. Paul D. Rust and their two children 
have gone to their home on Commonwealth ave., Brook- 
line. 

Francis H. Richards, who had the Claflin house this 
summer, has gone to Boston’ for the winter. 


Mr. and Mrs. James M. Rothwell, of Brookline, who 
have lingered long at the Marblehead Neck shore, with 
their three children, have gone to the city for the winter. 

Mr: and Mrs. Edmund H. Talbot, of the Neck, have 
gone to Boston for the winter. 


= 
Miss Georgia Marsters has closed her house at sine 
Churn and has returned to Cambridge. 
Malcolm Easton and family have concluded a visit to 
the Marblehead Neck shore and are once more in Brook- 
line. 


o~ 

Mrs. Lottie V. Wood, who has for several years so 
successfully conducted the Sea Gull Inn at Marblehead 
Neck, has purchased the house and land from the Dunlap 
family. The house is located nearly opposite the famous 
Churn. 


—o= 

The Hotel Samoset and the Loy!ston are still open at 
Marblehead Neck and many persons are lingering long to 
take advantage of the really fine autumn weather. Several 
of the men who are staying at the Shore are planning to do 
some duck gunning, as for some years back duck have set- 
tled in the quiet water between Flying Point and Tinkers 
Island. 


ae 

Mr. and Mrs. Frederick J. Bradlee, Jr., who have spent 
much time at Peach’s Point, Marblehead, have taken the 
Charles F. Choate house at Southboro for the winter 
months. 


shy es 

Mr. and Mrs. Carl A. de Gersdorff, of Stockbridge, 
who spent last year at the Marblehead shore, celebrated 
their 25th wedding anniversary a few days ago. 


GWAMPSCOTT.—Mr. and. Mrs. Stephen Paine, who 
were married in Reading last week, have gone to the 
Panama Canal zone on their wedding trip and upon their re- 


turn will make their home at 43 Beach Bluff ave., Beach 
Bluff. 


Swampscott summer residents were pained to hear of 
the death, Sept. 28, of Charles A. West, of Little’s Point, 
Swampscott. Although in poor health for some time -Mr. 
West had been able to be about his summer home, which he 
recently built right on the waterfront overlooking beautiful 


Phillips Beach. 


Julius C. Morse, of Boston and Clifton, has recently 
returned from a business trip to Chicago, Ill. 


—o— 

Edgar H. Wrightington, of Boston and Marblehead 
Neck, is a member of the industrial committee of the First 
District committee, Municipal Boston council, Boy Scouts 
of America, which has been this week conducting a recruit- 
ing campaign for scoutmasters in Boston. 

Mr. and Mrs. George H. Perkins and family, of Cam- 
bridge, have returned to their winter home after a long 
summer spent at Marblehead Neck. 


Ste 

Mrs. James H. Gilman, who has been for many years 
a summer resident of Marblehead Neck, has been visiting 
Mrs. Newton Chapin, of Pittsburgh, returning this week 
for the month of October at the ocean. 


—>— 

Mrs. Lucy Pickles, of Melrose, has bought the “Old 
Marblehead Tavern” on Front st. from John F. Nichols 
and George E. Nichols and will renovate and modernize it 
for a dwelling. This house was famous in colonial days as 
a place of convivial gatherings and here the British officers 
used to assemble when their boats were in the harbor. 


—o— 

The wedding of Miss Ruth Benson, daughter of Hon. 
and Mrs. Henry P. Benson of Salem and Marblehead Neck, 
will be held tomorrow from Grace church at 4 o’clock, Rev. 
R. H. Weir performing the ceremony. 


Graydon Stetson, of Marlboro st., Boston, who has 
summered for several years at the Sea Gull, Marblehead 
Neck, and who is one of the leading lights in the Webb 
Foot Crew of the Eastern Yacht club, has been chosen vice- 
president of the Amateurs, who will open their 14th season 
in Whitney hall, Brookline, in December. 


Walworth Pierce, of the S. S. Pierce Co., Boston, has 
moved with his family to Boston. 


Tue EstaBLISHMENT OF A CIVILIAN commission to 
manage professional baseball will take that manly sport out 


of its present slough. 


AMERICA IS PLEASED with the honor which Pershing 
has received from the French government as general in 
charge of the American forces in France. The decoration is 
more than a personal tribute to the ability of General Per- 
shing. It is the official way in which France pays honor to 
the official representative of the army of the United States 
‘and of the American people. 


Tue Position WHicH HERBERT Hoover has taken in- 
dicates fairly the spirit and position of the independent 
voters of the uation. He has abandoned the Democratic 
party under the present conditions for the Republican party 
because he feels that the Wilson regime has failed in its re- 
construction policy. He will endorse and support the Re- 
publican campaign in the present year. Mr. Hoover’s well- 


known independent position, his high place in the Wilson 


administration and his favorable mention for the nomina- 
tion from both parties as.a presidential candidate, make his 
views important. His opinion reflects the attitude of many 
who have been staunch Democrats and who will vote as in- 
dependents this year,—not as Republicans. 
can party will have the support this year of the united Re- 
publicans, including the Progressive voters within the or- 
ganization. It will also have the aid of the independent 
voters who reserve the right from year to year to select the 
“best man,” irrespective of party allegiance, and the Dem- 
ocratic element that is dissatisfied with the present condi- 
tions and wish, at least, to dethrone the present powers. 
The result is easy to foresee. The Republican party will 
win without a question of a doubt. Over-confidence, how- 
ever, will be fatal, for the influence of such a spirit in the 
ranks of the Republican party may endanger many elec- 
toral votes. So, with victory ahead, the nation awaits the 
change of powers. The shame of the present conditions is 
the failure of the nation to rise to the situation and begin its 
reconstruction policy boldly and expeditiously. In this the 
party in power has failed and the voters of the nation will 
assert their will for a change. 


CourTESy 1s AN ASSET IN LiFe. It costs much. Sin- 
cerity, thoughtfulness, .ability of mind and will, sagacity 
and self-effacement are required if one is to be truly cour- 
teous. 


Tuer Speep: Artists are discovering that Massachu- 
setts means business. Sixty-three motorists lost their li- 
censes in one day for overspeeding after having been given 
a fair opportunity for repentance. There is pleasure in 
testing the speed of a high-powered car on a level, straight 
road, but no one has a right to indulge in his moods ‘and in- 
clinations at the expense of the safety of other motorists 
and pedestrians. , 


THe PEACEFUL SETTLEMENT of the dispute between 
Sweden and Norway, over the Alland islands, is of: more 
significance than the quiet way in which it was accomplished 
would indicate. When one considers what a small cause 
precipitated the last great war the significance of the peace- 
ful adjustment of an age-old dispute between two nations is 
great. 


The Republi- . 


PATIENCE 18 A ViRTUE that one does not learn until — 
the snow of age touches one’s hair. If it was not for im- 
patience we could learn what patience is from the experi- 


ence of others. 


Opinions tn Lire ate often the products of experi-— 


ence and environment. One learns the sweet lessons of 
tolerance in the criticism of the opinions of others by-re- 
membering that our own views might have been the very 
views of the one criticised if we had the same opportunity, 
experience and influence cast about us. 


Or Att THE Deticactes which come from the sea to 
go upon the tables for man there is none to compare with 
the scallop. They are now available and are coming to the 
market in limited quantities. 
has many sheltered spots that yield rich harvests every fall 
to the industrious fishermen. There are no scallops, how- 
ever, that can compare for flavor and texture with the scal- 
lops that come from the old Bay State. The scallops are 
smaller. Their preparation for the market involves pa- 


.tience, but the sea product is much better than the larger 


scallops which are brought to market by other fishermen. 
The supply is limited and the fishermen who gather! them 
are restricted to a certain amount per man per day in order 
to conserve the supply for coming years. 
limits the quantity available and influences the price, but 
the result is just because the supply must be conserved. 
The scallop, as it goes to the homes from the market, is only 
the muscular hinge of the shellfish. The shellfish itself is 
inky black and is removed first by the expert scallop open- 
ers, then the clear-white or pinky-white market scallop is 
cut from the shell and thrown into the container. To’ be 
appreciated the scallop must be eaten the very day it is 
taken from the water. There is a flavor that cannot be re- 
tained. Unscrupulous dealers sometimes allow scallops 
to swell in cold water. Careless men place them on ice 


ly when it reaches the pan. Careless men place them on ice’ 


or place ice on them: The result is disastrous to flavor and 
cooking qualities. The experienced man places them in a 
container and then packs ice about it. There is a market for 
sea food, and the efforts which the state is making to con- 
serve the products of the sea by just laws, is to be com- 


mended. The prices are high for this popular food because 


of the restrictions, but for food value and pleasure given 


the eater, the high price compares very favorably with the 


prices that obtain for other food products. 


‘ 


” . . ! ’ ! 
Tue REAL Horror or War will not be appreciated un- 


til a father and mother, aged by the experiences of life, be-. 


gin the last struggle down the hill of life, lonely and heart- 


sick, without the help and comfort of that strong man who. 


was a youth, and was slain upon the field of strife. 


Tue Man Wuo Loses His Opportunity in life by’ 


waiting for an inheritance will not know how to care for 
his inheritance. 


Tue Sarety OF Home Banks has never been chal-' 
lenged. There is a great advantage in seeking loans and in’ 


making deposits in local institutions. The local banks have 
men.of experience who know their localities thoroughly. 
That means safety for depositors and fair dealings for ey- 
ery borrower. 


The coast of New England ; 


ft 


This restriction: 
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Ir 1s Fotty to be ignorant in our own conceits when 
by humility and honesty one may command the aid of the 
wise. 


Notuinc 1n Tuts Wotrrp counts except honor. Mon- 
ey pays the bills of living. Honors satisfy our selfish in- 
stincts for aggrandizement. Wealth brings responsibility 
and care. Service brings opportunity, but all are valueless 
if they involve the sacrifice of honor. 


Tue DeatH or WinTHROP MurRAY CRANE Is a gteat 
loss to the people of Massachusetts. The illustrious son of 
industrious parents, he achieved success in the great busi- 
ness which they established and which he continued. His 
success, however, was not purchased at the expense of oth- 
ers, but by promoting the prosperity and happiness of oth- 
ers. This alone accounts for the enthusiastic support which 
he always received from those who knew him best. Here 
was a man honored at home more than he was abroad, de- 
spite the high honors which were bestowed upon him in the 
councils of men. When Massachusetts sought a governor 
to lead the Commonwealth the selection of a man from the 
western part of the state was inevitable, and the one man 
who could lead was “W.M.,” as he was affectionately 
called by his friends before he had the name “Governor,” 
applied because of his elevation to that position of leader- 
ship. The honorable service which he rendered in the state 
entitled him to service in Washington. It is a well-known 
fact that he could have sat in council with the President of 
the United States had he wished. This is enough comment 
on.his standing and influence in the party and in national 
affairs. He was interested in affairs of large importance 
and enjoyed the rewards of service well done. Roosevelt 
admired him. Taft sought counsel from him. The leaders 
of the party always depended upon him. He succumbed 
while on duty. Convinced of the desirability of an associa- 
tion of the nations to preserve peace, he went to the Repub- 
lican national convention with a desire to use his powers 
and influence to align the party in the interests of such a 
League of Nations as would conserve the nation’s rights 
and make for world peace. In his position he was both 
prophet and politician. As a politician of the highest order 
he did not see the success of his fondest hopes assured at 
the Republican convention, but as prophet he had foreseen 
the pathway that the party must enter and follow in the 
near future. Winthrop Murray Crane will be honored, just- 
ly, by the people of the nation. Born in a small New Eng- 
land town his influence has been felt throughout the nation. 
He was a success. 


Tue PorirircaL Dentists have been doing their best 
to readjust the “teeth” in the L. of N., while the patient im- 
patiently waits. 


REFORESTATION WILL Prove of greatest value when it 
is carefully planned by experts and then systematically 
planned for work over a long series of years. One needs a 
policy in state affairs as well as in national or personal mat- 
£ers. 


Tue CoMMUNITY THAT ONLY AFForps its pupils a 
half-day’s schooling must not be surprised if its children 
are only half-educated. 


DisHonesty Crops Out EverywHere and if baseball 
players have succumbed and gone wrong and been brought 
to justice, the emphasis should be placed upon the fact that 
justice has been done and the malefactors subjected to pen- 
alties for their misdeeds. 


Ir HAS BEEN A LEAN YEAR for the farmers. They 
have known it for a long while. Everyone else will be all 
winter learning it by the prices which appear upon monthly 


bills. 
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Tne RevIvVAL OF THE TorcH LIGHT processions recalls 
the enthusiasm of other years to men who are now past 
middle age and who are bearing the responsibilities of life. 


Success IS AN ELusivE Quarity. There are many 
apparent signs which are read by thoughtless people as suc- 
cess. Outward signs, such as position, power, wealth, rec- 
ognition and influence, may be read by anyone. Yet all of 
these may not bring success in life. Success and happiness 
are not synonymous terms. Man may be deprived of hap- 
piness, comfort and peace, and yet achieve in the highest 
sense power, influence,—yes, success in life. The quest of 
pleasure or happiness may deceive one in the pursuit of 
life’s rewards only to discover that the goal was not at- 
tained and that the thorny path of self-denial, self-restraint 
and the patient bearing of responsibilities yield the rich 
fruits of successful living. There is a temptation to choose 
the easier path at the expense of honor, contentment and 
peace, to discover that the true reward—success in life 
was to have been found upon the hard road. It takes a 
clear head, a strong will and a determined mind to rightly 
value the rewards of human life, to deliberately and un- 
flinchingly, with a steadfast resolution, take the harder path, 
when by affability, a laissez-faire spirit, responsibilities may 
be shunned and false happiness assured. That is just the 
way in which success is eluded. Too many men have failed 
at this very crossing of the road. “The paths of glory lead 
to the grave,” but the influences of human life challenge the 
barrier of life, and its last enemy—death. A lad casts a peb- 
ble into the sea, the rings go out and out, in an ever widen- 
ing circle. The influences of a man’s life are like unto such 
a widening. It may often be that the shadows lay heavily 
over an individual through his life, but the success of the 
life that was lived moves men, and the widening influence 
of such success cannot be measured. Life is an’ influence 
and an investment. Its value and success can never be de- 
termined by dark days of self-restraint and self-denial. 
Who has strength of mind and clearness of vision to be able 
to read the rules. of«success in life? 


It’s A Wise Cut_p WuHo Knows the comforts of ado- 
lescence, but it is a wiser man who knows how to take the 
sweet nectar from life when the winter of discontent begins 
to chill his life. 


THE SUCCESSFUL DRIVE FOR Funps for.the Beverly 
hospital is over as far as the collection of initial pledges, 
but for two and one-half years there will be self-denying 


pee planning their gifts to that helpful institution on the 
ill. 


A PorrricaL Party May Lose its battle for ballots 
and yet command the respect of the electorate, but it is an 
unfortunate party that loses not only its ballot box victory, 
ne also the respect of the opposition because of poor lead- 
ership. 


THE BirTer Enpers are “seeing things.” They are 
discovering that the leaders of Republican policies have an 
open mind upon international affairs. Borah’s suspicions 
are well founded. The Republican party has not signed it- 
self over to an irreconcilable group of “bitter enders.” 


Be like the bird, that halting in her flight 
Awhile on boughs too slight, 

Feels them give way beneath her, and yet sings, 
Knowing that she hath wings. 


Your printing needs can be very promptly and care- 
fully taken care of at the new plant of the Nortu Snore 
BREEZE, 66 Summer st., Manchester. Especially well 
equipped to handle book and pamphlet work, such as an- 
nual reports, directors’ reports, etc. Telephone 378 Man- 
chester; representative will call anywhere in Boston or 
vicinity. adv. 
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| sae Briefs 


Politcians view with dismay Cleve- 
land’s participation in first-page 
news, crowding Marion and Day- 
ton into positions of secondary 


importance. . However, Ohio still 
continues to receive publicity. 
Not content with furnishing the 
nation with the leading candidates 
for President, she is also attempt- 
ing to capture the world’s series 
baseball championship. 


3 
In the fall a family man’s fancy 
strongly turns to thoughts of fuel. 


—o— 


The nation’s gross debt was reduced 
during September by the amount 
of $237,315,995. Government re- 
ceipts were $400,000,000 in ex- 
cess of expenditures. Quite a sat- 
isfactory showing for Uncle 


Sam. 
ie 
During the past season there was a no- 
g I 
ticeable absence of sea serpents 
along our shores. Another tri- 


umph for prohibition. 


In Massachusetts there were 6,888 
fires during 1919 which did a to- 
tal damage of about $10,100,000. 
This is considerable less than the 
year before and in order that the 
public may realize the necessity 
of still further cutting down this 
figure there will be a Fire Pre- 
vention Day in Massachusetts to- 
morrow—Saturday, Oct. 9. 

—o— 

One of the latest developments in the 
“carry-your-lunch” campaign is 
an increase in the price of lunch 


boxes. 


A Columbia university professor is 
authority for the statement that 
the average farmer makes a profit 
of only $9.61 per week. This in- 
formation furnishes one answer 
to the question of why the city is 
increasing its population at the 
expense of the country. 

—o— 

“Home is where the heart is,”’ sang the 

poet of olden days, but now home 


is where the lease is. 


? 


Pribilof Islands report a $2,000,000 
catch of seals. This assures a 
plentiful supply of furs for next 
summer. 


New York Herald—‘‘The work of. fi- 
nancing the world back to a peace 
basis is progressing, and the time 
when war prices will give way to 
peace prices in industries not af- 
fected by the price-cutting move- 
ment apparently is not’ far off. 
When that movement is conclud- 
ed it will take less credit to finance 
day-to-day business, and the 
country will be in a position to un- 
dertake many constructive enter- 
prises which have had to be held 
in abeyance during acute credit 
strain.” 


iat oe 

The cost of living in Canada is drop- 
ping, they say. Does Canada 
need further inducements to lure 
tourists over the border? 


It is estimated that over a half-billion 
dollars must be invested in apart- 
ment houses if New York is to 
provide all the New Yorkers with 
places to sleep. And New York 
is complaining because the census 
did not make it bigger! 

aes 


The politician raves and spouts, and 
hurls some wicked diatribes; he 
calls his war fund “free will 
gifts,” and calls the other fellow’s 
bribes. 


—o— 

Employment bureaus of the Knights 
of Columbus have issued warn- 
ings to ex-service men not to seek 
“White collar” positions in the 
cities. For the first time in two 
years there now appears to be an 
equalization of supply and de- 
mand for labor. 


—o— 

Can you tell, offhand, how many votes 
your state has in the Electoral 
College ? 

eee 

Governor Coolidge: “We Americans 
talk a great deal about the rights 
of man. We talk all too little 
about the duties of man. One 
man’s rights are another man’s 
duties. Unless duties are observed 
there can be no enjoyment of 
rights.” 
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Golden Thoughts 


We live in deeds, not years; in thoughts, not breaths; 


In feelings, not in figures on a dial. 
We should count time by heart throbs. 


Who thinks most, feels the noblest, acts the best, 
And he whose heart beats quickest, lives the longest— 

Lives in one hour more than in years do some 
Whose fat blood sleeps as it slips along their veins. 


Life is but means unto an end. 


ae 
: 
: 
i 


—Philip J. Bailey. 
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How Fast Can You Say This? 


Betty Botter bought some butter. 

‘‘Aut,’’? she. said, ‘‘this butter’s 
bitter; 

If I put it in my batter, 

It will make my batter bitter. 

But a bit of better butter 

Will but make my batter better.’’ 

So she bought a bit 0’ butter, 

Better than the bitter butter, 

And made her bitter batter better. 

So ’twas better Betty Botter 

Bought a bit of better butter. 


—Chas. E. Roth. , 
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Washington Post—‘It is ‘reassuring 
to learn that this winter there will 
be fuel enough for everybody who 
has money to burn.” . 


— 


Chicago landlords, cutting rents, have 
made a conservative start -~with a 
124% reduction. At this. rate, 
how long: will it take to return to 
normal ? 

Bh elat 

Statistics indicate. that many recent 
advances in wages are offset by a 
decrease in the number of work- 
ing hours per day. 


comeatt. 

Nothing like getting everything 
straightened out at once. In New 
York the other day, a woman had 
the court annul.two of her mar- 
riages at a single stroke. 

pte 

Army and navy budgets of leading 
powers show huge increases over 
pre-war period. A comparison 
of the budgets of the leading pow- 
ers in 1914 and the appropriations 
now being expendéd reveals the 
fact that there is but little faith 
in any League of Nations having 
sufficient strength to prevent war- 
fare. 

—o— 

The nation is recovering from its at-~ 
tack of expendicitis. Conserva- 
tive buying is resulting in an im- 
provement of conditions as af- 
fects prices to the consumer. 

. —= (er ‘ 

If you think that the added cost of 
railroad tickets is keeping people 
at home, try to secure reservations 
for a trip. 


Why Pay 10c__ 


a copy for the Breeze 
at newstands when you 
can get it for 4c a copy 
by subscribing ?. 
Subscription price $2 a 
year; $1 for 6 months. 


Leave subscription with your 
own newsdealer, or bring it or 
mail it direct to Breeze office. 
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THE BETTER PART 
of VALOR 


By Resecca. T. Hopces 


Four Installments — ‘Pat tae 
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HE late afternoon sun lay hot and 

dazzling on the golf course. Dis- 
tant hazards wavered in the rising heat 
waves and even the mischievous and 
irrepressible caddies were for once 
quiet and harmless. The low spread- 
ing clubhouse on the crest of one of 
the rolling knolls was the sole cool- 
looking spot on the landscape. Its 
wide porches were shady and inviting 
and the tinkle of ice in the tall glasses 
gave forth an enticing sound. 


The four women about the bridge . 


table at length pushed aside the cards 
and leaned back in their cretonne- 
cushioned wicker chairs. They had 
the sleekness of a cared-for house cat 
—also its grace and claws. Each was 
a good example of a certain type of 
modern woman who has a superfluity 
of money and leisure at her disposal. 

Emily Danner rested her dimpled 
elbows on the table while she sipped 
the cooling beverage before her 
through the hollow glass spoon. 

“This has been positively the hottest 
day of my life,” she announced, lan- 
guidly. “I never knew such heat.” 

“Tf I looked as cool as you do, Em- 
ily,’ Jane Arnold retorted, fanning 
herself vigorously, “I’d never mind 
_anything. I simply pant.” 

“T’m glad I look the part—but it’s 
all imaginary—lI don’t feel that way a 
bit; but are you coming to the dinner 
dance tonight, girls?” Emily inquired 
between sips. “The mere thought of 
dancing a night like this wilts me. I 
feel and look like a rag.” 

The other two —the Hartman sis- 
ters—slim and svelte in their silk 
sports clothes nodded assent. 

“T wouldn’t miss it for a farm,” El- 
sie Hartman declared vigorously. 
“Nothing like a little heat keeps Anne 
and me from a dance.” 

“Well, I like to dance as well as 
anyone, but give me a cool night,” 
Jane retorted. 

She moved her chair nearer the rail- 
ing and re-crossed her legs. The gen- 
erous curve of silken expanse caught 
Anne’s eye. 

“My dear,” she cooed sweetly, “per- 
haps if you exercised a bit more and 
took off a few pounds you wouldn’t 
mind dancing.” 

Jane’s face clouded. “Yes, dear,” 
she murmured, “but I’d hate awfully 
to be knobby or boney, you know.” 

“1d much rather be skinny than fat 
—the slimmer the more style—that’s 
my motto,” Elsie announced sagely. 

“My. hairdresser told me,” confided 
' Emily, “that there is a new massage 


who have tried it. 


system that is simply marvelous. It 
takes pounds off you just where you 
want to lose them. Then you don’t 
have the boredom of disagreeable ex- 
ercises that are so beastly stupid. You 
just melt away.” 

“Yes, I’ve heard of several people 
But the face skin- 
ning method is wonderful, too. Marie, 
my manicurist, said that Rosamond 
Dalton has had it done and that her 
face is a picture,” Jane added. 

“l’m rather surprised that she 
would do anything so frivolous. But 
I fancy she knew that her hold on Jim 
was slipping away and she was desper- 
ate.” 

“Well, she could stand it,” observed 
Elsie, kindly. “Her face was fearfully 
muddy.” 

“T never thought it was so bad,” 
Emily confessed. “Her complexion 
was frankly olive—but I always liked 
it.” 

“Nevertheless, Marie told me it was 
a great improvement. It has simply 
transformed her. She looks less like 
a piece of leather and more like pink 
igetereann” 

“Imagine!” the girls laughed. 

“That pink comes out of a box,” 
Anne jeered. “Don’t tell me you are 
as credulous as that!” 

“T haven’t seen Rosamond myself. 
She is up at the lakes—but from what 
I hear she has grown into a raving 
beauty. Jim will find he has a gor- 
geous butterfly on his hands instead 
of a moth. And you can’t fool Marie. 


She goes to Rosamond every week just. 


and 


as regularly as she comes to me 
what she doesn’t know—!” 

Jane took a cigarette and passed the 
engraved silver box around the table. 
She watched the smoke rise lazily in 
the motionless air and then blew out a 
perfect ring. 

“T’d give my hat if I could do that, 
Jane,” Elsie sighed, enviously. 

Jane laughed. “Keep your hat, 
dear. I prefer my own.” 

Anne smoked in silence for a few 
minutes and then announced, ‘“Rosa- 
mond Dalton had better take her hus- 
band away with her if she ever wants 
him again.” ; 

She waved a lazy hand in the direc- 
tion of the golf green. Swinging along 
toward them came a man, tall and 
broad and straight, and by his side 
tripped his petite companion in smart 
short skirt and vivid silken sweater. 
Their gay chattering tones and laugh- 
ter floated across the grass. 

“There comes Rosamond’s perfectly 
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good and useful husband, playing 
around as usual with Adele Keith.” 

“You spoke the truth, Anne, when 
you said, as usual,’ Emily agreed. 
“They have a delicious case on each 
other.” 

“If I had as peachy a husband as 
Paul Keith, I’d never look at another 
man,” Elsie Hartman declared solemn- 
ly, as she half closed her eyes and drew 
on her cigarette. “I’m crazy about the 
man.” 

“He’s too good for her,” Jane said, 
decidedly. ‘Adele is so dreadfully 
shallow. She is simply making a fool 
of herself with Jim Dalton. She gives 
that idiotic baby smile of hers and rolls 
her big blue eyes and he becomes the 
proverbial abject slave.” 

“Most men are dippy about blondes, 
you know,” Anne vouchsafed. 

“But she is pretty—you have to ad- 
mit that,” Emily protested. 

“Yes, if you like that namby-pamby, 
wishy-washy style,” Jane conceded: “I 
don’t.” 

“Well, everyone doesn’t care for the 
heavy ponderous type, dear,” Elsie 
smiled archly. 

The girls watched the two with lan- 
guid interest. Upon reaching the club- 
house Jim Dalton dismissed the lag- 
ging, bored caddy and deposited the 


bags in. the corner by the steps. He 
slipped his hand under Adele’s arm 


and they came up. the stairs together. 
« He was tall and lean and handsome 
in his flannels and she smiled up at 
him, towering head and_= shoulders 
above her from under the brim of her 
broad straw hat. He looked down ad- 
miringly. 

How little and dainty and feminine 
she seemed! The ghastly heat of the 
day which would have wilted other 
women to a sticky pulp had served to 
enhance the delicate pinkness of her 
thin, roseleaf skin, and had given add- 
ed crinkles to her mass of shining gol- 
den hair. Her big blue eyes’ were 
adoringly shaded by long thick lashes. 

So complete was their absorption in 
each other that they didn’t notice the 
girls at one of the porch tables until 
they had chosen their own seats. As 
Adele took off her hat and loosened the 
hair around her face she saw them. 

“Hulloo, girls,” she called, “how did 
your bridge come out? Fiendish day, 
isn’t’ it ?” 

(Continued next week) 


Men are seldom blessed with good 
fortune and good sense at the same 
time.—L vy. 


The most completely lost of all days 
is that on which one has not laughed. 
—CHAMFORT. 


To be thrown upon one’s own re- 
sources is to be cast into the very lap 
of fortune. — BENJAMIN FRANKLIN. 


LOCAL -SECHON 


MANCHESTER 


G. A. Knoerr has returned from a 
pleasant vacation trip to Gorham, N. 
H. . 
Miss Lucy Carroll fell Tuesday 
while walking on Brook st. and severe- 
ly strained her side. 

E. Percy Lane is returning to his 
duties in Boston the first of the week 
after a two weeks’ vacation. 

Mrs. Harry Connor, of Worcester, 
spent the week-end at the home of 
Mrs. Connor’s mother on Vine st. 

Mrs. Wm. H. Allen, of Lincoln st., 
has been confined to her home a few 
days by illness, suffering from a hard 
cold. 

Lyman W. Floyd, Frank L. Floyd, 
Archie Cool and Samuel L. Wheaton 
motored to Brockton Thursday and 
attended the fair. 

The Manchester schools will be 
closed next Monday and ‘Tuesday. 
Monday will be used by the teachers as 
a visiting day and Tuesday is a holi- 
day—Columbus Day. 

We regret to report the serious ill- 
ness of Mrs. Charles W. Reid (nee 
Mrs. Choate Rust) at her home in 
Fitchburg. She has been for the past 
week under the care of a physician 
and nurse. 

Editor I. M. Marshall, of the Man- 
chester Cricket, accompanied by Mrs. 
Marshall and Mr. and Mrs. Charles 
King, of Beverly, have been enjoying 
a week’s trip through the Adirondacks 
in Mr. Marshall’s auto. 

John C, Mackin, of North st., left 
town the first of the week to assume 
his new duties as a teacher in Man- 
chester, N. H. The household goods 
were moved on Monday to the new 
home of the Mackins in West Man- 
chester. 

There is to be a woman’s division in 
the big Republican torchlight parade 
to be held in Boston on Oct. 28. Wom- 
en are cordially invited to participate 
in this jollification. Any Manchester 
women who care to enter will please 
notify any member of the Manches- 
ter Republican Woman’s committee. 

At the regular meeting next Tues- 
day evening of Col. H. P. Woodbury 
camp, S. of V., Edwin P. Stanley, past 
department commander of the G. A. 
R., will give a report of his trip last 
month to Indianapolis, Ind., where he 
attneded the annual Grand Encamp- 
ment of the G. A. R. All comrades 
of Allen post and members of the S. of 
V. camp are urged to be present. A 
collation will be served. 


ACOIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 
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Moving Pictures 


Horticultural Hall ©: Manchester 
A. N. SANBORN, Mer. 


SATURDAY—OCT. 9 


Two Evening Shows at 7 and 9 
DOUBLE BILL 
Robert Warwick in 
“IN MIZZOURI’’ 
Billie Burke in 
‘‘AWAY GOES PRUDENCBH’’ 
Each feature picture will start at 
approximately 7, 8, 9 and 10 o’clock. 


TUESDAY—OCT. 12 
AMERICAN LEGION BENEFIT 


‘“‘THE UNPARDONABLE SIN’’ 
By Major Rupert Hughes 
—a story of the war— 
SPECIAL PRICES 
All seats 33c 

Tickets now on sale by members- 
of the Legion. 


NOTICE 
Beginning Tuesday, Oct. 12, and 
continuing through the winter, only 
one evening show, starting at 7.30. 
All short subjects repeated after the 
Feature Picture. 


COMING SOON — Douglas Mac- 
Lean in ‘‘Let’s Be Fashionable,’’ 
all-star cast in ‘‘Best of Luck,’’ Tom 
Mix in ‘‘The Daredevil,’’ Ethel 
Clayton in ‘‘The Ladder of Lies.’’ 
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SHIRTS, COLLARS 
STARCH-WORK to :: 
Thomas Saco, Barber 
Tel. 137-M Postoffice Block 
Jos. Vasconcellos, Barber 
Tel. 53-J Central Sq. 
James Beaton, Grocer 
Tel. 8341-W Central St. 
Frank B. Rust, Grocer 
Tel. 96 School St. 
— Agents for — 


MANCHESTER LAUNDRY 


Good work Prompt Service 
Telephone 85-W 
Work ealled for and delivered 
WOBOBVOBVOBVOBWOROBVOBVOBVOUOBVOKBOK 
Mr. and Mrs. Walter R. Bell and 


and 


daughters are leaving today for 
Springfield for an _ over-the-holiday 
visit. 


The Republican Woman’s commit- 
tee of Manchester calls the attention of 
Manchester women to the fact that the 
Board of Registrars will meet in Se- 
lectmen’s room, Town hall, on Wed- 
nesday evenings, Oct. 13 and 20, from 
6 to 9 o’clock, and Saturday, Oct. 23, 
from noon until 10 o’clock in the eve- 
ning. These are the last chances to 
register so that one may be eligible to 
vote at the November election. 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


MANCHESTER 


A son was born, Tuesday, at the 
Beverly hospital, to Mr. and Mrs. 
Fenton Moore. | 

Mr. and Mrs. Harry W. Purington 
are receiving congratulations on the 
birth of a son, Robert, at the Beverly 
hospital yesterday morning. . 

Mr. and Mrs. Warren W. Heath are 


- receiving congratulations. on the birth 


of their second son, Harry Edward, at 
their home in. Manchester Cove Thurs- 
day of last week. 

Magnolia lodge, I. O. O. F., con- 
ferred the second degree on one can- 
didate at the regular meeting Thursday 
evening. Coffee, doughnuts and cheese 
were served at the close of the meeting. 

Mr. and Mrs. Gilbert West and 
daughter, from Amesbury, spent the 
week-end and early week in Manches- 
ter, visiting the former’s daughter, 
Mrs. F. L. Floyd, and family, Central 
sq. 
Mr. and Mrs. L. J. Knight, parents 
of Mrs. Charlie Hooper, and her un- 
cle, F. R. Knight, who have been mak- 
ing an extended visit in the north, will 
leave Sunday for the return trip to 
Florida. 

It is reported that Louis O. Lations 
has bought the house and property of 
Mrs. Wm. H. Allen on Norwood ave., 
though the papers have not yet been 
passed. Mrs. Allen and daughter, Su- 
san, will move next month into smaller 
apartments in the N. Martin Olsen 
house on the same street. 

Charles Lovegreen, of Pine st., has 
met with two accidents this week, one 
of which proved quite serious. One 
day the first of the week he fell from 
his bicycle, injuring his knee; yester- 
day morning he fell from an auto 
truck, broke his collar bone and frac- 
turing two ribs, it is feared. 

Ambrose Forward, the 7-year-old 
son of Mr. and Mrs. Frederick W. 
Forward, of Bridge st., is at the hospi- 
tal in Beverly convalescing from an at- 
tack of pneumonia which was accom-. 
panied by the whooping cough. Friends 
of the little fellow will be pleased to 
hear that he is reported as getting 
along nicely. 

Frank E. Cole, who was formerly 
in business along the North Shore, is 
to take charge of the greenhouse and 
the Italian gardens at “Graftonwood,” 
the J. H. Lancashire estate at Man- 
chester. Dr. Lancashire has recently 
bought the Low farm at Essex, and 
will use the same as a produce farm 
for family use. 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 
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Help Wanted 


DRIVER FOR FORD TRUCK wanted. 
Year-round job, good wages, reference 
required. Apply by letter only to 
M. L., Breeze office, Manchester. 41-42 


Position Wanted 


WOMAN will accommodate by day. Any 
kind of work.—Apply: 26 Elm st., Man- 
chester. 32tf. 


CHAUFFEUR wants position in Manches- 


ter or vicinity; 15 years’ experience; 


well acquainted with North Shore. P. 
O. Box 8, Magnolia, Mass. _ 27-29 


oe Work Wanted 


WANTED—Work by the day, closing 
houses, or anything else. Inquire at the 
Breeze office. 39-41 


To Let 


ROOMS TO LET both furnished and un- 
furnished. -Apply: 26 Elm st., Manches- 
ter. 32té. 


For Sale 


PEKINGESE for sale. 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 
black mask. Also wire haired fox ter- 
rier, Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion.—Mrs. R. Curry, 603 
Hssex St., Beverly. Phone 247-J. 20-22 


Very handsome 


Keep your feet dry; buy rubbers at 
W. R. Bell’s, Central sq. adv. 
Augustus Ferreira—jobbing express 
and local trucking. Tel. 318-J. adv. 


AN OPEN LETTER 


from the | 
MANCHESTER PARK COMMISSIONERS TO FRANK WIGGLESWORTH 


To the Editor of the 
NortH SHore BREEZE, 

Dear Sir: 

“Will you please print the following 
letter. in this week’s issue of the 
BREEZE as a reply to Mr. Wiggles- 
worth’s letter of last week. 


And oblige, 
' THe Park ComMMISSIONERS. 


OFFICE OF PARK COMMISSIONERS 
~ MANCHESTER, MASS. 


October 6, 1920. 
An open letter to Frank Wigglesworth, 
Dear Sir: , 

The open letter over your signature 
which was printed in last week’s 
issue of the Norra Snore Breeze 
and the Manchester Cricket calls. for 
an answer from this board. We are 
unable to reply to your letter in full 
at this date, as we are awaiting a re- 
port from the United States Coast 
Guard service as to the actual facts re- 
garding the : 
Brown on Sept. 7 and the conditions 
of the surf which existed at Singing 
Beach on that date. 

We have also requested the mana- 
ger of the N. E. T. & T. Co. to submit 
a report in writing to this board veri- 
fying the information in this office as 
to why Singing Beach was not con- 
nected by telephone this past summer. 
These reports together with a state- 
ment of facts concerning the ‘actual 
conditions and management ‘of the 
beach will be presented to the citizens 
either through the press or by some 
other method at the earliest possible 
date. 

Your letter contains some statements 


drowning of Antone. 


that are untrue, some statements that 
are misleading, and some misrepresen- 
tations; you are misinformed on other 
points and apparently ignorant of the 
laws and regulations governing the 
Manchester Park Commissioners. The 
latter is probably explained by the fact 
that your name is not listed either as a 


' taxpayer or voter in the town. 


You state by inference that the park 
board was contributary by its negli- 
gence to the death of Antone Brown, 
the man who was drowned by accident 
while hauling his lobster pots at a 
point westerly of the extreme bound 
of Singing Beach. ,This the park 
board emphatically denies, but this de- 
nial is of small account compared to 
the far-reaching wrong impression 
caused by your letter of Sept. 29th. 


Regarding the destruction of the 
lifeboat at Singing Beach you state: 


“The lifeboat and equipment was de- . 


stroyed by boys breaking into the life- 
saving station, taking the boat for a 
row, and then leaving it in the surf to 
be pounded to pieces. Were they pro- 
secuted? No, nor were steps taken to 
have them punished in any way at 
all.” The facts in this case are as fol- 
lows: The -boat was taken from the 
boathouse on Tuesday, Nov. .4, 1919, 
and later was washed up and de- 
stroyed on the rocks near Eagle Head. 
This matter was reported to Chief of 
Police William H. Sullivan, by letter, 
a copy of which is on record in this 
office. Chief Sullivan later reported 
that he had investigated the occurrence 
and could not discover any clew to the 
culprits. Some boys were suspected at 
the time, but the Chief entirely exon- 
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Advertisements under this head 2e a word the first week. le 
a word after the first week. Stamps may be used in payment. 


N. GREENBERG 
BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 


34 Union St. (Opp. P.O.) Manchester 
Manchester 


Magnolia Bev. Farms Boston 


SMITH’S EXPRESS COMPANY 
Principal Boston: Office: 32 Court So. 


Tel.: Boston Main 489; Manchester 119 


First-Class Storage for Furniture 
Separate Rooms Under Lock 
MANCHESTER MASS. 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


INSURANCE 
Any Kind Anywhere Any Amount 
G E. B. STROPLE 


General Manager 


Also District Manager John Hancock 
Mutual | 


Life Ins;. Co.) “oF 
ROCKPORT, MASS. 


oston 


erated them from blame. 

If you have any proof of your state- 
ments you have the privilege of pro- 
ducing same. 

In conclusion .we would state that 
the Park Commissioners meet at their 
office in the Town hall every Wednes- 
day evening at eight o’clock. Any res- 
ident of Manchester is privileged to 
attend these meetings to offer any sug- 
gestions to, or elicit any information 
from, the board. 

JEFFREY S. REEp, 
ALFRED E. Parsons, 
Wit11AM TILL, 
Park Commissioners of 
Manchester, Mass. 


Do your own sewing at Mrs. Har- 
ris’ dressmaking parlors, 15 Washing- 


ton st. I cut and fit; you sew. Class 
now forming. Call and learn particu- 
lars. adv. 


When you think of painting think 
of Tappan, 17 Bridge st., Manches- 
ter. adv. 


Mrs. Addie W. Hooper 


BALL ROOM DANCING 


Class will open in Town 


Hall, 


O11 


Monday, October 18, 8 P. M. 


For Information, Teléphone 
348-M Gloucester 


Manchester, 
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THERE is a place in Manchester, 
That you can easily find, 

To buy your paints and papers, 
Please keep this place in mind. 


If there is an artist 

Who wants a tube or two, 
You can call and see us, 

We have them here for you. 


We paint and paper houses, 
And decorate the same; 

You cannot miss the number, 
And below you read the name. 


STEELE and ABBOTT CO. 


25 CENTRAL ST. 


Tel. 645-W 


MANCHESTER 


RAYMOND C. ALLEN 


Assoc. Mem. Am. Soc. C. E. 


Member Boston Soc. C. LE. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester - 


- Tel. 73-R and W. 


CAMP, COTTAGE, VACATION & PICNIC SUPPLIES 


FISHING POLES 


FISHING TACKLE 


POCKET LIGHTS AMMUNITION 


WHITE MOUNTAIN 


Telephone 
245 


YEAR’S PROGRAM 


SERIES OF INTERESTING MEETINGS 
PLANNED BY MANCHESTER 
Woman’s CLuB 

The Manchester Woman’s club has 
arranged a most interesting program 
of meetings to be held the coming sea- 
son. Speakers of prominence have 
been secured and it is anticipated that 
the meetings will prove of much value 
and profit to all members and guests 
who are privileged to attend. 

Following are the dates and speak- 
ers, together with the subjects as an- 
nounced : 

Oct. 5—‘‘ Citizenship,’’? Mrs. Claude U. 
Gilson, Directors’ tea. 

Oct. 19—‘‘The Making of a' Newspa- 
per,’’ P. J. Lynch. Mrs. Fred. J. Merrill, 
hostess. 

Nov 9—Musie conference. 
Mrs. Arthur H. Davison, chairman of the 
State Federation, and Miss Annie L. Lane, 
director of the 5th district. Mrs. Ray- 
mond C, Alien, hostess. 

Nov. 17—Evening musicale with Man- 
chester club. Pinfield-Charak trio. Maude 
Huntington Benjamin, reader. 

Dee. 7—‘‘The Life and Work of Flor- 
ence Nightingale,’’ Mrs. Mary M. Riddle. 
Mrs. H. L. Roberts, hostess. 

Dec. 21—‘‘Through Syrian Streets and 


In charge of 


ICE CREAM FREEZERS 
JOHN W. CARTER CO. 


10 School St. 
MANCHESTER 


Doorways,’’?’ Mrs Mary Parker Dunning. 
Arbella club will be guests at this meet- 


ing. Mrs. Bertram P. Floyd, hostess. 

Jan. 4—‘‘ Literature,’’ in charge of Lit- 
erature and Library Extension committee 
speaker to be announced. Mrs. W. J. 
Johnson, hostess. 

Jan, 18—‘‘ Efficiency in Clothing,’’ Mrs. 


Ruth §. Reed. Guests: Parent-Teacher 
association. Mrs. T. A. Lees, hostess. 
Jan. 31—Guest Night in Town hall. 


Monologue, ‘‘The Fortune Hunter,’’ by 
Edwin M. Whitney. 

Feb. 15—‘‘Porto Rico and Its Native 
Music,’’ Byron William Reed. Mrs. Frank 
Foster, hostess. 

March 1—Musicale, open meeting. The 
Denway Trio. Mrs. D. T. Beaton, hostess. 

March 18—‘‘Birds and Flowers,’’ Guy 
C, Caldwell. Evening meeting for students 
in Town hall. 

April 5— Home Day. Mrs. Bertha 
Knoerr, chairman; Mrs. 8. A. Sinnicks, 
hostess. 

April 9—Children’s Day. 
Claus Came in April.’’ 
Hooper, hostess. 

April 19—Annual meeting. 
officers. Club luncheon. 


The manly part is to do with might 
and main what you can do—Emerr- 
SON. 


‘“When Santa 
Mrs. William 


Election of 


It’s easy to plant a mortgage on a 
farm, but it isn’t so easy to raise it. 
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PROF. JAMES 


the brilliant psychologist at Har- 
vard, asked a carpenter who was 
working on the place if he thought 
all carpenters stood on the same 
level, and if not how he would in- 
dicate the difference between, men— 
10, 20, 30 percent or whatever. 


The carpenter, after pondering the 
question all day, finally said: ‘‘ There 
ain’t much difference between men, 
but what there is is mighty import- 
ante?” 


CORSET SHOPS 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
‘‘tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 
143 Essex St., Salem. 
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MANCHIIESTER WoOMAN’S CLUB HAS 
LEcTURE ON TIMELY Topic 
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“Citizenship” was the subject of 
Mrs. Claude U. Gilson’s address de- 
livered at the first fall meeting of the 
Manchester Woman’s club, at the 
Congl. chapel, Tuesday afternoon of 
this week. Mrs. Gilson, who is a past 
vice-president of the Massachusetts 
Federation of Woman’s clubs, deliv- 
ered an interesting lecture on this very 
timely topic. 

The meeting was called to order by 
Mrs, A. S. Peabody, president, who 
read a letter from the state president, 
Mrs. Marion C. Baker, regarding the 
outlook for the coming year in Wom- 
an’s clubs and organizations. Mrs. 
Peabody welcomed new members to 
the Manchester Woman’s club and 
urged cooperation’ between members 
and officers. She mentioned the fact 
that the membership was limited to _ 
140, and the club is now honored with 
a waiting list. Membership in the Au- 
dubon club was renewed and a sum. of 
money voted toward maintaining a bed 
in a children’s hospital. - 


The business of the meeting having 
been disposed of, Mrs. Peabody intro- 
duced Mrs. Gilson as the speaker of 
the afternoon. Mrs. Gilson said, in 
part: 

“Citizenship is just now vitally in- 
teresting to you and me, for we have 
all just. now ‘become 21’ together. In 
my talk this afternoon I shall speak 
from an absolutely non-partisan stand- 
point, and I am not urging you ladies 
to join either the Republican, Demo- 
cratic or Farmer-Labor party. 
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LADIES’ 


“For a long time we have taken an 
active interest in matters at the State 
House. In our Woman’s club meetings 
we have favored or opposed certain 
measures which the legislature was 
considering and have sent a report of 
our deliberations to the law makers. 
Instead of being people who merely 
give advice we can now participate ac- 
tively in the making of our laws.” 


Mrs. Gilson spoke of the idea which 
many women have that casting a vote 
at the polls is the principal duty of true 
citizenship. She explained that while 
voting is indeed important, it is also 
necessary to make a thorough study of 
legislative matters, records of candi- 
dates, etc. 

“Citizenship is first of all, to me, a 
chance to serve,” the speaker declared. 
“While engaged recently in a political 
movement in New York city | discov- 
ered that nearly every voter there be- 
lieves the city government owes him 
something definite such as a job, a pic- 
nic excursion down the harbor, or 
something of the sort. I believe the 
government owes us the right to ‘life, 
liberty and the pursuit of happiness.’ 


‘What do we mean by service? 
There are many kinds of service, chief 
among which are the intelligent and 
constructive kinds. It does not pay to 
be a continual scold. Wholesale con- 
demnation does not work. We realize 
that nearly every public official is over- 
burdened with duties, and the best we 
can do is try to improve our little cor- 
ner of the vast system of government.” 


The business of being a citizen in- 
cludes three distinct divisions, accord- 
ing to Mrs. Gilson’s analysis. 
first is educational, the second is the 
matter of voting, and the third is “‘fol- 
lowing up” the record made by the off- 
cer after he is elected. 

“Early education in citizenship in- 
cludes the technical details as to regis- 
tering, when and where to vote, some- 
thing concerning the political parties, 
etc. It is very interesting to study the 
educational side of citizenship. You 
must register 20 days prior to voting, 


Devoe’s Specialize 


BLOUSES 
SILK PETTICOATS 
LISLE 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


CENTRAL -PAPER .CO. 
290 Essex St. (YMCA Bldg.) SALEM 


The largest paper house in Essex County at 
Dealing Exclusively 


The. 


in 
UNDERWEAR 


HANDKERCHIEFS 
and SILK HOSIERY 


SALEM 


FLORIST 
BOXES and 


WAX PAPER 


in Paper Goods WHOLESALE 


declare your party affiliation at the 
primary, ete. 

“The war taught us our dependence 
on food, clothes, fuel and transporta- 


tion. The government must concern 
itself with these matters and we should 
study the plans of the parties so we 
can know what to expect from them 
regarding these things.” 

The time is past when the United 
States can continue its policy of being 
an isolated nation, the lecturer stated. 
Women must interest themselves in 
our foreign policies and endeavor to 
secure a clear insight into these mat- 
ters. Education and intelligence are 
also needed along the lines of what 
sort of diplomatic policy the United 
States should pursue. 

“Casting one’s vote requires educa- 
tion as to registration laws, primaries, 
party affiliations and the Australian 
ballot system. When the candidates 
are elected to office they should be ‘fol- 
lowed up.’ Do not wait until they seek 
re-election, but while they are in office 
continue to watch them and see if they 
are conducting the business as you 
think it should be done. 

“The Massachusetts legislature is 
one of few in the United States which 
meets every year. It has one of the 
best committee systems in the country. 
Every bill which is introduced in the 
legislature must be referred to some 
committee and a report must be made 
as to the merits of the bill.” 

The position of the married woman 
as regards voting was mentioned by 


Mrs. Gilson. ‘‘Home is where the 
husband “ts,”’shesaid. » “A “deserted 
wife has no legal home. We must 


strive to pass legislation giving to 
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H. M. PERKINS 
baberdasher 


246 Essex St. SALEM 


KING’S CORSET SHOP 


Specialty of 
Corsets, Brassieres 


Corset Accessories 
SALEM 


265 Essex ST., sae 
WINER’S 
WOMEN’S SAMPLE SHOP 
2464 ESSEX ST., SALEM 
Telephone 574-W Up one flight 
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Hawthorne Cafe 


271 Essex St. 

Salem, Mass. Tel, Conn 
CROBOS BWOBVOBOBOBOBOBOBOS 
woman the individual right of natur- 
alization and the individual right of 
domicile. Remember that the majority 
rules, and ‘play the game.’ 

“Last of all, I will give you an 
Oriental proverb which applies to 
present conditions: ‘The sky trembles, 
but it never yet has fallen.’ ” 

Following the lecture a social period 
was enjoyed during which the directors 
of the club served tea. 


(In order to make clear a little misun- 
derstanding which may exist in the minds 
of some of Mrs. Gilson’s hearers as to her 
statement regarding registration, we quote 
the following extracts from Chapter 835, 
Sect. 36, Acts 1913, Commonwealth of Mas- 
sachusetts: 

‘‘The Registrars shall hold such day 
and such evening sessions as the town by a 
by-law, or the city by an ordinanee shall 
prescribe, and such other sessions as they 
deem necessary. 

““Tn. towns, they shall hold a continuous 
session from 12 o’clock noon until 10 
o’clock in the evening of the Saturday last 
but one preceding the annual state elec- 
tion. . . In towns not divided into vot- 
ing precincts, they shall, not more than 20 
days before the annual state election .. . 
hold sessions in one or more suitable 
places.’ ’—Hd.) 


HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


OP AO2 
eveV eo 


Res. and office, 65 Essex St. BEVERLY 
Hrs. 6 to 10 p.m. Sat. Tel. 338-W. 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel. 68-M. 
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‘VALENTINE'S TRUCKING CO. 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 


Large and Small Shipments in Either Direction 


also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 


Telephone 375-W, E. L. Valentine, 49 School st., Manchester 


TOWN OF MANCHESTER 


BOARD OF REGISTRARS 


. Office of the Board. of ‘Registrars 
Sept. 28, 1920 

Notice is hereby given ‘that the Board 
of Registrars of Voters will be in session 
at the Selectmen’s office, Town hall bldg., 
Manchester, Wednesday evenings, Oct. 13 
and 20, from 6 to 9 o’clock, and Saturday, 
Oct. 23, from 12 m. to 10 p. m., for the pur- 
pose of receiving evidence of the qualifi- 
cation of persons claiming a right to vote 
at the election to be held on Tuesday, Nov. 
2, and of correcting the list of voters. 

No name can be added to the voters’ 
list (except to correct omissions made by 
clerical error or mistake) after 10 o’clock 
on the evening of Saturday, Oct. 23, at 
which time registration closes. 


By order of the Board of Registrars of 
Voters,— 
W. J. JOHNSON, 
HARRY E. SLADE, 
EDWARD CROWELL, 
LYMAN W. FLOYD, 
Board of Registrars. 
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EnizABetTH C. ANDREWS 


Word was received by Francis M. 
Andrews; 16 North st., Manchester, 
of the death of his sister, Elizabeth C. 
Andrews, at the Stamford hospital, 
Stamford, Conn. Miss Andrews will 
be remembered by her friends as hav- 
ing been a nurse in the Margaret Wil- 
liamson hospital, Shanghai, China, for 
six years. After her return she filled 
a number of responsible positions as 
head nurse. For the last few years 
she was head nurse at the Soldiers’ 
Home at Noroton Heights, Conn., and 
was on duty when she was-taken with 
the illness that proved fatal. She was 
taken to the Stamford hospital and 
passed away after an illness of three 
weeks. 

Miss. Andrews was the youngest of 
a family of ten children. Her remains 
were brought to Marblehead. Burial 
services were held Tuesday at 5. Her 
death leaves Mr. Andrews the last of 
the family. 


‘in a hospital at New Bedford: 


MANCHESTER 


George S. Sinnicks has been award- 
ed a mason contract of considerable 
size in connection with the construc- 
tion of a hotel in Jamaica, B. W. I. 


Lt. Thomas Rome, of Virginia, who 
received his discharge from the army 
a year ago, has gone back in the ser- 
vice. Mr. Rome has been living in 
Manchester the past few months and 
has been working as a carpenter with 
Be hy,” Height, ; 

We are pleased to report an im- 
provement in the condition of Herbert 
W. Shaw, who has been seriously ill 
Mrs. 
Shaw came home the first of the week 
with her young daughter, Margaret, 
who is now living with Miss. Lillian 
Lucas, at Summer st. Mrs. Shaw has 
returned to New Bedford. 


Mr. and Mrs. Charles E. Williams 
went to York Beach, Me., a week ago 
last week-end to visit Mr. Williams’ 
brother-in-law and sister, on the occa- 
sion of the latter’s 25th wedding anni- 
versary. It was also the informal ob- 
servance of the 13th anniversary of 
Mr. and Mrs. Williams’ wedding. 

A ballroom dancing class will be 
started in Manchester this fall by Mrs. 
Addie W. Hooper, of Gloucester. The 
class will start Monday evening, Oct. 
18, at 8 o’clock. Mrs. Hooper has 
many friends in Manchester ; she is the 
widow of the late Arthur Hooper. 
She is also conducting a dancing class 
in Gloucester this fall. 

It is of interest to Manchester peo- 
ple to know that the Manchester Wom- 
an’s Council has announced this week 
that the parlors. in the “Old Forster 
House,” corner Pine and Bridge sts., 
have been made available for commit- 
tee meetings, lectures, sales, etc., for 
all the women’s organizations in Man- 
chester. Mrs. Ellery L. Rogers is sec- 
retary of the Woman’s Council. 

The Breeze is desirous of ‘finding 
some young man or young woman, in 
Manchester, with a natural aptitude 
for reporting -— some one to give gen- 
eral assistance in covering concerts, en- 
tertainments, receptions, public meet- 
ings, etc., incident to Manchester’s so- 
cial life. Evening work mostly; no 
office work.—An opportunity for the 
right person to earn some “pin mon- 
ey.’—See Mr. Lodge at the Breeze 
office, adv. 
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Wii: ‘THEATRE, eh 

A fascinating .enchantress of the 
tropics is Louise Glaum in her newest 
motion picture production, “The 
Leopard Woman,” whiel? is to be the 
feature at the Strand theatre, Lynn, 
Sunday, Monday, Tuesday and Wed- 
nesday. Miss Glaum is supported by 
House Peters, who was engaged espe- 
cially for the leading male role. The — 
companion feature for the first half of 
the week is Owen Moore in “The 
Poor Simp,” which is considered by 
far the funniest picture. Mr. Moore ~ 
has appeared in. The remainder of the 
bill includes a Chester Outing Scenic 
and Strand Topical Review. 

For Thursday, | Friday, Saturday — 
the management has booked Dustin 
Farnum in “Big Happiness,” a_ big 
dramatic story with a wholesome mor- 


> 


eres 


al. With this will be shown “Clothes,” 


a Metro special production, with an 
all-star cast including Olive Tell. 
Strand patrons are continuing to be 
delighted with the selections by the 
Strand Symphony orchestra and Miss 
M. Frances Doughty, organist. 


HorTICcULTURAL Hatt PICTURES 

Billie Burke in “Away Goes Pru- 
dence” and Robert Warwick in “In 
Mizzouri,”’ are the feature pictures to” 
be shown tomorrow (Saturday) eve- 
ning at Horticultural hall, Manchester. 

Next Tuesday—Columbus Day— 
there will be a benefit performance 
staged under the auspices of the Frank 
B. Amaral, post, A. L. “The Unpar- 
donable Sin,’ by Major Rupert — 
Hughes, is the feature attraction. This 
is a story of the war and is said to be ~ 
especially good. All seats 33 cents for 
this evening only. 

Beginning next Tuesday, Oct. 128 
and ‘continuing through the winter, 
there will be only one evening show, 
starting at 7.30 o’clock. All short sub- 
jects will be repeated after the fea- 
ture pictures have been shown, 


PARENT-LTEACHER ‘ASSN. CHANGES 


DaTE OF MEETING 


The Manchester Parent - Teacher 
association has changed the daté of its 
first fall meeting from Thursday eve- 
ning, Oct. 21, to Tuesday ’ evening, 
Oct. 19.: This change was made neces- 

sary by the fact that Dr. Payson Smith, 
who is to address the association, is the 
speaker at a convention in Boston on 
the 21st and was unable to cancel that 
engagement. 

Members of the association — will 
please take notice of this change in 
date. 


“The Victory of Faith.” 
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MANCHESTER CHURCHES 


Congl. church, Rev. F. W. Manning, 
pastor. Next Sunday morning the 
pastor will preach from the subject: 
In the eve- 
ning his subject will be: “A Great 
Christian.” The public is welcome to 
attend these services. 


Harmony Guild will meet in the 
Congl. chapel on Monday evening, 
Oct. 11, at 8 o’clock. 


The annual meeting of the Ladies’ 
Social circle of the Congl. church was 
held Wednesday evening at the home 
of Mrs. George W. Blaisdell, Union 
st. Thirty-two ladies were present 
and elected the. following officers for 
the ensuing year: Mrs. Franklin B. 


_ Rust, president ; Mrs. Charles E. Wil- 


liams, vice-president ; Mrs. Lyman W. 
Floyd, treasurer; Miss Mabel Gold- 
smith, secretary. 


Baptist church, Rev. H. E. Levoy, 
pastor. — Rev. E. S. Hildreth, a mis- 


~ sionary from China, will preach at 


LL oo. 


both services next Sunday 


in the 
morning at 10.45 o’clock and in the 
evening at 7.30. Rev. Mr. Hildreth 
spoke from the Baptist pulpit a few 
weeks ago and his addresses were very 
much enjoyed. Come and hear him 
again next Sunday. 

The Baptist Sunday school held its 
annual business meeting last Sunday 
and elected the following officers to 
serve the coming year: Abbott Foster, 
superintendent; Miss Dorothy Digg- 
don, assistant superintendent; Miss 
Nellie Leonard, sec’y; Dana Younger, 
assistant sec’y; Miss Bessie Leth- 
bridge, treasurer; Mrs. Ellery Rogers, 
auditor. . 

The Ladies’ Missionary society of 
the Baptist church will meet at the 
parsonage next Tuesday afternoon at 
3 o’clock. All ladies are urged to be 
present to give the fall work a good 
start. 

The Baptist Sunday school will ob- 
serve its annual rally day next Sunday 
at 12 o’clock. Miss Hartley, the assist- 
ant director of religious education of 
Mass. will be the speaker. 

A mass meeting for men only was 
held Sunday afternoon in the Baptist 
church, Manchester. Dr. J. M. Tuib- 


betts, campaign manager of the Na- 


_ tional Reform association, Pittsburgh, 


Pa., was the speaker. Dr. Tibbets had 
as subject: “The Mormon Temple Se- 
crets,” and his lecture fully lived up to 
its advance advertising statements of 
being a “startling exposure of the 


' Temple rites and marriage ceremony.” 


Dr. Tibbetts is an able and instructive 
speaker. His address was delivered 
with telling effect and served as a “call 
to arms” to his hearers to fight against 
the perils of Mormonism. 

The Friendship circle of the Baptist 


D. Wilson, of Camden. 


church will hold its annual Christmas 
sale and entertainment on Monday 
evening, Dec. 6. Aprons, fancy arti- 
cles, food and a 10c table will attract 
many buyers. Notice is given thus 
early so that would-be purchasers can 
be making up their lists of needs and, 
when the evening of the sale arrives, 
be in readiness to secure the desired 
articles. 


PROMINENT SPEAKERS AT S. S. 
CONVENTION 

Bishop Edwin H. Hughes, of the 
Methodist Episcopal church, Professor 
George Platt Knox and Rev. Wm. A. 
Brown, D. D., of Chicago, and over a 
score of other eminent speakers, will 
make noteworthy the sessions of the 
Massachusetts Sunday school conven- 
tion at Pittsfield, Wednesday to Fri- 
day, Oct. 20-22. Motion pictures, 
prepared especially for church and 
Sunday school use, will form a novel 
feature of the evening programs. An 
exhibit of the latest and most progres- 
sive methods in local and field work 
will be shown. 

A large number of the delegates, it 
is expected, will come by automobile. 
The secretary, Rev. E. M. Fergusson, 
looks for over 500 delegates, repre- 
senting nearly all the forty-eight dis- 
tricts of the state association. The 
state office at 845 Tremont bldg., Bos- 
ton, 1s busy sending out credentials 
and programs. 


HowartH—HOoFFsEs 

A quiet wedding took place at high 
noon, Wednesday, Oct. 6, at the home 
of Mr. and Mrs. W. B. Calderwood, 
2 Elm st., Manchester, when Miss 
Goldie Frances Hoffses and Richard 
Howarth, both of Camden, Me., were 
united in marriage by Rev. Herbert E. 
Levoy, pastor of the Manchester Bap- 
tist church. The single ring service 
was used. 

The bride wore a traveling dress of 
brown duvetyne and carried a bouquet 
of pale pink and white carnations. The 
wedding march was played by Mrs. 
Levoy. 

The bride is a sister of Mrs. Harry 
Mr. Wilson 
is a brother to Mrs. Calderwood. Miss 
Hoffses is a very popular young lady 
and her many friends in Camden unite 
in wishing her much happiness in her 
new life. 

The groom has been for many years 
superintendent of one of the large 
woolen mills in Camden and is a high- 
ly esteemed citizen. 

Mr. and Mrs. Howarth left on the 
3 o’clock train to spend their honey- 
moon in New York. They will be at 
home to their friends at upper Wash- 
ington st., Camden, after Oct. 12. 


Trifles make perfection; but perfec- 
tion is no trifle—MicHAEL ANGELO. 
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H. B. Eldredge, of Lincoln st., vis- 
ited Sunday with friends in Haverhill. 

George S. Sinnicks was on a trip to 
Canada last week-end with the Ancient 
and Honorable Artillery Co., of Bos- 
ton. 

Dr. and Mrs. D. W. Cooley, of Ant- 
rim, N. H., and relatives from Ip- 
swich, were in town the latter part of 
the week. 

Mrs. John McKenzie and daughter, 
of Melrose, are visiting with Mrs. Mc- 
Kenzie’s parents, Mr. and Mrs. N. 
Martin Olsen, Norwood ave. 

Chester L. Standley,- Louis O. La- 
tions, David Fenton and Bert Baker 
plan to leave tomorrow on a vacation 
trip, by train, as far as Montreal. 

George R. Beaton, of School st., has 
been enjoying a few days’ vacation 
from his duties in D. T. Beaton’s store. 
He has been visiting in Concord, N. 
H.; and vicinity. 

The Congl. church food sale held at 
Mrs. Ada Marshall’s, Bridge st., Sat- 
urday afternoon was very successful. 
Will the ladies who purchased food 
and took the plates home kindly return 
plates to Miss Prest at D. T. Bea- 
ton’s store? 

Mr. and Mrs. Fred K. Swett and 
Mr. and Mrs. Geo. E. Willmonton left 
a few days ago for a motor trip in 
Mr. Willmonton’s Essex that will take 
them to Montreal, going by way of 
Vermont, and returning by way of 
Maine. 

A tin shower was given Saturday 
night to Rodney McQueen and Miss 
Julia Kelleher at the home of Stewart 
MacDonald. About 40 friends of the 
couple gathered for a good time. Re- 
freshments were served and a very en- 
joyable occasion 1s reported. Mr. Mc- 
Queen and Miss Kelleher expect to be 
married soon. 

Alex. Sjorlund plans to sail for 
England, on the Red Star liner 
“Crownland,” Oct. 23, for a 6-months 
trip, in the interests of his model boat 
yard and summer school for children, 
collecting novelties and curios. Mr. 
Sjorlund has met with phenomenal 
success in his chosen line and hopes to 
expand his business from year to year 
to meet the growing demand. 

Mr. and Mrs. Bertram Floyd and 
daughter, Dorothy, plan to move next 
month from the apartment which they 
have been occupying in the Olsen 
house on Norwood ave. to spend the 
winter with Mr. and Mrs. Charlie 
Hooper, Desmond ave., until such 
time as their new home is completed 
on Lovett st., Beverly. Mr. Hooper 
expects to go to Florida after New 
Year’s on a business trip, and Mr. 
Floyd’s business will take him to the 
West Indies part of the winter. 

The Breeze $2 year, $1 six months. 
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FRANK A. EBBERSON 
PRACTICAL 
Horse Shoer 


5 Elm 'St. Manchester-by-the-Sea | 
Telephone 53-X 


WANTED—Washings to do by the 
hour, day. or week, at your own home. 
No muss or fuss and work fully 


stated that if necessary the money 


1aranteed. For particulars call Man- : 
a could be collected in the tax levy for 


chester 168-W and ask for Mrs. THor. 


J. P. LATIONS 


CARRIAGE BUILDER — AUTOMOBILE REPAIRING ' 
Special Attention to Automobile Painting 


Auto Trimming—Slip Covers—Tops Recovered 
Telephone 206-M 


DEPOT SQ. 


8 4 
Silva's Express 
Joun L. Srtva, Proprietor 
LOCAL EXPRESSING 
Furniture and Piano Moving by 
Auto Trucks, long distance or local 
STORAGE FOR FURNITURE 
Rubbish and Garbage Collected 


TEL < Of Box n222 
Manchester 


. 11-W. iP 
Residence: Morse Ct., 


G. A. KNOERR 
Everything Electrical 


4 School St. MANCHESTER 
Telephone 259-R (House 259-W) 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER --- MASS. 
P. O. Box 129 - Telephone Connection 


Caps for men and boys at W. R. 


3ell’s, Central sq. adv, 
Jobbing express and local trucking. 
—Augustus Ferreira. Tel 318-J. adv. 
Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv. 


Few men ever live long enough to 
realize their own unimportance. 


- Young man, don’t get discouraged if 
your best girl treats you like a dog. 
Perhaps she likes dogs. 


Storage for Carriages 
MANCHESTER 


SPECIAL TOWN MEETING 


MANCHESTER VOTERS APPROPRIATE 
NeArRLy $10,000 


Total appropriations to the amount 
of $9,185 were made at the special 
town meeting held Monday evening of 
this week in the Town hall, Manches- 
ter. The sums asked for in the war- 
rant by the several departments were 
approved by the finance committee, 
and were voted with little or no argu- 
ment. 

Raymond C. Allen, moderator, 
called the meeting to order at 7.51 
o'clock, after waiting for a quorum of 
male and female voters to gather. The 


partment. Samuel L. Wheaton, chair- 
man of the Board of Selectmen, moved 
that this athount be appropriated. 

E. P. Stanley, town treasurer, re- 
quested information from the Select- 
men as to how the money was to be 
raised, stating that he wanted to know 
where the money was coming from. 

Mr. Wheaton explained that as he 


- understood the matter the tax rate for 


the present year would provide a sur- 
plus. 

The moderator called the attention 
of the meeting to the fact that the 
question under discussion was whether 
the money should be appropriated, and 
not as to how it should be procured. 

Austin C. Jones, town auditor, 


1921. 

The motion was. then carried and 
$1,800 appropriated for the Poor-In 
department. 

Mr. Wheaton moved, under article 
2, that the sum of $600 be appropri- 


ated for the maintenance of the Poor-. 


Out department, and this was voted. 
Article 3 called for an appropriation 
of $1,200 for the Board of Health de- 
partment. Mr. Wheaton moved that. 
this amount be appropriated and it was 


‘so voted. 


Articles 4, 5 and 6 called for appro- 


priations of $400 for the maintenance 


of the memorial library, $400 for the 
Forest Fire dept., and $35 for the 
Harbor Master’s dept., respectively, 
and on motions by Mr. Wheaton the 
foregoing sums were voted. 

Adjournment was declared at 8.02 
o’clock, immediately followed by an- 
other meeting at which the matter of 
an appropriation of $4,750 for school. 
maintenance was discussed. 

This article was approved by the fi- 
Nance committee. 
speaking of the increased costs under 


which the School dept. is laboring, — 
gave the following figures as a com- 


parison of expenses from Jan. 1 to 
Oct. 2 for the years 1919 and 1920: 


Percy A. Wheaton moved that the 
sum of $4,750 be appropriated for the 
maintenance of the School department, 
and the motion was carried without a 
dissenting vote. 

The moderator made a few remarks 
to the meeting regarding the small at- 
tendance and urged each voter present 
to make an effort to bring another with 
him, or her, when the next special 
meeting was called. 

Adjournment was declared at 8.07 
o’clock. 


Enthusiasm is a lubricant that makes. 
the wheels of trade go round; a grouch 


is sand in the bearings ——EtBert Hus- 
BARD. 


R. C. Allen,’ aaa 


' moderator ruled that although a quo- Bie 1919 1920 
rum of the voters of both sexes was ‘4 2rles: 
: a ae : Teachers, Ja rs : 5 

MT. PLEASANT DAIRY not present, it was his opinion that it Saperintandenee as ae 
R.& L BAKER would be legal to transact business Miscellaneous items 745 15327 

: with a quorum of male voters, and he School supplies 1,521 2,531 

Dealers im called on Lyman W. Floyd, town ne AP ee _ 2,253 3,426 
MILK clerk, to read the warrant. ~ ieee tigate hh sslant 138 1.652 

The first article called for an appro- : “ 
priation of $1,800 for the Poor-In de- $21,755 $30,721 
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J. HARRIS 
CUSTOM TAILOR 


for 


LA DIES and 
GENTLEMEN 


All work done by first-class work- 
men; reliable, satisfactory, and rea- 
sonable. 


sce Staple and Fancy Groceries 
BULLOCK BROS, GROCERS 


POST OFFICE BLOCK Telephone 190 MANCHESTER 


= = 


ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 


REGISTERED PHARMACISTS ALWAYS ON DUTY 


TELEPHONES: 217. 8388 


It one is busy call the other 


ee oe ij NO, THEY ARE 


NOT 
TOO BAD TO MEND 


Let us see the shoes before you throw 
them away. You will be surprised at 
what wonders we accomplish with 
worn-out shoes with our up-to-date 
methods, machines, etc. In these days 
of high prices, it is a blessing for a 


Telephone 658-W 
CENTRAL SQ., MANCHESTER 


(Sa 
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prone HIGH SCHOOL 


MANCHESTER 


The following students returned to 
school Monday, having finished their 
summer’s work: Marion Preston, 
Molly Greenberg and Gladys Heath. 

Bernice Lee returned the first of the 


week to take a postgraduate course in. 


stenography and typewriting. 

Tuesday there will be a _ football 
game at Danvers with the Danvers 
High school. The Manchester team 
will be supported by a bus-load of 
fans. 

The Senior class will commence the 
season’s activities with a social at the 
Price school hall tonight (Friday) at 
8 o’clock. Admission 15c. The High 
school and Sub-Freshman class are i1n- 
vited to attend. 

Next Friday afternoon the Senior 
class plans-to hold a food sale in the 
Congl. chapel. 

- Because of a tie in marks, three girls 
—Gladys Heath, Jessie H. Kehoe and 
Mary A. Knight—were g given the priv- 


—ilege of attending the Woman’s club 


This is followed by Sergt. Rust’s 


meetings this winter. 


Serct. Rust REecEIvEs ACCOLADE FOR: 


SERVICE IN WortpD War 


Sergt. Willard Rust, of Manchester, 
is in receipt of an accolade in recogni- 
tion of his services in the world war, 
serving in the 305th machine gun bat- 

talion. The paper is handsomely en- 
graved, showing at the top the figure 
‘of Columbia. A soldier is kneeling at 
her feet and the inscription beneath is 
“Columbia gives to her son the acco- 
‘lade of the new chivalry of humanity.” 
s name 
and a record of his army enlistment, 
‘concluding with the words: ‘Served 
“with honor 4 in the World war and was 
wounded in action.” 


Complete line of men’s belts at W. 
R. Bell’s, Central sq. adv. 


man with a family to have such a re- 


Copyright A PLE ty 


29 Beach St., 


pairing shop in town as 


J. A. CULBERT’S 


MANCHESTER 


Also Trunk and Bag Repairing 


MANCHESTER Boy ScouTs HAVE OuT- 
ING AT “GRAFTONWOOD” 


The Manchester .Troop of Boy 
Scouts enjoyed its annual outing last 
Saturday, being entertained by Miss 
Lila’ Lancashire at “Graftonwood.” 
The Scouts gathered at the scouthouse 
at 2 o’clock and marched to Grafton- 
wood, where they were met by their 
hostess. 

The party proceeded to the beach, 
where baseball, football and other 
sports were played. A huge campfire 
was built, and then came the “eats.” 
Everything in the eating line that ap- 
peals to boys was served in abundance 
and it is safe to say that every Scout 


did full justice to the “spread.” In- 
vited guests included F. M. White- 


house, a loyal friend of the Scouts. 
The American Scout yell’ was given 

with rousing enthusiasm in Miss Lan- 

cashire’s honor, after which the boys 


were taken to their homes in automo- 
biles. 

The results of the sporting events, 
together with the prizes given by the 
hostess, are as follows: 

Shoe race 
ing rod. 


won by Allan Andrews, fish- 


Broad jump —won by Jack Babcock, 
hatchet. 

75-yd.  dasl by George James, 
compass. 


3-legged race for seniors—won by Robt. 
Foster and Vincent Henneberry, silver 
pencils; for juniors, won by Loren Peters 
and Frank Foster, pocketbooks. 

Wheelbarrow race for seniors—won by 
Gardner Bullock and ‘‘Ted’’ Foster, 
searchlights; for juniors, won by Vincent 
Henneberry and Allan Bell, jack knives. 

50-yd. dash—won by L. Peters, watch. 


Latest styles in Lamson & Hubbard 


soft hats and caps at Bell’s Beach st. 
store. adv. 

Seasonable underwear at W. R. 
Bell’s, Central sq. adv. 
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Telephones 610, 611 


HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
Kitchen Furnishings 


S. S. PIERCE -GROCERIES 


MAGNOLIA 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NortrH SHORE 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 


Edward Wilkinson and James Web- » 


ber, of Annisquam, are on a motor trip 
to New Hampshire. 

' Miss Grace H. Story, of Brookline, 
is visiting her mother, Mrs. Frank 
Story, on Western ave., for a few 
days. 

Mr. and Mrs. Loring Cook and fam- 
ily and Mrs.:Hannah Brown returned 
‘to their home in Allston the past 
week. . 

On Saturday Miss Abbott gave a 
dance at the Women’s clubhouse. It 
was a very jolly party and the music 
was fine. 

The last whist game of the season 
was played at the Women’s clubhouse 
on Thursday evening. Mrs. Margaret 
Murphy captured the first prize. 

Miss Marion Story, of the local 
postoffice begins her vacation this 
week. She will visit her sister, Mrs. 
Frederick Carter, in Natick for a few 
days. 

Miss Alice Swanson spent the week- 
end with her parents in Magnolia. She 
hopes to complete her course at the 
Malden hospital in about three weeks. 
Miss Swanson is very enthusiastic 
about her chosen profession. 

Mrs. Jonathan May and Miss Abbie 
May spent last week in Temple, N. H. 
Mr. May spent the week-end with 
them. They motored both ways and 
report a very pleasant trip. Mrs. B. 
L. Allen, of Manchester, accompanied 
her father on the week-end trip. 

The ‘Lend a Hand” met with Mrs. 
Foster at the clubhouse on Wednesday 
evening. Plans for the winter’s activi- 
ties were discussed and various com- 
mittees appointed.. This club has been 
a great social feature in the village 
for the past five years. Mrs. Ethel 
May Wilkinson is its president. 

A very pretty party was given at 
the Women’s clubhouse on Friday 
evening by Miss Eleanor Ballou. It 
was a good-bye party for Miss Vir- 
ginia Cornwall, of St. Louis, who has 
spent the summer at the Smith cottage 
on Raymond st. The guests were 
members of Miss Ballou’s class at the 
High school. Mrs. D. C. Ballou and 
Mrs. B. M. Thornberg were the mat- 
rons. Music for dancing was fur- 
nished by Mrs. Smith, of Gloucester, 
and at intermission refreshments were 
served. The hours flew by so quickly 
that it was hard to believe it time to go 
home when the last waltz was played. 


Accuracy in business is a virtue be- 
yond esteem.—ELBert HusBarp, 
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JONATHAN MAY 


Shore Road, Magnolia, Mass. 


REAL ESTATE and INSURANCE BROKER 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


NOTARY PUBLIC 


MAGNOLIA MARKET 


LAFAYETTE HUNT, Proprietor 


BEEF, PORK, MUTTON, 


HAM, 


POULTRY, VEGETABLES 


AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


Tel, 449-W 


Magnolia, Massachusetts 


CoMMUNITY INTERESTS — MAGNOLIA 
PEOPLE ACTIVE 


On Tuesday evening in Miss Bab- 
son’s room at the Blynman school, 
Miss Maude Elizabeth Smith, repre- 
senting War Community Service, gave 
an interesting talk on community work. 
It was voted to send a ‘representative 
to the executive council meeting in 
Gloucester on Thursday, and Mrs. 
Alice Foster was chosen to go. 

After the meeting the ladies ad- 
journed to Miss Burke’s room, and 
Miss Geyer, who has been instructing 
in community games in Gloucester and 
vicinity, introduced the ladies to some 
old, new games, with great success. 

The evening ended with hearty 
thanks to Miss Smith and Miss Geyer 
for a pleasant party. There will be 
another meeting at the Women’s club- 
house on Wednesday, Oct. 13. It is 
then hoped that a leader for communi- 
ty singing will be present. All are in- 
vited to attend,—men, women and 
children. 

Magnolia has always been a com- 
munity center with many common in- 
terests and it is now hoped that being 
represented in the executive council of 
the Gloucester league may help us to 
broaden our work for the benefit of all. 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NortH SHORE 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 


Some men do good things for pub- 
lication and not as a guaranty of good 
faith. 


A wife is the making of her hus 
band—but the job is seldom satisfac 
tory to all parties concerned. 


GIVE NO HURT TO ANYTHING 


Give no hurt to anything, 
To the birds that work and sing, 
Rabbit in the grasses wet, 
Barn-yard beast or household pet. 


Give no hurt to anything— 
Butterfly with feathered wing, 
Garden toad that aids the farm, 
That would never do you harm. 
Children of the outdoor sun, 
God’s own creatures, every one! 
Be to them a loyal friend, 
Ever ready to defend! 


—Alice J. Cleator in ‘‘Our Dumb Ani- 
mals.’’ 


FEDERAL THEATRE, SALEM 


“Something to Think About,” Cecil 
B. DeMille’s latest production for Par- 
amount, is playing an engagement of 
an entire week at the Federal theatre, 
Salem, starting with next Monday mat- 
inee and playing three times daily. Jas. 
F. Thomas, the new organist at the 
Federal, who comes to Salem with the 
recommendation of John Philip Sousa, 
the march king, will present a special 
music score for the picture. 

Included in the cast of well-known 
players are Gloria Swanson, Elliott 
Dexter, Theodore Roberts, Monte 
Blue, Claire McDowell and _ little 
Mickey Moore. 


Larcom THEATRE, BEVERLY 
Week of Oct. 11 

Mon. and Tues.—All-star cast in 
“Homespun Folks.” Mack Sennett 
comedy, “Don’t Weaken.” 

Wed. and Thurs.— Zane Grey’s 
story, “Desert Gold.” Larry Semon 
comedy, “The Fly Cop.” 

' Fri. and Sat.—Robert Warwick in 
“The 14th Man.” Christy comedy, 
“Kiss Me, Caroline.” 


Cultivation to the mind is as neces- 
sary as food is to the body.—Cicrro. 
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BEVERLY FARMS 


Mrs. Lucy Marlin is reported ill at 
her home on Hart st. 


Day Officer Calvin L. Williams has 
completed his two weeks’ vacation and 
| returns to duty today. 


William S. Pike, of the local fire de- 
partment, has completed his vacation 
and returned to work. 


Miss Lillian Culbert, librarian at the 
Beverly Farms public library, is hav- 
ing a two weeks’ vacation. 

John L. Condon and family moved 
| this week into the lower apartment in 
|the Murray house, on Hart st. 

Mr. and Mrs. David Rollins, of 
| Newark, N. J., have been among the 
| visitors at Beverly Farms the past 
| week. 

Thomas D. Connolly, of Beverly 
| Farms, was among the ushers at the 
| Sullivan-Logan wedding in Lynn on 
Tuesday last. 

| Miss Gertrude Marshall, chief op- 
- erator at the Beverly Farms exchange, 
‘has returned to her desk after a pleas- 
/ant two weeks’ vacation at Intervale, 
| N. H. 

Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NortTH SHORE 
BreEEzE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 

Beverly Farms friends of Mr. and 
Mrs. Charles Maddalena (Barbara 
nouncing the birth of their second 
Daniels) received cards this week an- 
daughter, Elizabeth Anne, Sept. 28, at 
their home in Cambridge. Mr. and 
Mrs. Maddalena are former Beverly 
Farms residents. 

The M. J. Cadigan post, A. L., will 
attend the next regular meeting of the 
Beverly post. This meeting promises 
to be a “hummer,” as the principal 
guest will be State Commander James 
T. Duane. Smokes will be provided, 
also a “hand out” lunch. Music and 
other items of entertainment are prom- 
ised. 

The new contracting concern of 
Morrison, Gillis & Co., two Beverly 
Farms young men—John A. Morrison 
and Angus Gillis—is at present located 
at Oyster Bay, L. I., on the Willys 
estate (formerly O. G. Smith’s). The 
concern is at work on a large concrete 
sea wall, some 1600 or more feet in 


length. 
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Poultry and Game 
Eggs and Butter 
Fruit and Berries 
The Best Quality 
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Telephone 9-W 


BREWER’S MARKET 


H. L.. Morrirt. & Co., Inc., Successors to Walter P. Brewer 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


Telephone 133 
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CENTRAL SQUARE GARAGE 


BEVERLY FARMS 


SUPPLIES AND SUNDRIES 
Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 


John A. Trowt and John J. Murray, proprs. 
[ 


i 
| AUTOMOBILE REPAIRING 
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RUMMAGE SALE 


Saturday, Oct. 16, at Beverly Farms 
village, near the postoffice, there will 
be held a Rummage Sale for the bene- 
fit of St. Margaret’s Catholic church. 

Donations of clothing, furniture, or- 
naments, fresh vegetables, fruit, cake, 
candy, jellies, preserves, fresh chicken 
and fowl, etc., are earnestly solicited 
and will be most gratefully received. 

Articles may be sent to the rectory 
of the church, at Beverly Farms, or 
in the case of perishable articles may 
be sent after 9 o’clock in the morning 
directly to the room in which the sale 
will be held. adv. 


Mr. and Mrs. Edwin J. Hutchins, of 
North Adams, have spent the past 
week here as guests of friends. 

Andrew Standley camp, S. of V., 
will hold an important business meet- 
ing in G. A. R. hall this evening. 

Preston W. R. corps will hold a 
public supper Thursday evening next 
from 5.30 to 7 o’clock in G. A. R. hall. 

Miss Margaret McCarthy, a popular 
operator at the Beverly Farms ex- 
change, is enjoying a two weeks’ vaca- 
tion. 

It is reported that Mr. and Mrs. 
James D. Dyer (Margaret Connolly) 
have purchased a house at Montserrat 
and will occupy it shortly. 

Frank Toomey, of Haskell st., has 
secured a position as instructor in 
bookkeeping at the evening sessions of 
the Salem Commercial school. He 
graduated from this business college 
last June. 
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W. P. Peterson, Proprietor 


Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


VINE STREET GARAGE | 
i 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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Have Your Prescriptions 
Filled at 


DELANEY’S 
Apothecary 


Corner Cabot and Abbott Streets 
BEVERLEY 


We keep everything that a good 
drug store should keep. 


Miss Emma L. Fowler of Hartford, 
Conn., has been spending her vacation 
the past week visiting friends at Bev- 
erly Farms. 

Wilbur J. Pierce and Robt. E. 
Hodgkins have spent a. part of this 
week enjoying an automobile trip to 
New York. 

The Republican City committee has 
sent out postal notices requesting that 
all women who have not registered 
and are qualified to vote will promptly 
register at Beverly City hall on Wed- 
nesday next, Oct. 13, from 12 m. to 
10 p. m. 

Mr. and Mrs. Percy Huxley and 
child sail from New York tomorrow 
(Saturday) for a vacation visit to 
their former home in England. They 
plan to be away about six weeks. Mr. 
Huxley is superintendent at Edge- 
water, the Leiter estate. 

Arthur C. Holland, formerly assist- 
ant operator and ticket agent at Bev- 
erly Farms station and the past few 
years located at Newburyport, was as- 
signed this week by the B, & M.. R. R. 
management to the position of agent 
and operator at Methuen. 

There have been several fishing ex- 
cursions by Beverly Farms young men 
on different occasions the past two 
weeks. The fishermen have had great 
sport and have landed some big catch- 
es of cod, so many in fact that cod 
have been given away to any one who 
wanted them. 
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BEVERLY FARMS 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NortH SHORE 
BrEEZE, 66: Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 


John F. Mackey, of the Beverly 
Farms fire department, is enjoying his 
annual two weeks’ vacation. 

Mr. and Mrs. Lyman W. Tompkins, 
of Bucksport, Me., have spent the past 
week at Beverly Farms, visiting 
friends. 

Howard P. Williams, building in- 
spector, has been taking a vacation the 
past week. He went on a trip to Phil- 
adelphia. 

Miss Charlotte Medcalf is enjoying 
a vacation in the village visiting her 
parents, Mr. and Mrs. George Med- 
ealf, Pickett’s ct. Miss Medcalf has 
just returned from a three months’ 
stay in Maine. 


“Outward Bound” is very much in 
evidence these days by the high piles 
of trunks and baggage seen daily at 
the Beverly Farms and Pride’s Cross- 
ing railroad stations. This is evidence 
that our summer visitors are fast re- 
turning ‘to their winter homes. 

Mrs. Wm. H. Moore opened her 
home at Pride’s Crossing Tuesday aft- 
ernoon for a conference to which the 
Beverly Farms branch of the Improve- 
ment society was invited to meet the 
executive board of that organization. 

Roy K. Patch began singing Sunday 
last in a mixed quartet at the First 
Universal church, Lynn. Mr. Patch 
has just finished his engagement in the 
Grace Episcopal church at Salem, 
where he has been tenor soloist with a 
large church choir. 

The last opportunity to register for 
the presidential and state election in 
November will be at Beverly City hall, 
next Wednesday, Oct. 13, from 12 m. 
to 10 p.m. There are many Beverly 


THE TEACHER’S OPPORTUNITY 


By WitttAm MATHER LEwts 
Director Savings Division, Treasury Department 


HE strength of the United States 
depends upon the practical patriot- 
ism and sound economic thought of her 
future citizens. These characteristics 
must be developed in the daily life of 
the school. 


Economists agree that the universal 
adoption of habits of intelligent sav- 
ing will strengthen our nation tremen- 
dously. When every wage earner has 
a reserve fund of money the country 
will be sound economically, socially 
and _ politically. 

The teacher who encourages. pupils 
to earn money and to invest in Thrift 
Stamps and War Savings Stamps is 
doing much for. their . economic 
strength and practical patriotism. 

Each child who buys stamps feels 
a partnership in the government; he 
learns the wisdom of investing his 
money in securities that are absolutely 
safe; he becomes. familiar in a practi- 
cal way with compound interest; and 
as he sticks stamp after stamp upon 
the card, he has a visual demonstration 
of how savings grow. 

Faith without works is dead. Thrift 
without safe investment such as gov- 
ernment saving securities is robbed of 
its benefits. Its. virtue lies not only in 
its principles, but in the actual prac- 
tice of investment. 

Each year thousands. of boys and 
girls in the United States are deprived 
of a college education because they 
lack money. 

You can remedy this situation 
among your pupils by starting them on 
the road to saving early in life and en- 


couraging them to safeguard these sav- 
ings in government securities. 

You are rendering a real service to 
your country by promoting the sale of 
these stamps. The burden of war debt 
still is heavy and the government must 
still borrow money. 

Add to your influence as a teacher. 
Promote sound economic. thought, 
practical patriotism and prosperity by 
encouraging your pupils in the regular 
purchase of Thrift Stamps and War 


‘Savings Stamps. 


HospiraL Funp Payments DUE 
Lenk 

Payments on pledges to the $100,- 
000 Beverly hospital campaign fund, 
which are due Oct. 1, are to be made to 
“Augustus P. Loring, treasurer, care 
of Beverly National bank, Beverly, 
Mass.” 

The executive committee for the 
campaign announced Friday that an ar- 
rangement had been made with the 
Beverly National bank by which the 
payments on subscriptions could be 
mailed directly to the bank for the 
credit of the hospital. The committee 
announced that subscribers, in making 
these payments, draw checks in favor 
of “Augustus P. Loring, treasurer.” 
Acknowledgment of the payments on 
pledges made at this time through the 
Beverly National bank will be made to 
the subscribers in due course. 

Subscriptions to the hospital fund 
are payable in six equal semi-annual 
installments, one-sixth of the amount 
pledged being due Oct. 1. A great 
many subscribers have already made 
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‘S.A. Gentlee & Son 


S. A. GENTLEE 
TEL. 893-W. 


C. H. GENTLEE 
Tev. 893-R. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel. 480 


. Calls Answered Anywhere 
Day or Night 


Farms women who have not yet regis- 
tered and who, no doubt, would like 
to do so. They should take advantage 
of the above-named date. 


payments on the first installment due 
and a number have paid their pledges 
in full at this time. . 


QuEER THINGS 
Did you ever see 
sword fish or a stone fence? 
horse fiddle or a pig iron? 
bottle fly or a bed spring? 
tomato row or a pot roast ? 
star fish or a rat-tail file? 
clock spring or a cow slip?, 
band box or a cat nip? 
barn dance or a chimney sweep? 
And did you ever hear | 
The shoe blow its horn? 
A harebell ring or 
A cough drop? 
A birch bark? 
A pillow tick, or a 
Treetop hum? 
And did you ever, ever see 
A board walk or a mill race? 
Butter fly and the dish mop? 
A hill farm and a hill mop its brow? 
A tree spin its top or a potato wipe 
its eyes? , 
A clock wring its hands or a table 
cross its legs! 7 
A man pull up the lake or a cat take 
up a tree? 
A girl drop her eyes, or the night 
fall? 
An apple turn over or a clock wash 
its face? 
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—Young People. 


The actual cost of maintaining the 
civilized and civilizing functions of 
the United States government is,seven 
percent of the present expenditures. 
The other 93 percent goes for the pay- 
ment of recent and previous wars. 


~The less power a man has, the more 
he likes to use it—J. Perir SENN. 


ee 
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Sa RCTIrS 


Along the North Shore 


MANCHESTER 


Orthodox Congregational, Rev. F. 
W. Manning, pastor. — Sunday 
‘morning worship, 10.45. Sunday 
school following the morning service. 
Prayer meeting, Tuesday, 7.45, in the 
chapel. 


Baptist Church, Rev. Herbert HE. 
Levoy, pastor. — Public worship, 
10.30 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.30. Y.P.S.C.E. meeting, 7. Evening 
service, 8. Gospel Laymen’s league, 
Wednesdays, 8 p. m. Prayer meet- 
ing, Friday evening at 8. Com- 
munion first Sunday in the month. 
All seats free at every service. 


Sacred Heart Church, Rev. W. 
George Mullin, rector. Sunday 
masses—7, 9 and 10.30 a. m. Week- 
day mass, 7.30 a. m. Sunday eve- 
ning devotions at 8 o’clock. 


BEVERLY FARMS 


St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Holy Communion at 8, morning ser- 
vice and sermon at 10.30. 


Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.45. 
Bible school at 12. Y. P. 8. C. E., 
7.15 p.m. Evening worship and ser- 
mon, 8. Communion service the 
first Sunday in the month. Mid- 
week service, Wednesday at 8 p.m. 

St. Margaret’s, Rev. Nicholas R. 
Walsh, rector. Sunday masses at 7, 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p. m. 


MAGNOLIA 


Union Congregational. Sunday 
morning worship with sermon, 10.- 


45; evening worship with sermon, 
8.15. For other notices see news 
columns. A 


CHILDREN FROM 14 To 16 Must Con- 
FORM TO ScHooL Law 

There appears to be some misunder- 

standing in connection with the con- 

tinuation school act which has just 

gone into operation as to the applica- 


‘tion of the law regarding the certifica- 


tion of working children and that pro- 
viding for compulsory school attend- 
ance. The following statement ex- 
plains the position of the Department 
of Education and the Department of 
Labor and Industries in this respect : 
With regard to employment certifi- 
cates, they are required for the occu- 
pations specified in the law and for no 
others. That is, every child between 
the ages of fourteen and sixteen years 
must secure an employment certificate 
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TOWN NOTICES 


MAN GILE ST ER 


NOTICE 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o0’clock. 

SAMUEL L. WHEATON, 


GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


TOWN TREASURER’S NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a.m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

E. P. STANLEY, 
Treasurer and Collector. 


SCHOOL: NOTICE 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 
SCHOOL COMMITTEE. 


before he can be employed in any fac- 
tory, workshop, manufacturing, me- 
chanical or mercantile establishment. 


A home permit is required for every 
child from fourteen to sixteen years of 
age who wishes to engage in profitable 
employment at home. All children be- 
tween these ages employed under the 
authorization of home permits and em- 
ployment certificates must attend con- 
tinuation schools when established and 
in session. 

As the school attendance law pro- 
vides that all minors under sixteen 
who do not possess the educational 
qualifications for an employment cer- 
tificate and who are not engaged in 
profitable employment under the au- 
thorization of a home permit or an em- 
ployment certificate must be in school 
during the time the public schools are 
in session, it follows that during the 
school session all children between the 


FOREST WARDEN NOTICE 


This is to inform the public that I have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
have appointed the following as my depu- 
ties: - 

LORENZO BAKER 
ISAAC P. GOODRIDGE 
JOHN F. SCOTT 
JACOB H. KITFIELD 
JOSEPH P. LEARY 
ALLEN S. PEABODY 
ARTHUR 8. DOW 
PATRICK J. CLEARY 
PETER A. SHEAHAN, 
Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 


Applications for the removal of the 
eontents of cesspools and grease traps 
should be made to S. A. Sinnicks. 


Per order the Board of Health: 
WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NOTICE 
The regular meeting of the Park Board 
will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 


the following week. 
MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 


The regular meeting of the WATER 
BOARD will be held at their office, in the 


‘Town Hall Building, on the Monday pre- 


vious to the last Wednesday of each 
month, at 7 o’elock p.m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 
Per order, 
MANCHESTER WATER BOARD. 


ages of fourteen and sixteen must be 
attending school or must be employed 
under the authority of a home permit 
or an employment certificate in which 
case they are required to attend a con- 
tinuation school. 

A pupil under 16 may not work in 
occupations not enumerated in the sta- 
tutes (a factory, workshop, manufac- 
turing, mechanical, or mercantile es- 
tablishment) during the time the pub- 
lic schools are in session. 


PHYSICIAN 


Just keep the heart a-beatin’ warm. 
Be kind to every feller; 

Look for the rainbows in the storm, 
But—earry yer umbreller! 


Be brave to battle with the strife, 
Be true when people doubt you; 
Don’t think that money’s all in life, 

But—carry some about you! 


An’ when it’s time to shuffle off 
An’ you have done yer mission, 

Just put yer trust in Providence— 
An’ call a good physician! 


—Atlanta Constitution. 
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OLIVER T. ROBERTS WILLIAM HOARE 


ROBERTS & HOARE. 


Contractors and Builders 


Contract Work a Specialty : 
Particular Attention Given to Jobbing 
MANCHESTER-BY-THE-SEA Telephone Connection 


ESTABLISHED 1876 INCORPORATED 1903 


ROBERT ROBERTSON CO. 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 
BeverLy, BEVERLY Farms, MANCHESTER AND HamiLTon, Mass. 
Connected by Telephone 


J. M. Publicover W. B. Publicover 


-PUBLICOVER BROS. 


Contractors and Builders 


Special Attention Given to Jobbing, Furniture Repaired, Etc. 
SHOP: Off High st. BEVERLY FARMS 


Tel. Con. P. O. Box 74 


| JOHN F. SCOTT 
Plumbing and Heating 


Personal attention given to all work 
35 years’ experience 


Shop and Office, 112 Pine St. Tel, 12 Manchester-by-the-Sea 


= Saaee a} 


Tel. Beverly Farms 130 Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 
BEVERLY FARMS, MASS. Shop at Pride’s Crossing 


Edward F. Height 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 
12 Desmond Ave., Tel. Con. MANCHESTER, MASS. 


GEORGE 5S. SINNICKS 
MASON, CONTRACTOR and BUILDER 


Manchester, Mass. Telephone 31 


Pa’s Hetp SOMETIMES TOO SWIFT IN 
EFFECT 


always give her the benefit of the 
doubt. 

Most chaps are bashful when they 
call on a girl for the first time, but 
they later find that the girl’s dad usu- 
ally helps them out. 

Many people think that a “gushing” 
girl is one who was born in one of the 
oil-producing states. 


Old Irv. Davis says: 

Some women command an enormous 
salary! Their husbands earn it, but 
they command it! 

If one is in doubt as to whether or 
not to kiss a young lady “good night,” 
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GENII OF BUSINESS 


PursuE Man Every Time He 
APPLIES FOR CREDIT 


The ancients used to think that a 
good or evil spirit followed a man all 
the days of his life. Modern business 
has its original genii who pursue a man 
every time he asks for credit. Accord- 
ing to a recent report every person 
who solicits credit in a Minneapolis re- 
tail store is listed in the books of the 
Associated Credit Exchange as prompt 
pay, medium or slow. 

The coal or grocery bill left unpaid 
months ago dogs the footsteps of a 
buyer like an evil spirit. The bills 
promptly paid go along with a man 
like a good attendant spirit to bear wit- 
ness to his character. 

If money talks in business, character 
also counts. Business men testify to 
the fact not only that credit carries 
more than fifty percent of modern bus- 
iness, but that it also acts as a constant 
challenge to integrity and confidence. 
The west has been built on credit. 
And it is a testimony to the essential 
reliability of human nature that after 
fifty years of use, the credit system is 
stronger today than ever. It has tend- 
ed to breed confidence in business men 
rather than distrust. 

In these days that are marked by 
some exploitation and profiteering it is 
easy to forget the indirect service busi- 
ness renders as a moral force. Of 
course, business men make little claim 
to be altruistic, and the yellow book of 
credit -was instituted primarily as a 
protective measure rather than a char- 
acter-builder. But its tendency is to 
keep men true to their word. And 
through it the conviction grows that 
most men intend to make their prom- 
ises good. 

Despite all limitations the fact re- 
mains that trade has broadened the 
horizon of men and sent them forth as 
pioneers into new fields of endeavor. 
The flag has followed trade in the his- 
tory of nations. And few forces have 
been more educative than business. 

It often happens that a man’s credit 
rating is the best asset he has. And 
the reputation and good will that hon- 
est business methods win for a concern 
is now generally recognized as a pearl 
of great price too valuable to be 
thoughtlessly jeopardized—Minneap- 
olis Journal. 


TimeLy Bir or INFORMATION 
Here’s something you probably 
don’t know. We got it from the essay 
of a schoolboy. “In 1620 the Pilgrims 
crossed the ocean and this was known 
as the Pilgrims’ Progress.” 


Or CouRsE 
“Carrie puts everything she earns 
on her back.” 
“To make a front, I suppose.” 


JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 


Dealer in 
PAINTS, OILS, VARNISH, GLASS 
DesmMonp AVE., MANCHESTER, Mass. 
Telephone 106-M. 


H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 


324 Rantoul St. 
Telephone 1377-M 


BEVERLY 


D. T. BEATON 


Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 
and Heating; Tin, Copper and 
Sheet Iron Worker. 

Tel. 23 - - Manchester, Mass. 
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Telephone 687-W Gloucester 


J. H. MORROW & CO. 


ATP ARTZ, ST. GLOUCESTER 


PLUMBING 


HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 


UCU 
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How to ‘Size Ur” Farr CHARMERS 
BY THEIR GREETINGS 


“Chawmed” — One dance with this 
type. They always talk about the that- 
ness of the that or G. B. Pshaw’s lat- 
est. 

“How do you do?’—not a question 
— statement. Probably accompanied 
by a smile. This class works slowly, 
but is sure to get you in the end. 

“Deelighted”—with giggle and invi- 
tation from babyblue eyes. Must nev- 
er be trusted. 

“Very glad to know you. I’m sure” 
—she is not sure, but it seems best to 
say so. Last season’s deb. Expects 
to be bored and it is best to live up to 
expectations. 

“OQ, Mr. Stover, I’m so glad to know 
you. I’ve heard,” etc.—football hero 
stuff. Must use skill and ingenuity to 
escape this type. 

Mere nod — Possibilities, but, O, 
man, you'll have to work.—Yale Rec- 
ord, 


Witness—‘‘He looked me straight in 
the eye, and—” 

Lawyer—‘There, sir, you’ve flatly 
contradicted your former statement.” 

Witness—‘How’s that?” 

Lawyer—‘You said before that he 
bent his gaze on you. Will you please 
explain how he could look you straight 
in the eye with a bent gaze?” 


B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


15 Cross St. 


Tel. Conn. 


Beverly 


SHEEHAN & MURPHY 
Plumbing and Heating Engineers 


Estimates given on new work and alterations. 
Turning on and off water a specialty 


to all jobbing. 


Personal attention 


‘“‘Best quality and workmanship’”’ our motto 


SALEM 


2387W 181W-181R 


BEVERLY 


BEVERLY FARMS 


Head office: 260 CABOT ST., BEVERLY 


THADDEUS F. CALL 


First 
Class 


All work personally attended to. 
LEGRCON: 


46 WASHINGTON ST. 


PAINTER AND DECORATO 


Interior 
and Exterior 
Sc DOPLUe OW 


(GLOUCESTER 


Our Motto: 


WEATHER WISDOM 


ConpDITION OF SxKiES AFFeEcTS BusI- 
NESS TRANSACTIONS 


Restaurant men know that appetites 
are not the same on a dark, gloomy day 
as on a day that is bright and cheerful. 
The surprising thing is that people eat 
most on the day that is dark and dis- 
mal. On a cloudy day people just sit 
and eat. 

Dentists know that people are slow 
to make and quick to break appoint- 
ments on cloudy days. A cloudy day 
is depressing and patients lack the 
nerve to face the ordeal. 

Bad weather helps the physicians. 
Lowered spirits make people think 
they need the doctor. 

Rainy days boost the mail order 
business, because country people ob- 
liged to remain indoors, drive away 
dull care by reading mail-order cata- 
logues. 

Department store business is  seri- 
ously hurt by rain in the forenoon, but 
rain in the early afternoon is a great 
help. Women refrain from starting 
on shopping tours in the first instance, 
in the second they are compelled to re- 
main in the store, and they shop some 
more. 

More lines of business, however, 
boom with sunshine. Architects, for 
instance, find that few people come in 
on gloomy days. It takes sunshine to 
fire the owner of a piece of ground 
with visions of a_ beautiful house 
standing thereon. 

Still, a rainy June 1s highly profita- 
ble to a big awning concern, because 
of the extra number of awnings that 
must be erected for June weddings. 

The wind counts: A windy day in 
New York city costs a great cigar 
concern about $4000. Many men do 


their smoking along the street, and it is 
not pleasant to smoke in a high wind. 

More candy and soda are sold at 3 
o’clock in the afternoon than at any 
other time of the day. The next best 
hour is 8 o’clock in the evening. Five 
women buy soda water to every four 
men. Women buy candy oftener than 
men, but men buy more at a time, so 
the sexes average equal as candy pur- 
chasers. 

Hot weather is good for ice cream 
and soda sales, but only to a certain 
point. When the temperature goes 
above a certain figure sales fall off. 
The weather is too hot for the exertion 
of walking to a soda fountain. From 
72 to 90 degrees seems to be the best 
for soda sales—Human Nature in 
Business. 


Tue CALIFORNIANS PLIGHT 


The Californian gets up at the 
alarm of a Connecticut clock; buttons 
his Chicago suspenders to Detroit 
overalls; washes his face with Cincin- 
nati soap in a Pennsylvania basin; 
wipes on a Rhode Island towel; sits 
up to a Grand Rapids table; eats Kan- 
sas City meat and Minneapolis flour, 
with Idaho potatoes cooked with Indi- 
ana lard on a St. Louis stove burning 
Wyoming coal; puts a New York bri- 
dle on a Colorado bronco fed with 
Iowa corn; plows five acres of land 
with a Tennessee plow. When bed- 
time comes he reads a chapter from a 
Bible printed in Boston; says a prayer 
written in Jerusalem, crawls under a 
blanket made in Vermont, only to be 
kept awake by mosquitoes — the only 
home product of his own state. 

You may depend upon it that he is a 
good man whose intimate friends are 
all good.—LAVATER. 
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‘Potted Plants 
rand Cut Flowers 


Plant Now for Next Season’s 
Blooming 


PEONIES— »2¢ fifty varieties of peonies 


to offer at this time, some 
cheap, but good; some extra good, but expensive. 


xX) 
NO 


‘The Velvetice 
GIRL 


is the symbol of purity and 
excellence in ICH CREAM 


—She is usually displayed where 


Velvetice Cream is being served 


Also Delphinium, Foxglove, Campanula, Iris, 
Phlox, Heuchera, Hupin, Pyrethum, Enemone and 
several others—all good, strong plants that will 
flower the coming season. 


When a company produces goods which they are 
willing to stand behind and on which they are 
willing to stake their reputation, they distribute 


At all times our ideas and experience are at your those goods under their own ‘‘trade mark.’’ 
service, either in helping you in choosing, or in 


taking entire charge of your landscape planting. T hewmen CECA of which the North Shore 


Call or telephone; we are always pleased to be of Creamery Co., of Beverly, is justly proud is: 


assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 


Velvetice 
Cream 
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Children’s Smart School 
Hats . . $2.98 to $12.50 


SALE M.MASS. 


Practical and Stytish Blouses 


TO BEGIN THE AUTUMN AT REASONABLE PRICE MARKINGS 


$1.98 to $5.98 


HERE are plain, business-like models, but dainty type, that our Miss Business 
Woman or Miss Housekeeper need for their tailored suits when they go to work 
or marketing. Then there are the frilled models, hand-made blouses with their 
dainty drawn work and fine tucking. Georgette blouses in dark brown, reindeer, 
navy, flesh and white, prettily ornamented with filet and Venetian laces. 


Frilled and Tailored Hand Made Georgette Crepe 
Blouses $1.98 Blouses $5.00 Blouses $5.98 


Watch for Our AUTUMN NOTION Sale 
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The Summer Home of Mr. and Mrs. Oliver W. Mink, of Boston, 
on Cobb ave., Manchester 
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Exchange Your Liberty Bonds 


Liberty Bonds from which all coupons have been de- 
tached may now be exchanged for permanent bonds. 


Bonds left at this bank for safe keeping will not be ex- 
changed without a request from the owner that such ex- 
change be made. 


We respectfully request that such owners attend to this 
matter as early as possible. 

Those who have already left bonds for exchange 30 
days previous to this date are requested to call for same at 
their earliest convenience, bringing receipt with them. This 
will confer a favor on this bank and be appreciated. 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30: Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


The Manchester Trust Company 


| HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGINGS 
in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
55 SCHOOL STREET Tel. 247-R. MANCHESTER, MASS. 


EDWARD A. LANE 


Siccessor to DAVID FENTON CO. 


BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res. 241-W 


Ww. B. CALDERWOOD 


Florist and 
landscape Gardener 


AXEL MAGNUSON MANCHESTER 


BEDDING PLANTS 
Telephone 172-R IN GREAT VARIETIES 
Lehigh Valley Coal Sales Company 
° 9 
Samuel Knight Sons’ Co. 
| 32 CENTRAL ST. Tel. 202 MANCHESTER, MASS. 


EXTRAS OS Gr 


CARELESS PusBLié GIVES GOVERN- 
MENT ADDITIONAL REVENUE 


There is one source of revenue to | 
‘the government of which but few per- 


sons are aware—that proceeding from 
the large number of stamps that are 
wasted by the people. 

There are two ways in which the 
government profits by the carelessness 
and ignorance of the public. In the 
first place many stamps are destroyed. 
This means a profit to the postoffice 
department of many thousands of 
dollars a year; how much cannot be 
estimated, for there is no means of 
getting figures, except by elaborate 
and untrustworthy calculation. <A 
person carries stamps in his pockets 
until they are so worn that he does not 
dare use them. In point of fact, any- 
thing that looks like a good stamp, no 
matter if it 1s somewhat mutilated, is 
passed by the clerks, just as a dilapi- 
dated bank note is good if there is 
enough of it to show what it is. Wear 
and dirt cannot, without almost de- 
stroying the stamp, give it the look of 
one that has been cancelled. Yet few 
persons will put a damaged stamp on 
a letter. Besides, many stamps are 
lost or destroyed entirely and the goy- 
ernment makes a clear gain. 

The other source of loss to the in- 
dividual by which the government 
profits is the number of stamps that 
are wasted in excess postage. People 
who have not a five-cent stamp put 
three two-cent stamps on foreign let- 
ters, thus making the postoffice depart- 
ment a present of one cent. Domestic 
mail, too, 1s frequently overstamped. 
Enough money is wasted in this way 
to provide thousands of inexpensive 
letter scales. 

Moreover few persons know any- 
thing about the rates for newspapers 
and think that because a newspaper 
rolls into such a solid bundle it costs a 
great deal to send. So they go on 
overpaying the postage. 

On the other hand much matter is 
underpaid. Here the government loses 
nothing, for the shortage is collected 
from the receiver, who must pay the 
due stamp. Knowing this, and being 
anxious not to seem niggardly to the 
friend who must make up any defici- 
ency in postage, a person in doubt oft- 
en puts on too many stamps—and 
Uncle Sam gets the difference.—New 
York Herald. 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the Norra SHORE 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 


Row on whatever happens.—RaABe- 
LATS. 
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The Editor is always glad to examine manuscripts suitable for publication, Photo- 
graphs of special interest to North Shore residents also solicited. To secure insertion 
in the next issue of the Breeze-Reminder all reports of social events and items of news 
must be sent in by Thursday morning preceding publication. 


IOC PER COPY $2.00 PER YEAR 
Published Friday Mornings Throughout the Year by the 

Street 

Mr s7a°° ~~ NORTH SHORE BREEZE CO. uanctesten, mass. 


J. Alex. Lodge, Editor 


2 NORTH SHORES REEZE and Reminder Oct. 15, 1920 


$$ 


e % 
Ot ed et ee a () ED () ND () ED) ED) SE () 0) () CD () ()--)D-() - () D0 0-0-0) 0 EDD ED EE PES 0 ED ND OD () ED () EP) LE) EGS 


Your ‘Printing 


Seatiie eg be a matter of who ih do your 
work at the lowest price— but who will 
give you the best service — the least trouble. 


Printing is becoming more 
and more a matter of giving 


Constructive Service 
— less and less, price competition 


That is what the NORTH SHORE BREEZE is doing—it is 
what it is equipped to do—give Constructive Service. 
| The plant is equipped to do work of finer grade than 
the ordinary country print shop. It would be impossible 
to produce a weekly magazine like the BREEZE — 
running into 80-odd pages a week for the summer 
months, with fine illustrations, etc-—without the equip- 
ment. Though the business has been established since 
1904—-17 years ago—most of the equipment has been 
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Linotype shown above—the most modern improvement of this ee type-set- 
ting device—was installed last winter. The cylinder press shown below is the last 
word in printing press equipment—a Babcock Optimus— new last spring. Other 
printing and binding equipment, type faces and the many utilities of the modern 
plant, places the BREEZE in a position to handle the production of. 

Books, Pamphlets, Reports and Smaller J ob W ork, 


as well as Publications 
The office is free to take on several 


Weekly or Monthly Publications 


The plant is now installed in a new building—built of concrete, fire-proof, especial- 
ly conceived ot constructed for us, and owned by us. 


Let the BREEZE plant handle your peinting. It is equipped especially for Book and 
Pamphlet Printing—but can also look after your smaller needs. 


A telephone call will bring a salesman to your office. Prices given and samples submitted. 


NORTH SHORE BREEZE CO., PRINTERS and PUBLISHERS 


J. ALEX. LODGE, MGR. 
66 Summer Street toe ate MANCHESTER, MASss. 
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quired home, the Lee homestead, near West Beach. 
Lee will pass part of the mid-winter season in the south. 


annual meeting last Saturday. 
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SOCIETY NOTES 


Rs. GEORGE Lee and daughter, Miss Florence Lee, will 
’ remain at Beverly Farms all winter, in their newly ac- 
Mrs 
ILI 5 


Her other daughters, Mrs. Francis W. Sargent, Jr. (Mar- 
gery Lee), and Mrs. Oliver Turner (Marie Lee), will also 
spend the winter at Beverly Farms, the latter with her 
mother, and Mrs. Sargent in the small Lee cottage in Lee’s 
Crossing. The oldest daughter, Mrs. Harry Pratt Mc- 


Kean, Jr. (Elizabeth Lee), and Mr. McKean, and family, 


have always made their year-round home at Willow Tree 


_ Farm, in the Wenham Neck section of Beverly Farms. 


O38 O 
Mr. and Mrs. Harry Pratt McKean, Jr. (Elizabeth 


Lee), are spending the month of October camping on an 


island in Essex. 
3 O80 
Mr. and Mrs. Frank Seabury, after a number of years 


absence, are back to their residence in Beverly Farms to 


passthewinter. Withthem,to remain until after the holidays, 
at least, is their daughter Alice—Mrs. Joseph B. Hoyt, Jr., 


of New York: Mr. Hoyt comes on for the week-ends. It 
| was a year ago last Friday—Oct. 8—they were married at 


Emmanuel church, Boston. The son, Howland Seabury, is 

a Junior at Harvard. 

TH WEpDDING on Saturday .of next week, Oct. 23, of 
Charles Cobb Walker, son of Mrs, William Bentley 

Walker, of “Highwood,” West Manchester, and Miss 

Héléne Whitehouse, daughter of Mr. and Mrs. Henry 


- Whitehouse, of New York, will take a number. of North 


Shore folk to Mt. Kisco, N. Y. The wedding will be at St. 


Mark’s church, and will be followed by a reception at the. 


Whitehouse country place. W. Cameron Forbes, of Bos- 


- ton; will be Mr. Walker’s best man. The North Shore will 


be represented in the group of ushers by Philip S. Sears, of 
Pride’s Crossing, and Stephen V. R. Crosby, of West 
Manchester; also Allison V. Armour, who can now be 
classed as a North Shoreite because of his residence here 
much of the last year incident to the construction of his 
houseboat, the Ava. Other ushers will include William 
Fitzhugh and Norman Ogden Whitehouse, uncles of the 
bride; Gordon Knox Bell and Joseph Howland Hunt, all of 
New York. ees 


° 
Wm. Caleb Loring, of Pride’s Crossing, former judge, 
was elected president of the bar association of Boston at its 
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DESIRABL 


BEVERLY 


WENHAM 


SHORE and INLAND PROPERTIE 


FOR SALE 


PRIDE’S CROSSING 
WEST MANCHESTER MANCHESTER MAGNOLIA 
and 


HAMILTON 


T. Dennie Boardman, Reginald and R. deB. Boardman 


56 Ames Bldg., BOSTON _ 
Brancu Orricr, MANCHESTER, A. G. T. Smiru, Local Representative, Tel. Manchester 144-W. 


SOCIE EY NOLES 


Rk. AND Mrs. EUGENE GRAY Foster (Florence Souther- 
land) and family closed ‘“‘Crowneliff,” their summer 
home on Coolidge Point, Manchester, this week and left 
yesterday for their winter home at 175 W..72d st., New 
York city. They are motoring back to New York and will 
stop off for a fortnight at Mayflower Inn, Washington, Ct. 
Mr. and Mrs. James Howe Proctor and their daugh- 
ters, Miss Polly Proctor and Miss Esther Proctor, will re- 
main at their country home in Hamilton late this autumn 
as usual. 


ORO 

Mr. and Mrs. Albert Ivins Croll have closed ‘‘Sunny- 
bank,” their beautiful summer home on Gales Point, Man- 
chester, this week, and with their daughters, Miss Pauline 
Croll and Mrs. Thaddeus C. Defriez, returned to their 
town house at 324 Beacon st., Boston. 

ORO 

Miss Marcia Taylor, daughter of Mr. and Mrs. Chas. 
B. Taylor, of Boston and Manchester, went over to New 
York last Friday, from Manchester, in order to attend the 
wedding, Saturday afternoon, at Hackensack, N. J., of 
Miss Alison G. Ackerman, daughter of Mr. and Mrs. Geo. 
G. Ackerman, to Geo. Rudolph Mosle, Jr., of New York. 
The bridegroom is a cousin of Oswald Kunhardt, whose 
engagement to Miss Taylor was announced last May. 


ICHARD H, Dana was on the North Shore over the week- 
end, a guest of Mr. and Mrs. Ernest W. Longfellow at 
their seashore home on Coolidge Point, Manchester. Mr. 
Dana spent the summer in Europe, returning last week.. He 
may not open his residence on Brattle st., Cambridge, this 
winter, but take an apartment in one of the Back Bay 
hotels. The late Mrs. Dana was a Longfellow—daughter 
of the poet, and sister of Ernest W. Longfellow, of Man- 
chester. Mr. and Mrs. Longfellow will remain at their 
Manchester estate until November as usual, before return- 
ing to their apartment in New York. Mr. Longfellow is an 
artist and he finds many charming subjects for his brush 
during the autumn on the Shore. The house is wonder- 
fully located on the rough shore line, the foundations al- 
most washed by the waves from the Atlantic. 
ORO 
Carl P. Dennett and family, who have been spending 
the summer at the R. H. Dana place, Manchester, are S06 
charmed by the wonderful autumn weather on the North 
Shore that they intend to remain here all fall, until they are 
driven out by the cold weather in November. 


BEVERLY FARMS 


IPSWICH 
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Established 1845 


Sheldon’s Market | 


24 CENTRAL STREET 


Best Grade of Beef, Lamb, Poultry, Pork 
VEGETABLES AND FRUIT | 


At Boston Market Prices 


MANCHESTER MAGNOLIA BEVERLY BEVERLY FARMS 
PBIDE’S 


Telephone Manchester 67 fF 


MANCHESTER-BY-THE-SEA 


COTTE 


Orders Promptly Delivered at 


BEVERLY COVE 
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oston Society always looks forward with keen anticipa- 
tion to the activities of the Junior league. This fall the 
league has an opportunity to give its attention to new inter- 
“ests—politics and governmental affairs. In this connection 
a big mass meeting will be held on Monday of next week, 
Oct. 18, at 2.30 o’clock in the afternoon, in the league’s 
new room at 8 Newbury st. At this meeting members of 
all the committees will tell of the plans for the winter and 
of the opportunities for work of all kinds. Mrs. Francis 
Peabody, the chairman of the legislative committee, has ar- 
ranged for a course of six lectures on ‘““The Political Situ- 
ation and the Mechanics of Politics,” to be given by Mrs. 
Claude U. Gilson of the Massachusetts League of Women 
voters. The lectures will be held at 8 Newbury st. at 12 
o’clock on Tuesday and Friday mornings, Oct. 15, 19, 22, 
26, 29, and on Wednesday, Nov. 3. Mrs. Edward 
Wigglesworth, of Topsfield, the chairman of the education 
and entertainment committee, has on her committee at pres- 
ent to help her Miss Elinor Jackson, Mrs. Frank Wiggles- 
worth, of Manchester; and Miss Katherine Crosby. She 
is arranging for some lecture or entertainment by a mem- 
ber of the league every Friday morning at 12 o’clock. They 
will begin some time in November. Mrs. Wigglesworth 
has also already arranged for a course of lectures by Mrs. 
Flemning on Tuesday afternoons, starting the middle of 
November. 
ou O 
Mr. and Mrs. Gerald Livingston Hoyt closed their 
cottage at Beverly Cove this week and returned to their 
home in Staatsburg, N. Y. 
oR O 
Miss Eleanora R. Seats, it is said, is to sell out her 
stable of prize winners and retire from the horse show 
ring. She has acquired the reputation among horse lovers 
of being a graceful loser as well as winner of ribbons, and 
of being ready to see faults in her own horses and merits 
in their competitors. Miss Sears is still at Beverly Farms. 
O28 O 
Mrs. Thomas» H. Howard and her daughter, Miss 
Elizabeth Stuyvesant Howard, who spent the past summer 
at the Colonel Pierson cottage in Pride’s Crossing, returned 
last week to their New York home at 25 East 64th st. The 
date of Miss Howard’s marriage to Robert Winthrop Kean 
has been set for next Monday, Oct. 18. The ceremony will 
be performed in Old St. Mark’s church, in New York, and 
the ushers include Samuel Eliot Guild and Robert’ T. Gan- 
nett of Boston. Mr. Kean’s best man will be his brother 
John Kean. ; 


Card Tables 
Folding Chairs 
Gold: Chairs 


BOSTON: Mass. Chambers 


W. J. CREED, Caterer 


Private Waiting 
TELEPHONES: 
Back Bay 3040, Beverly 765 


ENHAM VILLAGE IMPROVEMENT, SOCIETY.—Lhe Octo- 


ber meeting of the society, held at the home of Mrs. 


Oct. 15, 1920 


Frederic Ayer, was the last of the summer meetings to be | 


held at the private residences of its members. Winter 
meetings will be at the Community House, commencing 
with the November meeting. 

The meeting at Mrs. Ayer’s was largely attended, 
the president, Miss Helen Burnham, presiding. General 
business was postponed, to give all the time to the talk on 
“Our Representative Government,” given by Miss Kath- 
arine Loring. The speaker’s very plain explanation re- 
ceived the closest attention; the questions and discussion 
which followed showed that all the members were serious- 
ly trying to understand and learn to carry on the responsi- 
bilities which full suffrage has placed upon all women. 

Mrs. Benton Bradshaw, chairman of the woman’s 
committee, announced a public meeting at the Town hall 
on the afternoon of the last registration day, Oct. 23, at 
2? b 
3 o'clock. Mrs. Wm. Lowell Putnam, and James Jackson, 
will speak, after which ‘there will be a practical demonstra- 
tion of the use of the ballot. 

The society was unanimous in sending this appeal to 


the State Highway commission, making regulations for 


the erection of billboards: To reduce the size, and regu- 
late the distance from the highway of all billboards adver- 
tising general commodities; to allow such local direction 
signs as each town might license, limiting the size to four 
square feet. 


- O20 

Henry Sheahan, of Topsfield, the well-known author, 
who has made his home for several years’ at the historte 
Capen house in Topsfield, has gone to Norfolk, Va., and 
other points south on a vacation. 


ORO 
_ Mr. and Mrs. Jonathan Brown, who have been spend- 
ing the summer at Red Top farm, Hamilton, have re- 
turned to their winter home on Bay State rd., Boston. 


O80 
Miss Agnes Means, daughter of Mr. and Mrs. James 


Means, of Manchester, will spend the winter in Paris, 


where she will study and help in reconstruction work. Mr. 
and Mrs. Means and family spent the summer in Marble- 
head, having rented their place in Manchester. 


°o 3 ° 
Mr. and Mrs. Francis Stanton Blake, who are with 
Mr. and Mrs. J. A. Lowell Blake and family at Beverly 
Farms, are to sail for France the last of next month. 


Oo 20 
Mr. and Mrs. Clarence L. Hay (nee Appleton) are 
passing the autumn in Ipswich. 


Weddings 
Teas and 
Dances 


East Corning St., BEVERLY COVE 
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MEREDITH & GREW 


40 Central Street 


BOSTON (9), MASS. 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


NORTH SHORE PROPERTIES a Specialty 


Henry Whitmore Norton Wigglesworth 


Telephones: Main 6772-3-4 
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UCH of Manchester’s earlier life as a summer resort is 

woven around theatrical folk—actors of the higher or- 
der, such as the Proctors and the Booths. Proctor street 
on Smith’s Point, Proctor’s AS Proctor’s Hill, and—in 
present-day times age, Sea st., are lasting 
reminders of what an dent part that well-known fam- 
ily of actors played in Manchester’s early fame as a sum- 
mer resort. The Booths, too, were prominently identified 
with Manchester’s life of 30 to 40 years ago. Agnes Booth 
Schoeffel was the last of that important family of actors 
and actresses, though one of her sons is still living and is on 
the stage. 

Reminiscent of those days. of the 80’s is an account 
printed in the Springfield Daily Union of Tuesday, Aug. 9, 
1887, telling of the presentation of “As You Like It” on the 
lawn in front of the Masconomo House, then the leading 
North Shore rendezvous for notables visiting these parts. 
The clipping, loaned by a friend of the Breeze, follows: 


“MANCHESTER-BY-THE-SEA, August 9—A most novel | 


and notable pastoral performance of Shakspeare’s comedy, 
‘As You Like It,’ was given on the lawn fronting the Mas- 
conomo House at Manchester-by-the-Sea, yesterday after- 
noon: The ‘stage’ was set in a beautiful manner by Mr. 
Schoeffel, and consisted of a highly artistic rural arrange- 
ment of trees, shrubbery, rocks, etc. Facing this was a 
large audience tent, from which a full view of the repre- 
sentation could be obtained. The large audience was made 
up almost entirely of members of the dramatic profession. 
Two tally-ho coaches came from Boston, laden with dis- 
tinguished talent, and another from Nantasket, with a no 
less distinguished freight, arrived shortly before the per- 
formance. Many prominent summer residents were also 
present. The performance began at 3.30 p. m., with a pro- 
logue. by W. T. W. Ball, read by Agnes Booth Schoeffel. 
The following was the cast: “The Banished Duke,’ Mark 
Price; ‘Duke Beredevick” Frazier Coulter; ‘Amiens,’ Lillian 
ee: ‘Jaques,’ Frank Mayo; ‘Lebeau,’ F. .B. eee: 


MANCHESTER, MASS. 


‘Oliver,’ Charles Abbott ; 


‘Jaques De Bois, ; 
face, Jr.; ‘Orlando, 


George C. Boni- 
> Osmond Tearle 


‘Adam,’ George C. 


Boniface; ‘Charles, the Wrestler,’ seer Meredith; “Wil- 
liam,’ W. H. Crane; ‘Touchstone,’ Stuart Robson; ‘Sylvi- 
us, Arthur Falkland; ‘Corin,’ George A. Schiller; ‘First 


Lord,’ C. E. Boardman; ‘Rosalind,’ Miss Rose Coghlan; 


‘Celia,’. Miss Minnie Conway; ‘Phoebo,’ Miss Maida 
Craigen; ‘Audrey,’ Agnes Booth Schoeffel; solos, ‘Under 
the Greenwood Tree’ and ‘Blow, Blow, Thou Winter 
Wind,’ Lillian Conway. } 


“The glee, “What Shall He Have Who Killed the Deer,’ 
was sung by H. C. Barnabee, William H. McDonald, Chas. 
R. Adams, George W. Want and the Mendelssohn male 
quartet. The acting was of the best character, Miss Cogh- 
lan taking the palm, while the work of all was highly ap- 
preciated and bountifully applauded. The performance 
was a most successful one, and another will be given next 
year. The representation was managed by A. M. Palmer, 
assisted by J}. B. Schoeffel and G. W. Floyd. William Sey- 
mour acted as stage manager. A grand orchestra of 25 
pieces rendered a dozen beautiful selections. The net pro- 
ceeds, which will reach $2800, go to the actors’ benefit fund. 
After the performance dinner was served at the Mascono- 
mo House.” 


Mrs. Sydney E. Hutchinson, of Beverly Farms, en- 
tertained at her home Sunday, informally, Miss Millicent 
Chapman, of Salem, who gave a delightful musical pro- 
gram. 


Your printing needs can be very promptly and care- 
fully taken care of at the new plant of the NortH SHORE 
BREEZE, 66 Summer st., Manchester. Especially well 
equipped to handle book and pamphlet work, such as an- 
nual reports, directors’ reports, etc.’ Telephone 378 Man- 
chester; representative will call anywhere in Boston or 
vicinity. adv. 


TIRES, “ACCESSORIES, OILS and GREASES 


We carry a very complete line of all the popular makes of Tires and Tubes. Let us tell you 
about the attractive plan we have to offer when you have old, worn 
out casing to turn in towards new tire 


We stock a full line of Automobile Accessories; also Oils and Greases 
Save money on the gasoline you use by purchasing one of our 100-gallon books 


Perkins & Corliss 


1, 3, 5 Middle St. 
GLOUCESTER 
Tel. 200 


Garages 


19 Beach St. 
MANCHESTER 
Tel, 290 
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NOTES ABOUT PEOPLE OF THE CAPE ANN SECT ION | 


By ALEx. G. TUPPER 


APE ANN. — The: splendid weather thus far this au- 
tumn has been appreciated by the summer people re- 
maining on Cape Ann. While golf is extensively indulged 
in, fishing seems to be a great sport. Along the harbor 
front of Gloucester and up the Annisquam river there is 
smelt fishing and every day on the rocks bordering the 
oceanside can be seen scores of rods, held out for perch or 
tautaug fishing. The lovely wooded roads with their col- 
ored foliage give pleasure for driving. A number, of ar- 
tists are remaining at East Gloucester and Rockport, where 
they are securing autumn effects. 
| ae 


The John Clays, of Chicago, are occupying the Arthur 
G. Leonard éstate, located néar “Finisterre,” the Clay sum- 
mer home, which was badly damaged by fire last week. Mr. 
Clay was in Cheyenne, Col., at the time of the fire and he 
was expected at Eastern Point this week to join his family 
for several days before the Clays return west, after a long 
season spent here. 
OS 
The Arthur G. Leonards have taken their departure 
for the west after spending many weeks at their Eastern 
Point house and watching the progress on their beautiful 
new summer home on the oceanside at Brace’s Cove. 
a Oe 


The Stewarts, of Sewickley, Pa., have closed their 


Bass Rocks cottage for the season. 


—$)— 
The Overlook hotel at Annisquam closed for the sea- 
son last week. 


\ 
Miss. Emily MeGuslieh: has returned to New York aft- 


~ er spending the summer at her cottage, near the golf links, 


Bass Rocks. 


—O— - 
Mr. and Mrs. S. Willet Whitsun, of Riverside, Conn., 
are the guests of Dr. and Mrs. W. F. Strangman, at their. 


Bay View cottage. 


Mr. and Mrs. Wm. M. Telly, of Salem, have concluded 
their season’s stay at their cottage on Norwood Heights, 
Annisquam. 


: Ok 
A number of cottagers who departed some weeks ago 


. are returning to spend various times during the autumn in 


the pleasant Annisquam co‘ony. Miss Charlotte A. Mun- 
ster, of Waltham, is occupying her cottage on Nashua ave., 
Annisquam. 


oe 
Daniel H. Woodbury and family, of Littleton, are oc- 
cupying their cottage at Diamond Cove, Annisquam. 


A party entertained over last week-end at Buelah 
Villa, Annisquam, by Miss Clara Endicott, were Miss Bur- 
len Mahn, of Cambridge, Miss Gladys Bryant, of Brain- 
tree, Harry Moore and Carleton Turner, of Somerville. 


—oO— ' 
Prof. Lynde, of Andover, spent the week-end with his 
family at their Annisquam cottage. 


B. C. Cram and family have returned to their home in 
Newton after a long and pleasant season spent in one of 
the Harvey cottages on Marmion Way, Rockport. 


SOCIAL ACTIVITIES OF THE UPPER NORTH SHORE 
The Marblehead-Swampscott-Nahant Section ~— 


ARBLEHEAD.—Mrs. ee B. Crowninshield and 
Mrs. Frederick: J. Bradlee, Jr., of Boston and Marble- 
head, are on the committee ee the ball to be given 
on Nov. 4 at the Copley-Plaza for the benefit of the Sunny- 
side Day nursery. 
sO 
Miss Marcia Davis, one of the season’s débutantes, is 
the daughter of Judge and Mrs. Charles Thornton Davis, 
of Allerton st., Brookline, and Marblehead. She was a 
student at Miss Winsor’s and later at Dobbs Ferry. Miss 
Davis has been at Marblehead, where her parents have a 
summer home, and returned to Brookline this week for the 
season. She sails her own boat and is proficient in other 
sports. She will be introduced at a tea, for which the date 
will be announced later. 
—O— 


Mrs. Parker H. Kemble, of Marblehead, is tremen- 
dously interested in the work of the Republican women of 
the town and she opened her home Thursday for a mock 
election’ which served to instruct.the women in the method 
of voting. | 

=o- 

Judge and Mrs. Albert D. Bosson have closed their 
summer home at Marblehead Neck and are in Boston for a 


few months. Last winter they spent most of the cold 
weather in Florida. 
Mr. and Mrs. Henry E. Collins, of Dayton, Ohio, an- 


nounce the engagement of ‘ele daughter, ‘Helen Wallace 
Collins, to A. Francis Breed, of Brookline and Marblehead. 
Miss Collins is a graduate of Russell Sage school, Troy, N. 
Y. Mr. Breed is a Harvard, 1912 man, was in the Ameri- 
can ambulance service, 1916 and 1917, and later a captain 
in the Rainbow division. The wedding will take place in 
January. 


WAMPSCOTT.—Clement’ Kennedy, manager of the 

New Ocean House, Swampscott, is soon to be married 

to Miss Katherine Devine, of South Boston. During the 

winter Mr. Kennedy is associated with the E. R. Grabow 
interests in Boston. 


OS 
Edwin Gerould, proprietor of the Sunbeam farm tea 
room, is unusually busy at the present time for he is pre- 
paring the new winter tea room on Broad st., Lynn, for the 
winter activities. So successful has been the season at the 
Sunbeam tea room on Paradise rd., that this new venture 
has been undertaken. 


. So 
Mrs. Francis D. Beard, of New York and Swampscott, 


was one of the attendants at the wedding of Miss Esther V. 
Fennessey, whose marriage to James P. Stearns, 2d, of 


Brookline, took place in Longwood, Wednesday. 


Mrs. Charles Ripley is spending the winter with Mrs. 
Jonathan Brown, Sr., at her home in Beach Bluff. 


YNN.—Miss Alice F. ‘Titus and Mr. and Mrs. I. Walton 
Titus have gone to Lake Mohonk, N. Y. , having started 
from their kome in Lynn, Saturday. 


Mr. and Mrs. Samuel C. Hutchinson, of Deer Cove, 
Lynn, are motoring through New York state: 


Mrs. Clement T. Dame, of ‘Ocean st., Lynn, opened 
her home Friday for an auction bridge for the benefit of 
the Aid society of the Lynn Day nursery. She was assist- 
ed by Mts, Charles Sprague, of Swampscott. 


Capt. Livingston Hunt, U. S. N., and Mrs. Hunt, ee 
have been at Nahant during the past summer, have taken 
an apartment at the Hotel Abbottsford, 186 Common- 
wealth ave., Boston, for the sonang, winter. 


= 
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When you see a Swift Refrigerator 
Car going by in a train, it seems a simple 
thing that it should be carrying fresh 
meat up and down the country. 


Like most of the packer activities 
which contribute to your welfare, you are 
so used to having this going on uninter- 
ruptedly, day in, day out, throughout the 
year, that you are likely to take it as a 
matter of course. 
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But it is not a matter of course. Every 
car you see going by means long hours of 
minute, scientific, painstaking .care in 
preparation for what it is doing. 


Every time a car comes in it is washed 
out thoroughly with scalding water. If 
any taint, any foreign matter, were pres- 
ent, this would get rid of it. Even the 
meat hooks are taken down from the 
racks and scalded with water and live 


steam. 
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ALEM.—The wedding of Miss Ruth Benson, daughter 
of Hon. and Mrs. Henry P. Benson, of Salem and Mar- 
blehead Neck, and John Pickering, of Salem, was solemn- 
ized by Rev. Howard R. Weir at the Grace church, Salem, 
Jast Saturday, before a large company of friends. Che 
young couple will make their home in Nashua, N. H. 
i ; % 


Misses Sarah, Margaret and Mary Franks, who sum- 
smered at Beverly Farms, have returned to their winter 
‘home on Hamilton st., Salem. 


Mrs. Stephen Wheatland, whose handsome home on 
Chestnut st., Salem, has been closed during the war, has 
reopened the house this winter. 


. mO . ~ . . 
Mr. and Mrs. Archibald Morrison, of Salem, are visit- 


NORTH SHORE BREEZE and Reminder 


Swift & Company, U.S. A. 
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~ How We Care 
For Your Meat Cars 


When the car is thoroughly cleansed 
we put in 5,000 pounds of ice. But that 
is only preliminary. It only cools the car 
to the proper temperature. By the time 
the car is moved over to receive its load, 
this first ice is melted. More is then put 
in to keep the car cool. 


Then the meat is hung on the sterilized 
hooks and the load of food is ready for 
its journey. It arrives as it leaves, clean, 
fresh, wholesome, appetizing; and your 
meat supply goes on unaffected by sea- 
sons or weather. 


This is only a part of the service which 
Swift & Company furnishes, at a profit to 
itself so small—averaging a fraction of a 
cent per pound on all products over a 
period of years—that if the profit were 
handed on to the consumer, it would: 
make a difference of less than a nickel a 
week in the meat bill of the average 
American family. 
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ing Mr, and Mrs. Carroll Brown at their lovely home at 
Beach Bluff, prior to leaving for California, where they 
will spend the winter. 


Miss Amy Peabody, of Marblehead Neck, is registered 
at the Red Lion Inn, Stockbridge. 


Call Mrs. Burnham, Y® Rogers Manse, Ipswich 85-M. 
Lobster and chicken dinners; also a la carte service. adv. 


Women’s Educational and Industrial Union cake may 
be had fresh from day to day at the Page & Shaw Tea 
Room, Pride’s Crossing. adv. 


Musically speaking, the Free-Trade partyites who 
don’t C sharp will B flat next November.—American Econ- 
omist. 
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THE STATIONERY SHOP 


: We are showing a new and extensive line of 
: Novelties for Children’s Parties 
' 
' 
4 


Also Dennison’s Crepe Paper Decorations 
CENTRAL PAPER COMPANY 


- YMCA 


290 ESSEX ST. *™°4 SALEM 


039) > em > DD () ED SED (D-DD) SD) ND () SEED (ERD () ED |) ED () ED () ED (ED () ED () 
* 


> > (> <> (>> > (EE (ED () > (>) <>) <a 


6 


% 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


rS. ARMISTEAD Baytor closed her summer residence, 
“Redledge,”’ on Labor-in-Vain rd., Ipswich, Wednes- 
day, and returned to her New York home, 981 Park ave. 
Her daughter, Miss Consuelo Bates, is at present visiting 
Mrs. Charles Wiggin, of Lancaster, and next week she will 
visit Mrs. John Moulton, of Hamilton, for a few weeks 
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“GIFTS THAT LAST” in 
SHEFFIELD PLATE 


The high quality and attractive patterns of our line 
of Sheffield plated ware makes it especially suitable for 


wedding gifts. 
Bread Trays Tea Sets 
Sandwich Plates 


Ramekins 


Casseroles 
Vegetable Dishes 
Cracker and Cheese Sets 


F. S. Thompson, Jeweler 


THE HALLMARK STORE 
164 MAIN STREET 


GLOUCESTER 


Charles E. Hodges and family, who have had the Rob- 


erts cottage at West Manchester the past season, have re- 


turned to their Brookline home. 


o 2.0 
Mrs. Marshall Field, of Chicago and Washington, has 
been a guest of her niece, Mrs. Albert J. Beveridge and 
family, at Beverly Farms, a few days the past week. 
The school where the child learns, and then goes home 
and tells what he has learned, approaches the ideal_—Et- 


before returning to New York. 


BERT HUBBARD. 


ROOSEVELT’S BIRTHDAY 


Woman’s Roosevelt Memorial Association 
Plans to have Day Properly Observed 


The Woman’s Roosevelt Memorial 
association is sending circular letters 
from its headquarters in New York 
city to municipal authorities throughout 
the country regarding a proper observ- 
ance of Theodore Roosevelt’s birth- 
day. 

The 62d anniversary of the birthday 
of this 100 percent American patriot 
occurs Wednesday, Oct. 27, and the 
association is endeavoring to have an 
appropriate observance of the event 
held in every city and town in the 
United States. It is probable that 
Roosevelt’s birthday will take an 
equally prominent place with -‘Wash- 
ington’s birthday or Lincoln’s. 

The letter being circulated by the 
association is as follows: 

New York City 
Sept. 29, 1920 
Dear Sir: 


The anniversary of the birth of 


Theodore Roosevelt, 26th president of 
the United States, occurs on Oct. 27. 

The Woman’s Roosevelt Memorial 
association respectfully asks that you 
appoint a committee of leading citi- 
zens, composed equally of men and 
women, under whose direction there 
shall be held in your city memorial ser- 
vices in observance of this historic 
event. It is suggested that the presi- 
dents or chairmen of patriotic soci- 
eties be included in the membership of 
the committee. 


We consider it to be both a duty 
and a privilege to preserve the birth- 
place of so great a president, and to 
hold before the rising generation the 
example of an American, who, handi- 
capped by physical weakness in his 
boyhood, did, by his own indomitable 
will and perseverance, transform him- 
self into a strong man, and thenceforth 
used his strength for the betterment of 
mankind. 

To the end that the inspiration of 
Theodore Roosevelt’s life may be in- 
culcated in others the Woman’s. Roose- 
velt Memorial association has pur- 
chased and paid for his birthplace in 
New York city, is restoring the house 
in which he was born and will conduct 
“Roosevelt House” as an educational 
institution the influence of which will 
reach into every community. 

In order that we may co-operate 
with your local committee we should 
be pleased to receive the names and 
addresses of those whom you may se- 
lect. Very respectfully yours, 

Mrs. JounN. Henry. HAmMmMonp, 
President. 
For the Board of Directors. 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the Norrtu Snore 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 
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Took THE HINT 
Mrs. Gadabout: “Are you still both- 
ered with the awful Boresome, family 


coming to dine with you every few 


evenings ?” 
Mrs. Gabalot: “Oh, no; they finally 
took the hint.” 


Mrs. Gadabout: “What did you say 
to them?” 

Mrs. Gabalot: “Oh, nothing was 
said; but we served sponge cake every 
time they came.”—ZJndianapolis Star. 


The Breeze $2 year, $1 six months. 
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Candid Office Seeker Tells About 
Methods 


‘‘Fellow Citizens: I am a candi- 
date for high office, nominated by 
my party. I got the nomination by 
methods which I prefer not to con- 
fess publicly, and will try to be 
elected by much the same methods. 
I am running on my party platform, 
which I haven’t read and with all 
of which I do not agree. I have 
promised jobs to a large number of 
vote-getters, but they’ll be lucky if 
I make good, because I have no such 


intention. If elected, I will go to | 
H 


7 
OG 


office determined to collect all my 
mileage and per diem and postage 
and perquisites, and will take care 
of my friends if it pays me. I am 
not fool enough to believe that you 
expect me to look out for the publie 
interest. Therefore, I will be hon- 
est with you and admit that I’m go- 
ing to make this job a cinch if it 
can be done. Now if you want to 
vote for me, go ahead and do it; 
but to make sure, I’m going to have 
friends in the judging. I now prom- 
ise every 10th man of you a fat job 
and you'll have a fat chance to get 
it!’’—Richmond Times-Dispatch. 
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MERCHANT’S CARNIVAL WEEK 


SALE « Newell's 


We have selected from every department of our store a number of 


saving to you.—Make this store your headquarters during Carnival 


Week. 


John H. Newell’s Dry Goods Store 220-224 Cabot St., Beverly 
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LARCOM THEATRE, BEVERLY 
High Class Pictures — Grand Pipe Organ 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
Saturday Eveniugs 5.45 to 10.30 


AND Mrs. J. HENRY LANCASHIRE and their daughter, 
Mrs. E. Laurence White, left Manchester yesterday for 


D*: 


a motor trip to Mrs. Lancashire’s old home at Chester and 


| Grafton, Vt. 


It was from the old Vermont stock of that 
section that the Wrights of later-day fame, in Michigan, 
came, and once a year Mrs. Lancashire pays homage to her 
forbears by visiting the family cemetery at Grafton. It is 
from this town in the Vermont hills that the Lancashire 
summer home at Manchester takes its name — ‘“‘Grafton- 
wood,” and we hear that the farm which Dr. and Mrs. Lan- 
cashire have just bought in [ssex, the famous old Low 
farm, is to bear the same title—‘‘Grafton Farm.” The 
Lancashires will close their North Shore residence and 
open their New York home, 7 East 75th st., about the 25th 
of this month. 
O29 
After a few 
Mrs. Charles H. Tweed left this week for New York state. 
She is spending a week or so at the Chilton club, Boston, 
before going on to New York. 
O20 
Mr. and Mrs. Robert L. Livingston and family, of 
New York, who have had the Mrs. Charles M. Cabot cot- 
tage at Beverly Farms the past season, concluded their stay 
on the North Shore last Saturday. 
OBO A 
Miss Clara Winthrop is expected home from her trip 
to Europe this week, and will join her mother, Mrs. R. C. 
Winthrop, at West Manchester. 


HOT. HOUSE PRODUCTS 


Meats u 


WEST ST. I<! 
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weeks at her estate in Beverly Farms,- 


TELEPHONE 142 BEveRLY Farms 


Edward H. Lally 


Poultry ° 
FRUITS and VEGETABLES 


Deliveries all along the North Shore between Beverly and Magnolia 
and inland to Hamilton and Wenham 
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seasonable, wanted, useful goods which we place on sale. at a great | 
A 
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THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 


KODAK DEVELOPING AND PRINTING 


156 Cabot St. : 
Tel. Conn. 


Beverly, Mass. 
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Latest PopuLar Music Musica Mpsz. 
EMERSON RECORDS QO. R.S. Piano Player Rotts 
Greeting Cards of all kinds 


HES BEVEREY eMUSIC. SHOP 


260A Cabot St. (Mrs. Carrie E. Morgan) Tel. 596-W, Beverly 
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Sydney E. Hutchinson and family, of Beverly Farms, 
are among the week’s departures from the North Shore. 
They have returned to ES noe e in Philadelphia. 


Mr. and Mrs. J. C. Pe 
Richard R. Peabody 
Farms, this week. 
Back Bay hotels. 


7 oO 

“Peabody and Mr. and Mrs. 
moved to Boston, from Beverly 
They have apartments at,one of the 


There can be no great and lasting work without inspir- 
ation.— EMERSON. 


Your printing needs can be very promptly. and care- 
fully taken care of at the new plant of the Norrm Suore 
BREEZE, 66° Summer st., Manchester. Especially well 
equipped to handle book and pamphlet work, such as an- 
nual reports, directors’ reports, etc. Telephone 378 Man- 
chester; representative will call anywhere in Boston or 
vicinity. adv. 
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BUTTER AND EGGS 


Game 


BEVERLY FARMS 
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Late so- 
journers on the Shore have had a delightful month that 
will entice them to plan their program next year for the 


Tue AUTUMN HAS BEEN a glorious: one; 


longer season. 


Man HAs Nor Yet Reacuep the limit of his powers. 
Already. the scientific men have been able to master many 
secrets of power and the ability has not degenerated. 
Where, in. the days which. are past, isolated workmen en- 
deavored to solve their scientific problems alone and with 
poor equipment, today there are countless numbers of great 
industries which separate skilful workmen and give them 
an experimental task to perform. The results are inevitable. 
Progress in one department may mean greater progress in 
another department. The research work of a man in Cal- 
ifornia may solve a secret that will make it possible for a 
man in Massachusetts to carry his work still farther ahead. 
One great problem to be solved is that of gaining new and 
economical sources of power. Wind, running water and 
coal have by the means of electricity been great sources of 
energy. The time has come, however, when these econom- 
ical questions must be answered by the skill of man. The 
power of the sun, the force of gravity and the rising and 
falling of tides present avenues for new discoveries. The 
use of the power of the tides appears to be the most prom- 
ising field at present. There is a new plant to be estab- 
lished along the North Shore with this idea in mind and 
the success of the enterprise seems assured. If it can, with 


the aid of electricity, be made a source of power, what a 


future lies ahead of all the towns and cities of the seashore! 
Any municipality will. be freed largely from the exhaustive 
demands for power made today, and the rising tides will 
{urnish an abundance of power for the work of the com- 
munity. The future is a pronusing one and man will not 
be content to leave the present sources of possible power 
unexplored. 


Tue Errorts to Cueck the billboard nuisance ap- 
pear to have the support of the earnest and public-spirited 
citizens everywhere. It is time that private privilege ceased 
to flourish at the expense of the good of all. 


RELAXATION IS AS DESIRABLE in life as industry and 
application. [Efficiency 1s such a slogan that it may become 
4 vice instead of a virtue. There is merit of a high order 
‘n meeting the obligations of life with a steadfast purpose, 
but there is a greater virtue in knowing when it ceases to do 
good and r sally does harm. The age of busy lives has 
taught men the hypnotism of activity; and. progress, which 
has deceived the mind and the body is vanity for muscles 
and nerves made taut by stress and strain. Muscles and 
nerves need to be allowed to relax in order that they may 
renew their power and that the life of the individual may 
be broadened and not»narrowed by the false sense of duty 
and industry, the very motives which impel activity and la- 
bor. Labor and activity are the modes of expression of 
life and give to the individual the greatest rewards. It is a 
shrewd and determined spirit that learns to temper the de- 
mands of the active life of mind and will in order that life 
may be fulfilled. Activities may betray one into a false ex- 
pression, and instead of Irfe becoming a progressive move- 
ment it is a movement within a rut. The squirrel in a cage 
may be industrious making its wheel trap spin with his ac- 


tivities and muscular ability. If he had greater brain ca- 
pacity it would be infinitely wiser for him to plan quietly a 
way of escape, but his powers are linnted and he is doomed. 
Man is not doomed to squirrel cage activity for he has been 


- given powers of mind and a creative faculty that-make him 


the master of his destiny. By courageous thinking and 
heroic action he can break the squirrel cage activities and 
apply his mind to progressive activities. Mere activity 
means bankruptcy of strength; relaxation means life and 
power. = 

Piracy Upon tue Hicu Seas was telling upon the 
merchants of other years. But the pirate of the olden days 
had the fairness to run a black flag to the mainmast and de-— 
clare his intention. | 


Business Topay Reourres the introduction ‘of a lar- 
cer element of human interest. The era of the efficiency 
expert and the efficiency chart has failed to bring in the 
golden age of business success. Despite statistical tables 
and experts the personal element, the human element, 
counts more today than ever. The very complication of 
business methods requires men of large vision and com- 
manding ability to master the chains of the methods that 
the spirit of the individual may conquer. It is the Master 
Mind that conquers the methods of big business and makes 
them do his will. It is easy to make colossal blunders in 
the administration of affairs by orders, charts, efficiency 
rules and strict business requirements. Machines obey 
rigid rules, but the human minds are active and resent 
quickly the obstructions which meaningless and harmful 
rules involve. At this point business will fail unless there 
is introduced the personal element that takes into account 
the human relations and treats men and women as sane and 
intelligent, having aspirations and human rights. The real 
success of any enterprise is determined by the “home” of 
happy contented workmen who gather every day for the 
common tasks of lifé. Work is harsh. It lays heavy de- 


mands on human spirits, but 1t 1s a means of life as well as 


gaining a living. The expert business operator who has his 
eyes glued to efficiency charts will awaken to discover that 
the employees have rebeled against the soulless and heart- 
less method, and that efficiency is not won until the hearts 
and affections of workmen are won as well as their brains 
and brawn and minds. ‘To key the abilities of a man to his 
highest task requires the subtle quality of contentment. If 
it be absent, then failure follows. The dairy expert knows 
that the peace of mind of the herd is as valuable a factor in 
his business prosperity as the knowledge of the right kinds 
of foodstuffs. Business has gone a long, long way astray 
in the development of its efficiency methods. It will have 
to retrace its steps and take up the broken strands, begin- 
ning anew the principles of humanity, kindly interest and 
cympathy. A business that is built upon bloodless efficiency 
is doomed to, failure. A business that sees its success writ- 
ten in the lives.of men, women and children, in happy com- 
munities and prosperous families instead of in expanding 
surplus funds, valuable ledger assets and expanding trade, 
is the business that 1s a success. ; 


Tur Perrop Fottowrne the Civil war was not unlike 
the period through which we are now passing and that 
period had its ending. 


a 
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- Tue Next PresIpENTIAL FAMILy will have one New 
England member, all signs to the contrary notwith- 
standing. Governor Beeckman, of Rhode Island, will no 
doubt be selected by President-elect-to-be Harding as one 
of his secretaries. 


‘Pure Campaicns that are carried on quietly are those 
that are most successful. 


THe EpucaTionaL ProsieoM is still a large one. The 
methods which appear today to be the acme of many minds 
and a success will be displaced by the newer methods of to- 
morrow. 
teaching than the power of a persuasive personality. True 
teaching requires the imparting of knowledge, but if there 
be personal impulses imparted that influence a life, must 
it not be said that personality makes the methods live, and 
that strong personalities will put life into inadequate theo- 
ries because of the power and persuasion of strong spirits ¢ 


Tur PRESENCE of “dynamite” propaganda for any 
cause is a confession of weakness. 


Tue PrEriop oF READJUSTMENT of prices is here. The 
increases have been so constant and have reached such a 
point that there must be a decline. The best that can be 
hoped for is that the decline in prices will be made moder- 
ately. If there should be a financial crisis with a precipi- 
tous drop in values within a very short while, it would be 
disastrous for everyone. It now appears that such a crisis 
may be averted and that by careful selling, careful buying 
and careful production the leaders of the great industries 
and the consumers may work together to avoid a ‘crisis. 
The skilful closing of factories during the warm sumther 
months is a use of brains that should be commended rather 
than condemned. If there is production of goods greater 
than the market can carry it is far better that employees 
should be able to have their leisure during the period when 
the expenses of living are the lowest. The expense ac- 
counts in every organization are being carefully pruned with 
losses and embarrassments to many individuals, but it is the 
result of the strained conditions of the time. There is no 
question but that the brains of the country are being ap- 
plied to the large problem of avoiding, 1f possible, any 
crisis. A crisis will be disastrous. It may be averted and 
it may not be. One man’s guess is as good as another’s. 
It will be impossible for government regulation to present 
any progressive restraint to climbing prices. or:avert a 
crisis. The only thing that can be done is to await the op- 
eration of that rectifier of all evils in the economic world— 
the law of supply and demand. Men are studying it be- 
cause their financial investments or future profit depend 
upon their understanding of this law. Everyone uncon- 
sciously is being controlled by an unseen impulse that has 
effect, registering the operation of the law of supply and 
demand. 
tion and manufacture. Low prices mean large purchases 
and consumption with a tendency to lower prices. The 
law operates automatically and there is nothing that ‘can be 
done except await the future with a strong faith and good 


. courage. 


Tne Wixtp Gesse have been heard overhead making 
their way. south, but the weather still remains mild and 
late October is proving as enjoyable as early September. 


Ex-Prestpent Tarr HAS THROWN his colors gallant- 
ly to the breezes. He has not indulged in “weasel words” 
or chameleonic opinions concerning the League of Nations. 
The fact remains that whichever party is elected it will 
have to meet firmly and unequivocably the problem of ad- 
justing the international program of this country to the in- 
ternational program of the other powers who have associ- 
ated themselves in a league. 
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After all, there is no better qualification for’ 


High prices mean a restriction both in consump-' 
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Tue DeEcREASE IN BuILpING has increased demands 
for rentals. The landlords have not all been profiteers and 
it will be found that thousands have maintained their old 
scales of rentals in the face of increased costs. Honor to 
whom honor is due. 


Tue WorKMEN Wuo have had the sanity to stand by 
their constructive positions at ‘salaries lower than those 
commanded by the demands of the mushroom industries 
will soon be reaping their rewards. 


Tue Crry or Portranp has had its baptism of fire. 
The fire losses of the nation are terrific. Only the com- 
monness of this plague accustoms us to the losses.’ Yet 
carelessness will continue. 


Ir 1s Dirricut for an older man to convince a young- 
er one that constant small gains. distributed over a longer 
period of time are more valuable than large gains unwilling- 
ly mulcted infrequently. 


Tue AutuMN Foviace will not be so brilliant as in 
other years because of the summer drought, but the golden 
days of the Indian Summer will be as enjoyable as ever. 


Tue Home BAnkx is the best and the safest. The de- 
positors know the bank and the bankers know intimately 
the purposes and the interests of the depositors. 


Ir 1s UNFoRTUNATE when a plan of action by a coun- 
ty is arranged and its humanitarian purpose ts lost sight of 
in the aggressiveness of business interests. 


AFTER ALL, is there any cleaner or manlier sport than 
outdoor baseball, withal its evils made by the wickedly in- 
clined! ‘ 


THERE 1s No Ban on the sweet nectar, the fruit of the 
apple, when fresh from the press. 


Toucu Luck! The Democratic candidate for Presi- 
dent is the victim of maladroit managing. For many weeks 
he obtained columns of newspaper space by his reckless 
charges of “corruption,” “slush funds,” “$15,000,000,” and, 
finally, “$30,000,000.” There was an investigation by a 


Senate committee (with a Republican majority) and this 


committee (as was not unexpected) found for the defend- 
ant. How much better it would have been, for Mr. Cox’s 
purpose, had he waited until the last two weeks of October. 
He then/could have made the same charges, using the same 
high explosives, that he has made, and they would have 
stuck. By then the Republicans would have had their mon- 
ey, and most of it would have been spent. As it jis, poor 
managing has-resulted in an embarrassment for the national 
committees.of both parties. Neither has sufficient money 
to support the campaign in the manner to which a national 
campaign is accustomed. Not only has Mr. Cox’s sensa- 
tional charges of “buying an electorate” fallen woefully 


flat, because of his ill-advised picking of the moment to 


make such charges, but they have reacted, to a degree en- 


tirely unexpected, against his own party treasury. That, 
. after ‘all; is the tragic feature of the entire fiasco. The 
Democratic ‘candidate’s barrage was. poorly timed, fell 
short, ‘and was made up largely of duds. — Dearborn 


( Mich.) Independent. 


Talent knows what to do; tact knows when and how. 
to do it.—ROyYCROFT. 


Your printing needs can be very promptly and care- 
fully taken care of at the new plant of the Nortu Snore 
BREEZE, 66 Summer ‘st., Manchester. Especially well’ 
equipped to handle book and pamphlet work, such as annual 
reports, directors’ reports, etc. Telephone 378 Manches- 
ter; representative will call anywhere in Boston or vicin-. 
ity, adv. 
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Of course Cleveland won the world’s 


The 


series baseball championship. 
This is Ohio’s big year! 


American Red Cross will soon 


have its annual roll-call. Many 
of the figures contained in the re- 
ports for 1920 are most interest- 
ing. During the war this worthy 
organization aided 7,000,000 ser- 
vice men. Since Nov. 1 last, the 
Red Cross has been alone in the 
work of rendering relief service 
to our armed forces. 


on 
The wages of sin run rather low in 
the bond stealing trade in New 
York. It has been found that the 
“boys” who got away with $600,- 
000 worth of bonds netted a trifle 
less than $10,000 for their labors. 


—o— 


Within a year after they were legally’ 
permitted to go to work one child 
out of every four in Connecticut 
left school for that purpose, ac- 
cording to a report recently made 
public. This presents a problem 
of grave importance, as this con- 
dition is not confined to Connec- 
ticut alone. 


—o— 


With election only a short time away, 
the campaign has reached the 
stage in which one party says: 
“And he said thus and so,” and 
the other answers: “No, no, he 
did not.” 


—o— 


Man wants but little here below, but 
he protests against paying a war 
tax on that little. 

—o— 

A learned judge of the Supreme Court 

in New York has handed down a 
decision which will duobtless go 
reverberating through the hall of 
fame and the corridors of history 
with resounding echoes and mul- 
titudinous applause. He has de- 
cided in an alienation case that a 
husband’s love is worth just six 
cents. A husband valued at say 
a million or two, might be cause 
for heartaches,—but who would 
waste much affection on a six- 
center ! 
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Golden Thoughts 


Out far on the beach there are billows, 
That never will break on the beach; 

And I have heard songs in the silence, 
That never will float into speech, 

And I have had dreams in the valley 
Too lofty for language to reach. 
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Herbert Hoover 


‘wards. 


: 
| 


Women constitute a new element in 


American politics. Census fig- 
ures, just compiled, show that 
there are 28,035,000 women in 
the United States more than 21 
years.of age. It is estimated that 
26,500,000 of them are eligible to 
vote. As there were only 18,528,- 
743 votes cast for all candidates 
in the last presidential election it 
is easily seen that woman will be 
a most important factor in elect- 
ing the next occupant of the 
White House. 


0 
September set a new high mark for 


total number of immigrants to ar- 
rive in one month. . Over 85,000 
came to our shores last month. 
Where will they find housing ac- 
commodations ? 


oe 
declares that the 
Democrats have held up the peace 
of the world for 18 months and it 
is time that a Republican admin- 
istration be elected. The Demo- 
crats have made the greatest fail- 
ure of American statesmanship 
since the Civil war, he says. Hav- 


‘ing been closely associated with 


the Democratic administration, 
Hoover is in a position to speak 
authoritatively. 


At a meeting held in Symphony hall, 


Boston, last Friday night, Secre- 
tary of War Baker was asked 
why the War Department had 
discriminated against General Ed- 
Mr. Baker replied in 
vague terms and his answer gives 
but little satisfaction to the New 
England people who love and re- 
spect the former commander of 
the YD: 


eee. 
Man o’ War captured the first place 


in the race in Canada on Colum- 
bus day, thus assuring that the 
thoroughbred championship of 
the continent shall rest on the 
American side of the border. 


ren. 
It is nothing less than a crime, says 


an editor, to carry unnecessarily 
large sums of money in our pock- 
ets. Fortunately the number of 
criminals answering this descrip- 


_ tion is small, particularly among 


the members of the editorial pro- 
fession. 
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—Father Ryan. 
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HE immigration pouring into 
the United States is like the 
rain falling upon the sea. Just 
as the ocean gives its taste and 
its color to every raindrop, so the 
vast flood of people in the Union 
assimilates, in its infinite volume, 
all the elements that are contrib- 
uted to it. 


—V. Brasco IBANEZ.” - 
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Prohibition is filling the hospitals in- 


stead of jails, says a heading in 
Boston Sunday Herald. So many 
poisonous concoctions are sold, 
now that real liquor is barred, the 
police send drunks first to the hos- 
pital for treatment. Ten persons 
in one day at the Boston Relief 
hospital for alcoholic poisoning is 
an astonishing record. 


—o— 


An enormous waste in gasoline occurs 


every year, according to a report 


from the United States Bureau - 


of Mines. This is indeed true, 
and a host of auto owners would 
thank the scientists if they could 
solve the problem of how to pre- 
vent this loss. 


—o— 


A French professor has announced 


that the legs of Parisians are get- 
ting shorter. However, the Pari- 
sians need not worry so long as 
they reach to the ground. 


—o— 


New Jersey club women have con- 


demned a phonograph record said 


to be entitled “Put a Nightie on- 


Aphrodite.” But that is not all. 


They will also crusade against | 


cheek-to-cheek dancing, dresses 
which are inches too short, at both 
extremities, night automobile 
rides, etc. However, at heart the 


-girl of 1920 is pure, and we doubt 


if she is robbed of any of her 


charms by fashion’s dictates. 
—-—o— 


American aid is estimated to have 


saved 500,000 lives among the 
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suffering and unhappy peoples of © 


Asia Minor. 
for a nation which is supposed to 


This is pretty good: 


have “broken the heart of the — 


world”? by not 


League of Nations covenant. 
—o— 


“With so many people having axes to 


One dollar and seventy cents is the 
price said to have been chatged — 
in a Boston hotel for two toma-— 
toes, with skin removed. This — 


grind, the mystery is that, there 
isn’t a shortage of grindstones,” 


remarks a writer in one of our ex- _ 


changes. 
—o— 


accepting the — 


Me 


Pa jaw 


price probably represents a very. 


heavy “overhead.” 


Oct. 15, 1920 


UNCLE.SAM’S MONEY 


Some Tuincs You Must Not Do 
,Wirs It Even WHEN It 
: Is Yours 

Our country does not lose claim to 
money when it puts it into circulation. 
You may say, “My money is mine, 
and I can do what I please with it;’ 
but if you carry out that theory in cer- 
tain directions, you will land in jail. 

The Providence Journal prints an 

interesting interview with a United 
States Secret Service agent; we got 
these points from it: 

Of course you know that you must 
not counterfeit money of any kind— 
banknote, treasury note, bond, or 
coins. But do you know that you must 
not make a painting or a drawing of 
any United States money? Some 
paintings of bills have been made so 
cleverly that men have even tried to 
pick them off the canvas; but such a 
painting would be confiscated today, 
-and it would go hard with the artist. 
| 


Barrels full of gold coins have been 
painted as if tipped over and the coins 
running out, and all so perfectly nat- 
ural that one’s fingers itch to reach in 
and grab a handful. Such a triumph 
of the pictorial art is now forbidden. 
It is a form of counterfeiting, and a 
provocative to it. 

_ The law goes so far in this direction 


a 


Mrs. Addie W. Hooper 


BALL ROOM DANCING 
) 


Class will open in Town 
) ‘Hall, 


Monday, October 18, 8 P. M. 


Manchester, on 


For Information Telephone - 
348-M Gloucester 


Guernsey Milk 


SPECIAL 
HEAVY CREAM 


Also Our Cottage Cheese 
A special Baby Milk 
from Ayrshire Cows 
Our own truck delivers 


in Back Bay, Brookline 
Hill 


and Chestnut 


UPLAND FARMS, INc. 


IPSWICH, MASS. 
Tel. Ipswich 195-W 
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that it will not even allow you to take 
a piece of money and photograph it; 
photographing money is a step in the 
process of counterfeiting it. Indeed, 
you.cannot legally do much with your 
money except store it away, or-use it 
for buying something, or give it to 
somebody. 

Merchants need to be very careful 
how they use monéy in their. window 
displays. They can lay a dollar bill 
upon an article to indicate that it is 
sold for a dollar, but that is about as 
far as they can go. 

Once a Providence shopkeeper put 
into his window two bank-notes of the 
same value, with a placard asking the 
public to tell which was the genuine 
one. As a matter of fact, both were 
genuine; but the Secret Service agent 
made him take those bank-notes out 
of the window. The display would 
tend to throw suspicion on good mon- 
ey. Uncle Sam’s money is not intend- 
ed for advertising purposes. 

It used to be a popular thing for 
jewelers to drill holes in gold or silver 
coins and sell them for charms; but 
that must not be done now. The coins 
are thereby mutilated, and they might 
get back into circulation. 

For the same reason, jewelers are 
not allowed to fasten pins and catches 
to coins, thus converting them into 
breast-pins. About as far as you can 
go in this direction, if you have a rare 
coin or a coin valuable because of 
some association, is to have a setting 
made for it that will leave it just as it 
is, and hang it for display from the 
setting. 

One jewelry firm in Providence 
once had the bright idea of hollowing 
out silver dollars and arranging part 
of the face so that it would spring 
back and disclose the face of one’s 
sweetheart. These dollars were to be 
sold as pocketpieces, but the govern- 
ment put an emphatic end to. the 
scheme. 

Henry C. Dorsey used to have 
Bible verses printed on new, clean dol- 
lar bills which he would give away to 


the needy or to men whom he wanted , 


to reform. Today he would be obliged 
to have his Bible verses printed upon 
pieces of paper separate from his dol- 
lar bills. 

The United States is not only thus 
careful about its own money, but it 
takes thought for the money. of other 
lands. It does not allow foreign mon- 
ey, any more,than American money, to 
be counterfeited in this country. 

Have you noticed how much less 
frequently we hear of counterfeit bills 
and coins that we used to? Ask any 
business man well along in years and 
he will tell you that this is so. Uncle 
Sam’s watchfulness has had this fine 
result. 
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CRUSHING THE GUSHER 

The man who marries for love ‘and 
thinks he is perfectly happy, always 
bores other people. 

Older married men listen to him in 
sad silence, sorrowing for his lack of 
experience. 

So it was with Simpson. For the 
umpteenth time he was telling Jimpson 
how much better the married state 
was. 

“Take my advice, old chap,” he 
wound up, “and get married.” 

“No thanks,” replied Jimpson, stifl- 
ing a yawn; “it’s too risky!” 

“Not if you can find a wife like 
mine,’ gushed Simpson. ‘“She’s so 
gentle, so affectionate, so devoted.” 

“All right,” Jimpson agreed weari- 
ly. “Dl wait till she’s a widow.”— 
Rehoboth Sunday Herald. 


The teacher was instructing his 
class in a very interesting course of 
experiments, and noticing some of the 
pupils not paying proper attention, he 
said: “Now, you know I cannot attend 
to you and my experiments at the same 
time. If anything goes wrong, the 
whole laboratory, and we with it, will 
be blown into the air. Come a little 
closer, boys, so that you may follow 
me better.”” — Pittsburgh Chronicle- 
Telegraph. 


“Ah, your idioms, I cannot grasp 
them.” ‘What’s the trouble, Count ?” 
“The politician is happy because he 
was whitewashed.” “Yes?” “Yet the 
baseball pitcher who was whitewashed 
today, he is sad.”—Kansas City Jour- 
nal. 


The Breeze $2 year, $1 six months. 


By CHAS. A. LYONS 


AUCTIONEER 
BOSTON 


I will sell at 


PUBLIC AUCTION 
MONDAY, OCT. 18 
at 10.30 a. m. at the 


WILLIAM ANTHONY & Co. 
Grocery Store 


Raymond St., Magnolia fa. 
the stock, consisting of a 

Full Line of Fancy and 

Staple Groceries. 


Sold in lots to suit the family 
trade. This is a good opportuni- 
ty for people of this section to 
stock up for the winter at 
AUCTION PRICES 
Per Order 
WILLIAM ANTHONY & CO. 
MAGNOLIA 
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mm Darton stretched his long legs 
under the table and sighed con- 
tentedly. 

“Adele doesn’t look, though, as if 
she had played a bully good game of 
golf, does she?” he asked, lazily sur- 
veying the white-gowned girls seated 
near the railing. 

“No, she really doesn’t,” Emily ac- 
knowledged. 

Adele smiled appreciatively at Jim. 

“T’ve had a marvelous game,” she 
said, idly waving her hat to and fro. 

“Yes, dear,” Anne replied, sweetly, 
“that seems to be a constant state with 
you.” 

“And you play it so very cleverly,” 
Elsie added, in a cloyingly saccharine 
tone. 

Adele shrugged her shoulders care- 
lessly. “Thanks, so much,” she an- 
swered, airily. “It is so flattering of 
you to envy me.” 

“We don’t envy you, dear,” Jane as- 
sured her, pointedly. “We simply mar- 
vel at your finesse, you know.” 

Jim felt uncomfortably conscious of 
the electric condition of the atmo- 
sphere. It was surcharged, with hostile 
currents, he knew—but, man like, he 
could not cope with such feminine 
subtleties so he followed the line of 
least resistance and rose to his feet. 

“If you are rested, Adele,” he said, 
with his hand on the back of her chair, 
‘we will run into town again. But I 
want a dance with each one of you 
girls tonight—promise me,” he urged 
laughingly. 

“You flatter us!. What clever dip- 
lomacy!” Anne answered, derisively. 
“We do so love to be asked in a bunch, 
you know!” 

“But I mean it,’ he protested, ve- 
hemently. *‘Don’t forget!” 

“T’ll take you up on it,” Jane con- 
sented. “It’s too hot really to dance, 
but I’ll let you sit it out with me, Jim- 
mie, my boy. Maybe I’ll save you two. 
I’m sorry it won’t be moonlight.” 

“What do you hear from  Rosa- 
mond?” Emily asked. “I hear such 
fascinating tales of her daily mcreasing 
beauty. Don’t forget you have a wife, 
(eaM. ee Se 

“How could I forget!” he answered, 
plaintively. “She held me up’ for a 
cool five hundred only a day or two 
ago.” 

Jane laughed. “Tough luck—but we 
women come high, you know. We are 
expensive luxuries. When do you join 
her ?” 

“QO, ina few days, I suppose,” he re- 
plied, vaguely. 
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| THE BETTER PART 
of VALOR 


By Resecca T. Hopces ° 
Four Installments-Part 2 
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“How you must miss your husband 
and children, dear Adele!” Elsie 
smiled ingenuously. 

“But the children are here,” Adele 
volunteered. 

“O, I really didn’t know. They 
never seem to be with you at all, so, 
naturally, I took it for granted that 
they were away. Is Paul at home?” 

“Tf there is anything else about any 
of my personal affairs or the where- 
abouts of the different members of my 
family you would care to know I'll 
be so charmed to inform you. Tl 
gladly be of service to you.” Adele 
deliberately and cooly surveyed the 
group. “My husband, you may be in- 
terested to hear, comes home tonight. 
Tomorrow we leave together for the 
lakes. We expect to be gone the rest 
of the summer.” 

She walked indifferently down the 
porch and leaned against one of the 
pillars. 

“My dear,” Jane called, sweetly, “I 
know what a real blessing and relief it 
will be to you to have him with you 
again.” 

Adele smiled enigmatically and with 
a final warning to the girls to keep a 
dance for him, Jim hurried her down 
the steps and into his low-hung, racy 
runabout. It shot swiftly away down 
the curving roadway. © 

“Cats!” she cried, angrily, as she 
braced her feet on the foot rail. 

Jim glanced at her sympathetically. 
Underneath the shadow of her hat he 
saw the curling dark lashes sweeping 
the soft, peach-like skin. She peeped 
up at him and caught his frankly ad- 
miring glance and the one tear drop 
poised trembling on the edge rolled 
down her cheek. 

He took one hand off the wheel and 
laid it soothingly over hers which were 
clutched tightly together in her lap. 

“You sweet little baby!” he ejacu- 
lated, fervently. “Don’t you mind 
them one minute. They are too asi- 
nine for words. You put it all over 
every one of them for looks and they 
know it—that’s where the rub comes.” 

“But I can’t see, Jim, where there is 
any harm in our being together so 
much, can you?” 

“Heaven forbid!” he cried, ardent- 
ly. “We've surely had a better time 
together this afternoon than if I had 
spent it at the office and you at a bridge 
table with a bunch of knockers—now 
haven’t we?” 


She snuggled down in her seat and 
sighed rapturously. 
“IT always have a marvelous time 
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when I’m with you, Jim.” She smiled 
coyly up at him. “Aren’t you sorry 
that I am going away tomorrow ?” 

“Sorry!” he repeated, gloomily. “It 
just makes me sick you have to leave 
——but it will be cooler up there at the 
lakes than it is down here, you know 
that.” 5 

“Yes,” she acknowledged, “but Ill 
miss you fearfully, Jim.” 

“Well, we won’t be a frightfully in- 
surmountable distance apart, you 
know, child, and I’ll have to motor 
over some week-end. Then we'll take 
a spin somewhere together. How about 
it? Would you be glad to see me?” 

“O, Jim, you darling old thing!” she - 
dimpled coqutettishly, while she swept 
him an alluring glance from her violet 
eyes. 

“You peach!” he exclaimed, delight- 
edly. ou 

The swift motion of the car cooled 
their hot faces and the whipped-up 
breeze blew her golden curls about her 
face. Each shining tendril caught the 
afternoon sun and shone with a daz- 
zling yellow splendor. 


Adele leaned back contentedly in the: 
low seat, her legs stretched out in 
front of her and her little feet looking 
even tinier beside Jim’s. His shoulder 
touched hers and she tingled ‘at his 
nearness for she felt the dominating 
presence of the masterful male. 


“What bliss to have such a good- 
looking charming man to play around 
with!” she thought. “I don’t wonder 
all the girls are erivious! Why, every- 
one knows that Jane Arnold’ would 
give her soul to have Jim hanging 
around her and ready to run at her 
beck and call! I can’t see that it is 
any of their affair.if he takes me ev- 
erywhere.. Of course I know they 
seem to make it their business to gos-— 
sip on how many rides and swims we 
have had together. But I don’t care.” 


She tossed her head and impulsively 
laid a soft, caressing hand on the hard, 
muscular arm beside her and squeezed 
it tightly. 5 

“You are the nicest thing,’ she 
oneds, > baat g  @ 

“Adele, honey, I’d rather have you ~ 
feel that way about me than anyone’ 
else I know,” he softly answered. 

She smiled demurely and gave his 
arm a soft pat. ‘ 

“Jim, dear, you don’t mean: that. 
You know you don’t!” she protested, 
daringly. 4 

“But I do, Adele. Honest! True!) 
I’d kiss you and show you if we were- 
n’t getting so near home,” he warned. 

“OQ, no, Jim, not as much as that!” , 
she tantalized. 

“You wait and see, old girl. 
don’t know me.” 

“Well, I do know this,” she turned 
her face up toward him while he bent 
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his head to look deep into her eyes. 
“T know that we are having a marvel- 
ous flirtation. Its perfectly harmless 
—but, O, so exhilarating and exciting. 
You give me such thrills just to look 
at you. It is such fun! I-love to ride 
with you, Jim, and have you say such 
darling things. I forget the humdrum 
life of just telling the cook what to 
have for dinner, and the eternal wor- 
ry of H.C. L. or buying the children’s 
stockings !”” 

She paused for breath. Jim kept his 
ardent eyes fixed on hers—only shift- 
ing a swift, occasional glance toward 
the road ahead of them. 

“And you—you little golden girl 
with the violet eyes,’ he raved, pas- 
sionately, as he crushed her hands in 
his and held them tightly on the wheel 
beneath his own—‘‘you have brought 
a freshness into my life that is like a 
breeze off the cool water on a hot 
day!” 

“What a delicious thing to «say, 
Jim!” she carolled. “Do you really 
mean all those charming phrases?” 

‘Do I! I’m wild about you child,” 
he asserted hotly. “I’m crazy to crush 
you in my arms! I love your fresh 
daintiness; you are the Eternal Femi- 
nine personified for me, Adele!” 

Adele’s long lashes swept her cheeks. 
She knew from long secret practice 
how telling a gesture it could be and 
the effect on the observer—if it hap- 
pened to be of the male persuasion— 
was always electrifying. . 

Jim observed the contrast between 
the dark silky fringe and the soft da- 
mask of ther skin and he drew in his 
breath quickly. His eyes glowed 
darkly. ete 

“By jove,” he breathed, “you are the 
prettiest thing I ever saw!” 

“Thanks!” Her manner and tone 
were demure, but she lifted her softly 
pencilled brows coquettishly and said, 
archly, “Do you tell all the girls the 
same thing?” | 

“You know I don’t,’ he protested, 
as he slowed down the car before the 
Keith home. “You needn’t ask me 
that. But; child, what. time will you 
be ready for me to come for you to- 

‘night ?” yer, : 
~ *O, Jim, make it eight. Then we 
~ can have dinner at eight-thirty and yet 
have plenty of time to dance. Just 

now I crave a bath more than anything 
else’ on earth.” 

~ She smiled up at him and he delib- 

erately lifted her out and held her high 
up in his*arms. 


“O, Jim,” she protested, struggling, 


“remember there are neighbors waiting 
and anxious to be scandalized.” 

“Right you are,” he admitted, put- 
- ting her down, but refusing to let her 
hand go from his grasp. “But | 
should worry. Anyway, Pet, [ll be 
back here at eight, sharp. Then we'll 


drive to the club and have a nice little 
dinner out on the porch in a cool little 
corner.” 

Adele nodded and waved a goodby 
to him as he went back down the steps 
and drove away. Then she turned and 
entered the cool dark hall. There was 
an air of quiet elegance and richness 
that only wealth and good taste com- 
bined could give. 

Paul Keith had spared neither mon- 
ey nor pains i giving hispamperedand 
spoiled wife everything that love and 
money could imagine and_ provide. 
While twenty years older than she, his 
anxiety to please every whim she had, 
kept her still unsatisfied. He had nev- 
er evinced anything but good humored 
tolerance at Adele’s various ‘‘cases” 
on as many different men. He had 
often figured it out to himself. 

“She is years younger than | am— 
she enjoys young things and people— 
so why should I mind if she loves to 
foxtrot with Tom or swim and golf 
with Jim! She’s only a sunny child— 
but I trust her’and 1 know as well as 
I know my name is. Keith, that she is 
true blue deep inside.” So he gave her 
her own automobile and her own mon- 
ey and her own way. 

She went up the stairs and down the 
cool hall to the nursery. Inside the 
two children were having their bread 
and milk and jam supper while Molly 
read to. them. When ‘she entered 
spoons were tossed aside and two pairs 
of warm chubby arms were thrown 
around her neck. Moist childish kiss- 
es were pressed on her face while she 
carefully removed a jam daubed finger 
from her hair. 

“Have they been good, Mollie?” 
she asked, smilingly lifting them back 
in their chairs while she fed them al- 
ternately. 

“QO, yes’m,” Molly assured ‘her. 
“They’ve been awful good children 
considerin’ the heat.. I’m glad they’re 
going up to the lakes soon.” 

“Yes, so.am J,” Adeleiagreed: “And 
by the way, Molly, Mr. Dalton and | 
are going out to the Country club this 
evening for dinner and then there is a 
dance afterwards. You. know Mr. 
Keith comes home tonight from his 
trip, but I'll be back before he returns. 
However, if I shouldn’t happen to be, 
just tell him and say that I won’t be 
late?’ 

“Ves’m,” Molly answered. 

Adele leaned over and kissed the 
children. “Mother is. sorry she can’t 
stay any longer, dears, but she is 
busy,” she explained throwing them 
smiling kisses. They gave responsive 
answering smiles and continued their 
struggle with the break and milk and 
jam. 

Adele reveled luxuriously in her 
bath. Then freshly powdered and 
clothed gazed at herself in the long 
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mirror. She twisted her head like a 
proud young peacock preening his 
plumage. 

Her crisp white organdie was no 
more immaculate-than the sheer silk 
stockings and satin slippers. The blue 
of her eyes matched in color the’ sap- 
phire pendant at her throat and the 
glittering gold of her hair combined 
with the flawless texture of her skin 
fully justified the pleased smile and 
sigh with which she finally turned 
away. 

She knew from Jim Dalton’s voice 
downstairs as he spoke to the maid 
that he had arrived and was waiting 
for her, so she caught up a thin 
fringed scarf and slipped it over her 
arm. 

As she descended the staircase she 
saw Jim standing by the drawing- 
room door. He looked like some trop- 
ical prince, she thought, in his creamy 
rajah suit and soft silk shirt and 
white shoes. She knew from the ex- 
pression on his face and the look in his 
eye that her appearance was altogeth- 
er satisfying. 

“So you think I look nice?” she 
murmured. 

He strode across the hall and seized 
her hands. 

“Some little peach!” he breathed 
fervently. “No woman or girl there 
tonight can touch you.” 

With his hand tightly clasping her 
arm they tripped gaily out of the door 
and down the steps. He arranged her 
skirt carefully about her so that it 
wouldn’t blow or get mussy. 

“Anything as dainty and fragile as 
this gown and its owner needs protect- 
ing care,” he assured her. 

“Considerate man!” Adele approved 
as he started the car. ‘ 

As it picked up speed the motion 
conjured up hidden breezes which 
fanned their cheeks. There was no 
moon, but a brilliant summer star light 
curved over their heads. Languid, 
lazy groups of people idled along the 
sidewalks and the streets were filled 
with innumerable motors each one 
bearing its own burden of seekers— 
after relief from the day’s sultry heat. 
As they threaded their way among the 
hundreds of cars Jim Dalton had little 
to say. His attention was focused on 
the road before him yet, nevertheless, 
he was constantly aware of the near- 
ness and feminine charm of his com- 
panion. Leaving the city streets be- 
hind them they rolled on to the hard 
packed stretches of country road and 
slowing down he turned to Adele. 


(Continued next week) 
Common: sense is ‘instinct, and 
enough of it is genius —H. W. SHaw. 


Only those who have nothing to do | 
look upon life as a burden. 


AR a SECTION 


MANCHESTER 


Austin C. Jones and J. A. Lodge 
left this morning in the latter’s car 
for a few days’ trip to Meredith, N. 
H. 

Mrs. Thomas Lethbridge, Summer 
st., has been visiting her daughter, 
Mrs. Thomas H. Colbourne, at Somer- 
ville. 

After a fortnight’s vacation, Ed- 
ward P. Lane returned to his duties 
at the Stone & Webster office, Boston, 


Monday. 
Mrs. G. A. Knoerr and daughter, 
Miss Dorris Knoerr, went to New 


York a few days ago. Miss Knoerr 
will study music this winter. 

Mr. and Mrs. Lewis Manchester 
have gone to Watertown for the win- 
ter, after spending the summer with 
Mrs. Simeon Haskell, West Manches- 
CEL; 

The Selectmen of Manchester and 
the Mayor and Board of Aldermen of 
Beverly perambulated the town line 
between Manchester and Beverly on 
Wednesday of this week. This is done 
once every five years. 

Robert Evans and William Slade 
made the trip last week to Buffalo, N. 
Y., in a Ford owned by one of the 
summer residents (J. M. Mitchell). 
John Gray and William Francis went 
as far as Albany, N: Y. Mr. Evans 


plans to remain in Buffalo this win- © 


ter, and may work in the Ford auto- 
mobile assembly plant. 

An interesting meeting of Col. H. 
P. Woodbury camp, S. of V., was held 
Tuesday evening at which many mem- 
bers were present.. Comrades of the 


G. A. R.* were guests. Edwin P. 
Stanley, past department commander 
of the G. A. R., gave a very interest- 


ing report of his trip last month to 
Indianapolis, Ind., where he attended 
the annual Grand Encampment ses- 
sions, <A collation was served at the 
close of the meeting. 
Lr. BAKER RECEIVES ACCOLADE FOR 
SERVICE IN WorL_p War 

t. John Irving Baker, son of Mrs. 
John Baker, of Pleasant st., Manches- 
ter, is the proud possessor of an acco- 
lade awarded him by the War Depart- 
ment for meritorious service in the 
World war. Lt. Baker was wounded 
by shrapnel at Belleau Woods on 
June 18, 1918, and was gassed at Cha- 
teau Thierry on July 18. He served 
as one of the officers of the 7th Infan- 
try, 3d Division, and won his com- 
mission in France. 


ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 
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Moving Pictures 


Horticultural Hall ©: Manchester 
A. N. SANBORN, Mgr. 


SATURDAY—OCT. 16 


One Evening Show Only 
Starting at 7.30 
First Three Reels Repeated 
DOUBLE BILL 
Douglas MacLean and Doris May in 
‘“‘LET’S BE FASHIONABLBE’’ 
‘““THE BEST OF LUCK’’ 
Drury Lane melodrama starring 
Jack Holt and Kathryn Adams 


TUESDAY—OCT. 19 


One Evening Show Only 
Starting at 7.30 
Tom Mix in ‘‘THE DAREDEVIL’’ 
Written, directed and acted by 
Tom Mix—A real western 
Al St. John in 
‘““THE WINDOW TRIMMER’’ 
FOX NEWS 
FORD WEEKLY 
TOPICS OF THE DAY 


COMING SOON: Robert Warwick 
in ‘‘Thou Art the Man,’’ Ethel 
Clayton in ‘‘The Ladder of Lies,’’ 
Alice Lake in ‘‘The Misfit Wife,’’ 
Herb’t Rawlinson in ‘‘The Faker,’’ 
Charles Ray in ‘‘Homer Comes 
Home,’’ Billie Rhodes in ‘‘Nobody’s 
Girl.’’ 


BOBOBWOBOBOBVOBVOBVOBOBOBVOBOBOS 


1a5°-HAND YOUR 


SHIRTS, COLLARS and 
STARCH-WORK to:: :: 


Thomas Saco, Barber 


Tel. 137-M Postoffice Block 
Jos. Vasconcellos, Barber 
Tel. 53-J Central Sq. 
James Beaton, Grocer 
Tel. 8341-W Central St. 
Frank B. Rust, Grocer 
Tel. 96 School St. 


— Agents for — 


MANCHESTER LAUNDRY 
Good work Prompt Service 


Telephone 85-W 
Work called for and delivered 


QRUOROBOBOBOKOBOBOROROVOBOROLS 
The next regular meeting of the 
Manchester Woman’s club will be held 
Tuesday afternoon, Oct. 19, at the 
Congl. chapel at 3.30 o’clock. P. J. 
Lynch, of Boston, a member of the 
Boston Post's editorial staff, will be 
the speaker of the afternoon. Mr. 
Lynch will speak from the subject : 
“The Making of a New spaper.” Tea 
will be served, Mrs. Mary S. Merrill 
acting as hostess for the afternoon. 


When you think of ‘painting think 
of Tappan, 17 Bridge st., Manches- 
ter. adv. 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


MANCHESTER 


The Ladies’ Social circle of the 
Congl. church will meet next Wednes- 
day evening with Mrs. F. J. Merrill, 
Bridge st. 

The Manchester schools were closed 
Monday and Tuesday of this week. 
Monday the teachers were given their 
customary visiting day and Tuesday 
was a holiday—Columbus day. 

Daniel Edgecomb returned yester- 
day from a visit to his old home in 
Catalina, Newfoundland, which: he 
had not visited in nearly 30 years. 

The first lesson of the Sewing Class 
will be on Monday, Oct. 18, at 6 
o’clock. Come and bring any kind of 
sewing. I will cut and fit for you at 
my dressmaking parlors, 15 Washing- 
ton st.—Mrs. Harris. adv. 

The Manchester Parent - Teacher 
association will meet next Tuesday 
evening, Oct. 19, for the first regular 
meeting this fall. Dr. Payson Smith, 
Massachusetts commissioner of educa- 
tion, will be present and deliver a lec- 
ture. This meeting was originally 
planned for Thursday, Oct. 21, but has 
been changed to Tuesday. Members 
will please take notice of this fact. 

Members of Troop 1, Boy Scouts, 
of Manchester, enjoyed a hike on the 
afternoon of Columbus Day, under the 
supervision of Assistant Scoutmaster 
Allan P. Dennis. The boys hiked 
along the main road from Manchester 
to Pride’s Crossing and then via the 
wood’s road to Montserrat. . Here 
they witnessed the ball-game between 
the All Stars and Marblehead and 
then resumed their hike to Beverly. 
Return was made by train. The 
Scouts report a pleasant outing. 


HospiraL DonaATION Day 


Tuesday, Oct. 26, will be Hospital 
Donation Day for the Beverly hospi- 
tal, following a custom started some 
10 years ago and continued from year 
to year under the direction of the Hos- 
pital Aid association. 

Plan now to do your bit toward ~ 
making the day as pronounced a suc- 
cess as it has been in the past. 

From 2 to 4 on that date—Oct. 26— 
the hospital will be open to receive 
your donations. Fruit and vegetables 
will be most welcome. If you cannot’ 
go with your gift, please notify either 
Mrs. Bertram Floyd or Mrs. Ray- 
mond Allen and they. will call for 
it, or you may leave gift at Walter R. 
Bell’s store, Central sq., on Monday, 
Ocke25, 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 


-— 
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ee OIE ADVERTISEMENT 


Advertisements under this head 2c a word the first week. le 
a word after the first week. Stamps may be used in payment. 


Help Wanted 


For Sale 


DRIVER FOR FORD TRUCK wanted. 
Year-round job, good wages, reference 
required. Apply by letter only to 

M. L., Breeze office, Manchester. 41-42 


Position Wanted 


WOMAN will accommodate by day. Any 
kind of work.—Apply: 26 Elm st., Man- 
chester. 32tf. 


CHAUFFEUR wants position in Manches- 
ter or vicinity; 15 years’ experience; 
well acquainted with North Shore. P. 
O. Box 8, Magnolia, Mass. 27-29 


| PEKINGESE for sale. 


Very handsome 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 
black mask. Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion.—Mrs. R. Curry, 603 
Essex St., Beverly. Phone 247-J. 20-22 


Trained Nurse 
HOSPITAL TRAINED NURSE - MAID 


would like position. No objection to 
traveling. Address: Miss HE. F. M., 
North Shore Baby Hospital, Salem, 
Mass. » 42-45, 


MANCHESTER a 


A baseball game is scheduled for 


tomorrow, Saturday, afternoon at the. 


Brook st. playgrounds. Manchester 
will play the Colonials, of Gloucester. 


The Board of Registrars held a 
meeting Wednesday evening and add- 
ed the. names of fifty women and eight 
men to the list of legal voters in Man- 
chester. The board will have another 
meeting next Wednesday evening, 
Oct. 20, from 6 to 9 o’clock. The final 
meeting will be held Saturday, Oct. 
23, from 12 o’clock noon to 10 o’clock 
in the evening. This will be the last 
opportunity for registration previous 
to the November election. 

A class in modern dancing is being 
started in Town hall this evening and 
will be continued on Friday evenings 
this fall and early winter, by Miss 
Elizabeth Abbott, of Magnolia. Miss 
Abbott announces that there will be a 


—  ~_ —— 


beginners’ class from 8 to 9.30; ad- 
vanced work from 9.30 to 10.30, and 
general dancing from 10.30 to 11.30. 
All the new and latest steps will be 
taught, and also novelty dancing; in 
fact, Miss Abbott specializes on her 
novelty assemblies, and there is always 
something new and different. She has 
conducted successful classes in Mil- 
ford and Manchester, N. H., for sev- 
eral seasons, and she expects to con- 
tinue her work there this winter. One 
feature of her work are the monthly 
assemblies. A two-piece orchestra 
(Chane’s, of Magnolia) will furnish 
the music for the Manchester classes. 
For the little folk, Miss Abbott will 
conduct a class every Saturday after- 
noon from 2.30 to 4.30, at which mod- 
ern and folk-dancing will be taught. 
The opening class for the older ones 
will be tonight—Friday, at 8 o’clock, 
and for the children, tomorrow, Satur- 
day, at 2.30. 


AN OPEN LETTER 


to the 
MANCHESTER PARK COMMISSION 


I read with interest your open letter 
to me in the last issue of the Norru 
Snore Breeze. It is but fair that 
both sides of the question should be 
placed before the public, but after 
reading your reply there are still sev- 
eral points which seemed to be left at 
loose ends. 

Referring to my original letter to 
you you will find I emphasized six 
main points, namely: 

1. The fact that the telephone had 
not been re-installed on the beach. 

2. That the lifeboat and lifesaving 
equipment had been destroyed and 
only partially replaced with inferior 
equipment. 

3. Injuries on the beach to bathers 
caused by failure to have the beach 
properly cleaned. 

4. The conditions on the road lead- 


ing to the beach on Sunday mornings 
and holidays. 

5. The lack of policing during the 
evenings and the resultant conditions. 

6. The fact that you have failed to 
make a definite stand in regard to these 
matters or to ask for an increase in 
your yearly appropriation from the 
town for the purposes of rectifying 
the existing evils and the employment 
of three or four men on the small park 
and one on the beach. 

In your reply to me I find partial 
answers to the first question only, a 
query as to the proof that boys were 
responsible for the destruction of the 
boat on the beach, and finally an accu- 
sation of a personal type against my- 
self based on the grounds that inas- 
much as | am not a taxpayer or voter 
of the town I am not capable of hold- 
ing valuable or fair opinions on town 


N. GREENBERG 


BOOT and SHOE REPAIRING 
All work done by the Goodyear Welt 
Shoe Repairing System 
34 Union St. (Opp. P.O.) Manchester 

Boston 


Manchester Magnolia Bev. Farms 


SMITH’S EXPRESS COMPANY 
Principal Boston Office: 32 Court So. 


Tel.: Boston Main 489; Manchester 119 


First-Class Storage for Furniture 
Separate Rooms Under Lock 


MANCHESTER MASS. 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


INSURANCE 
Any Kind Anywhere A A t 
. GEO.,E. B, STROPLE 
General Manager 
Also District Manager John Hancock 
Mutual Life Ins. Co., of Boston 
ROCKPORT, MASS. 


CARD OF THANKS 


The undersigned take this means of ex- 
pressing their heartfelt thanks and appre- 
ciation to all who in any way aided them 
during their bereavement; for words of 
sympathy, floral tributes and acts of kind- 


ness. 
F, H. Moore 


Mrs. Cora F. KEENE 
Manchester, Oct. 14, 1920. 


Modern Dancing 


All the new and latest steps 
Also Novelty Dancing 


Town Hall, MANCHESTER 
Friday Evenings 
Beginning Friday, October 15 


Beginners’ Class 8-9.30 
Advanced Work 9.30-10.30 
General Dancing 10.30-11.30 


Monthly assemblies — always 


novel, and different 


Children’s Dancing Class 
Saturday Afternoons 
2.30-4.30 


Beginning Saturday, October 16 


Modern and Folk Dancing 


something 


Good Music—Chane’s 2-Piece 
Orchestra 


Subscription 55c (including tax) 


Classes conducted by 
MISS ELIZABETH ABBOTT 
of Magnolia 
For information telephone 427-W Magnolia 


matters. 

Gentlemen, in regard to this last 
point let me answer you that previous 
to the writing of my first letter I ap- 
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peared before Mr. Knight, of the 
Board of Assessors, requesting that as 
soon as possible I be assessed and reg- 
istered as a voter of the town, and was 
informed that this could be arranged 
in the present month. Furthermore, 
inasmuch as I have been a summer 
resident in Manchester for 25 years, I 
believe that I am fairly posted on the 
town problems and on the existing 
conditions. 

Now, Gentlemen, I ask you, if your 
actions are unimpeachable and above 
attack, why have you failed to answer 
five of the six charges which were pre- 
ferred? Perhaps you felt it unnec- 
essary, or what seems to, be more likely 
you could not answer. If such be the 
case. your stand is,indeed exceedingly 
weak “and immediate action would 
seem to .be the only channel of your 
salvation, 

In regard to the first point I find 
that although my statement was cor- 
rect that there was no telephone ser- 
vice available, nevertheless, inasmuch 
as you did make application for ser- 
vice you may be exonerated from this 
charge, unless with your _ present 
knowledge that. a new channel other, 
than across Mr. Sullivan’s land must 
be found for the wires you fail to be 
prepared for next season. Mr. Rolfe 
very kindly cited the facts in this case 
to me and proved as you will doubt- 
less show that you asked for service 
and were prohibited by a change of 
land ownership. 

Your second point was that the po- 


lice report failed to show. that boys 
were responsible for the destruction 
of the former life boat. You admit, 


however, that everything pointed in 
this direction and:you, also, | presume, 
admit that the investigation was lim- 
ited to a eertain.small group of boys. 
But letting this point rest for the mo- 
ment—does this question vitally. con- 


cern the broader charge that the boat 
was destroyed along with much of the 
other lifesaving apparatus and not 


properly repli wed? For example, we 
failed to notice this summer at various 
intervals the life preservers formerly 
suspended from. posts provided for 
this purpose. Where were they? Cer- 
tainly they were not available for in- 
stant use in a drowning accident. 

The beach was raked up for the In- 
vestment Bankers’ association picnic, 
but up to Saturday, Oct. 9, nearly a 
week afterwards, the cart to haul the 
refuse off the beach had not been seen. 
Is this co-operation, or is this negli- 
gence of a. gross character ? 

Finally, Gentlemen, [ ask you if you 


have not contradicted yourselves in 
your letter? You say the -facts -re- 
garding Mr. Brown’s death are not 


known and that you are awaiting a re- 


port from the Coast Guard. In a lat- 
ter paragraph you state that Mr. 
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Brown was hauling lobster pots and 
was capsized and drowned. Certainly 
these are contradictory statements. 
Self-contradiction does not show effi- 
ciency, but rather lack of concentration 
and indifferent capability. 

In conclusion let me say that I ad- 
mit your claim of efforts to secure the 
telephone service, but 1 await expect- 


antly your answer to five out of the 
six charges which I preferred and 


which to date remained unanswered. 
“Silence gives consent” is the old say- 
ing. Do you admit the charges or can 
you refute them? Your answer is ex- 
pectantly awaited by myself and by 
others, who have written to you and 
spoken to you personally along similar 
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lines as these which I have followed. 
and whom you have failed to mention, 
in spite of the fact that one of theny is- 
the head of one of the largest churches 
in Manchester. 

I wish also to take this opportunity 
to refute the accusations made against 
Mr. Kelleher to the effect that he was: 
instrumental in causing me to write 
my first letter to the Park Commis- 
sioners. 
Kelleher but once in my life, viz., 
three years ago, until he spoke to me 
this week asking me to place this state- 
ment before the public in order to 
clear his own record. 

Yours truly, 
FRANK WHIGGLESWORTH. 


AN ADDITIONAL REPLY 


from the 
MANCHESTER PARK COMMISSIONERS TO FRANK WIGGLESWORTH 


OFFICE OF PARK COMMISSIONERS 
MANCHESTER, MASS, 


October 13, 1920 


Editor NortH SHORE BREEZE, 
rt ge 

As an additional reply to the letter 
from Frank Wigglesworth printed in 
your paper two weeks ago we ask you 
to please publish the following letter 
from this board, together with en- 
closed a Bei: the manager of the 
Napis-wek. 46 Co. 

Bae re drowning of Antone 
3rown, the board submits the follow- 
ing facts: Chief of Police. Wm. H. 
Sullivan states that he was. notified of 


Dear 


the drowning accident on Sept. 7 by. 


Henry O. Bohaker, gardener at the 
Hemenway estate, and that he tele- 
phoned immediately to the U. S. Coast 
Guard Service at Gloucester for assis- 
tance. Capt. King, of the U.S, G.-G 
Service, states that he received the call 
from Chief Sullivan about 9.30 a. m., 
and immediately launched his lifeboat 
and with an experienced crew started 
for Manchester; on arriving there, he 
located the boat, but could not get any- 
where near the spot on account of the 
surf, At. 11 a. m. he gave up the at- 
tempt and returned to his station for a 
dory.. He returned to Manchester 
later in the day with his lifesaving 
crew and, attaching a stern line to the 
dory manned by two men, sent it in 
shore; the dory men threw a grappling 
iron into the boat and the surf boat, 
then towed both boats out of the surf 
about 3 p.m 

Capt. King states that the surf was 
extremely high on that date and_ that 
in his opinion it was absolutely im- 
possible to launch any boat from Sing- 
ing Beach, or to have reached the cove 
where the accident occurred — either 
from the ocean. or from the rocks, and 


that to have made the attempt would 
only have caused the loss of other 
lives. 

A written report of the accdiale 
could not be obtained without a special: 
permit from Washington, D.C. 

Regarding the work of the caretaker 
at the beach, the board would state 
that Mr. Kelleher asked for a boy to 
assist him with his work. He was 
granted the privilege of hiring~ the 
boy and making his own arrangements 
with him regarding duties and wages, 
and as far as the board is aware, Mr. 
Kelleher is quite satisfied with his po- 
sition and salary. 

To cover another point under dis- 
cussion we would state here that Mr. 
Kelleher is duly appointed and sworn 
as a park policeman. There are four 
park policeman, duly appointed by this 
board, and ‘sworn in by the Town 
Clerk, three of whom are on duty at 
the beach on Sundays and_ holidays. 
During the past year the board has 
not received a single complaint from 
any person regarding conditions at 
the beach, either as regards the day 
service or the hideous nights of vice. 
and immorality that your correspon-_ 
dent writes of. Furthermore, a fre-_ 
quent inspection of the beach at mi hit 
during the past summer failed. to dlis- , 
close anything of the kind. . 

Regarding the congested condition 
of Beach st. this board would state that’ 
Beach st. is under the jurisdiction of 
the Board: of Selectmen, and Mr. 
Wigglesworth or any other interested 
person is advised ‘to apply to that 
board for relief. 

The Park Comemdsaienteeh have p07 
liced Beach st. for the past six years 
as a measure of public safety and con- 


venience, and not because it was their — 


duty. 


The. recommendations of 


Mr. 


I have never spoken to Mr. - 


Oet. 15, 1920 


NORTH SHORE BREEZE. an 


~ VALENTINE’S TRUCKING CO. 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 


Large and Small Shipments in Either Direction 


also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 


Telephone 375-W, E. L. Valentine, 49 School st., Manchester 


TOWN OF MANCHESTER 


BOARD OF REGISTRARS 


’ Office of the Board of Registrars 
Sept. 28, 1920 

Notice is hereby given that the Board 
of Registrars of Voters will be in session 
at the Selectmen’s office, Town hall bldg., 
Manchester, Wednesday evenings, Oct. 13 
and 20, from 6 to 9 o’clock, and Saturday, 
Oct. 23, from 12 m. to 10 p. m., for the pur- 
pose of receiving evidence of the qualifi- 
cation of persons claiming a right to vote 
at the election to be held on Tuesday, Nov. 
2, and of correcting the list of voters. 

No name can be added to the voters’ 
list (except to correct omissions made by 
clerical error or mistake) after 10 o’clock 
on the evening of Saturday, Oct. 23, at 
which time registration closes. 


By order of the Board of Registrars of 
Voters,— 
W. J. JOHNSON, 
HARRY E. SLADE, 
EDWARD CROWELL, 
LYMAN W. FLOYD, 
Board of Registrars. 
oct.1,8,15,23 


Wigglesworth will be duly considered, 
‘an estimate made of the expense of 
same, and the matter referred to the 
finanee board before the next annual 
town meeting. 
Jerrrey S. REeEeEp, 
ALFRED E. PARSONS, 
WiLtiAm TILL, 
Park Commissioners 
Manchester, Mass. 


of 


NEW ENGLAND TELEPHONE AND 
TELEGRAPH COMPANY 
Gloucester, Mass., Oct. 8, 1920 


The Park Commission, 
Town of Manchester, 
Manchester, Mass. 

Gentlemen:—I have carefully read the 
open letter of Frank Wigglesworth under 
date of Sept. 29 regarding Singing Beach. 
Inasmuch as Mr. Wigglesworth has. re- 
ferred to the telephone situation there, I 
think that it would not do any harm to, in 
the first place, give you a few details as 
to the company’s policies in establishing 
public telephone service and then to reit- 
erate the phases of the situation as it ex- 


isted in installing the public telephone at 
Singing Beach, with which the park board 
is already familiar. 

In the first place, public telephone ser- 
vice is installed principally for the use 
and convenience of the general public, pro- 
vided the revenue obtained will warrant 
its establishment. I might state right 
here that the revenue derived from the 
Singing Beach public telephone during 
past seasons has barely warranted its con- 
tinuance for another season, but it was 
hoped that perhaps the revenue would in- 
crease from year to year after it had be- 
come known by the public that such ser- 
vice was available there. It was also ree- 
ognized that it would serve well in the 
case of an emergency. As a general prop- 
osition, however, a publie telephone agent 
shculd also be a subscriber to regular ex- 
change service, in order to prevent. free 
‘inward’? use and to reserve the public 
telephone for outward use by the general 
public. For this very reason such stations 
are not usually listed in our directory. 

At the beach a public telephone alone 
was all that was essential because of the 
short season of use and especially by rea- 
son of our shortage of all kinds of tele- 
phone materials. During the summer sea- 
son of 1919, however, observation was 
made of this particular telephone and it 
was found that the majority of calls were 
of the ‘‘inward’’ kind and most of them 
inquiries as to the ‘‘temperature of the 
water.’’ Of course the telephone company 
requires prompt answers on all telephones, 
but I assure you that to do this there were 
times when it must have kept your at- 
tendant at the beach extremely busy so 
that he could have had little time for any- 
thing else. 

I can justly state that your park board 
has always in the past applied for service 
in due season, and has done everything 
possible to see that some sort of telephone 
service was established at Singing Beach 
and the same attitude applied during the 
season just passed. 

As you know, the establishment of ser- 
vice was prevented because a right of way 
could not be obtained over land recently 
purchased from the Masconomo hotel own- 
ers who formerly permitted our wires to 
run over their land -for the purpose of 
furnishing service to the hotel as well as 
a few other subscribers in that vicinity, 
After the property changed hands to be- 
come a private residence a request to re- 
move wvnsightly wires was considered 
merely in keeping with the new scheme of 
things and to be natural and consistent 
on the part of the new owner. The neces- 
sary re-arrangement of our wires on ac- 
count of this removal request, as I under- 
stand the case, allowed us to take care of 
all existing subscribers involved. How- 
ever, when the summer season approached, 
your application for service made in the 
spring, was held up by reason of the par- 
ticular location of the Singing Beach bath- 
house which made it next to impossible to 
furnish aerial service without a right of 
way over Mr. Sullivan’s land and your 
board was so advised of the situation at 
the time. 
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It is hoped that before another season 
rolls around matters will so adjust them 
selves as to allow the installation of the 
service desired, 

Yours very truly, 
(Signed) I. W. ROLFE, 
Manager, 


MANCHESTER CHURCHES 


Congl. church, Rev. F. W. Man- 
ning, pastor. “The Blessing of the 
Old Testament and of the New” will 
be the subject at the Sunday morning 
service.: Sunday evening at 7.45 
o'clock the pastor will preach from the 
subject: “The Grace of God.” Owen 
W. Lowe, of Beverly, a member of the 
Trinity. church: sextet, of Gloucester, 
will be the tenor soloist at the evening 
service. Miss Jessie Hoare will*be the 
accompanist at the organ. Come and 
bring someone with you to these ser- 
vices. : 

Baptist church, Rev. H. E. Levoy, 
pastor. At the serviee next Sunday 
morning at 10.45 o’clock the pastor 
will preach from the subject: “Meet- 
ing a Dynamic Personality.” Sunday 
evening at 7.30 o’clock there will be a 
song service followed by a short ser- 
mon, “Under the Greatest Banner in 
the World.” Everybody welcome. to 
attend these services. 

A party from the Manchester Bap- 
tist church attended the séssions in 
Salem Wednesday of the Salem Bap- 
tist association. The meetings were 
held in Calvary Baptist church. An 
unusually good program was present- 
ed, with live, wide-awake , speakers 
treating subjects of present-day im- 
portance and interest. 

Rev.5E. 5. Hildreth;-.a missionary 
from China, occupied the pulpit Sun- 
day morning and evening at the Bap- 
tist church and delivered two very in- 
teresting addresses. 


SPORYO HIGH ' SCHOOL 
MANCHESTER 


School reopened after two days of 
vacation. The teachers spent Monday 
as a visiting day to other schools. 

Danvers—won the football game 
iuesday “by a score.-of 228, to 713, 
The teams appeared evenly matched 
after the first period, when Danvers 
made two touchdowns. : 

The social of the Senior class Fri- 
day evening was well attended. All 
had a good time and the proceeds were 
considerable. Rene « 

Mrs. Wilton and’ daughters arrived 
Friday night from Berkeley. 

Don’t forget the Senior food sale 
this afternoon at three o’clock. 

There will be a dance at the Town 
hall, Manchester, on Friday evening, 
Oct. 29, under the auspices and for the 
benefit of the Senior class. Ward’s 
orchestra, of Beverly, will furnish the 
music. This will be a Hallowe’en par- 
ty. 
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NORTH SHORE BREEZE and Reminder 


Oct. 15, 1920 


THERE is a place in Manchester, 
That you can easily find, 

To buy your paints and papers, 
Please keep this place in mind. 


If there is an artist 

Who wants a tube or two, 
You can call and see us, 

We have them here for you. 


We paint and paper houses, 
And decorate the same; 

You cannot miss the number, 
And below you read the name. 


STEELE and ABBOTT CO. 


25 CENTRAL ST. 


Tel. 645-W 


MANCHESTER 


RAYMOND C. ALLEN 


Assoc. Mem. Am. Soc. C..E. 


Member Boston Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester - 


s Tel. 73-R and W. 


CAMP, COTTAGE, VACATION & PICNIC SUPPLIES 


FISHING POLES 


FISHING TACKLE 


POCKET LIGHTS AMMUNITION 


WHITE MOUNTAIN 


Telephone 
245 


MANCHESTER 


The motion picture show advertised 
for last Tuesday for the benefit of the 
American Legion was not held, as the 
films failed to arrive in season. ‘This 
was due, apparently, to negligence on 
the part of the express company and 
Mgr. Sanborn or the Legion is in no 
way to be blamed for thus disappoint- 
ing the public. The benefit perform- 
ance was staged last (Thursday) eve- 
ning, the same program being put on 
as was advertised for Tuesday. 

The 11th annual conference of the 
Massachusetts Parent-Teacher associ- 
ation will be held in Boston on Thurs- 
day, Friday and Saturday, Oct. 21, 22 
and 23. The program includes reports 
of committees and officers, business 
sessions and lectures. Various points 
of interest in Boton and vicinity will 
be visited by the delegates. This is the 
first time the convention has met in 
Boston and it is hoped that a large del- 
egation from the Manchester Parent- 
Teacher association will plan to at- 
tend. 


The Breeze $2 a year, $1 for six 
months. 


ICE CREAM FREEZERS 
JOHN W. CARTER CO. 


10 School St. 
MANCHESTER 


ESSEX “INS TIP EH GO Liane 


TIONS 


The Essex Institute at Salem, so 
well and favorably known as the his- 
torical society of Essex County, and 
whose museum of New England rel- 
ics typifying the life and manners of 
this section from the first settlement is 
famous the country over, has just 
completed the 56th volume of its his- 
torical collections. A strong appeal is 


.made to all interested in this historic 


county and in the preservation of its 
records, to become subscribers and 
help support the good work of this in- 
stitution, which should have more 
members in every town and city of 
Essex County. The October number 
just issued contains the following ar- 
ticles:. The first installment of ‘“The 
History of the Boston & Maine Rail- 
road,” a-valuable article, finely illus- 
trated, by Francis B. C. Bradlee, of 
Marblehead, who has one of the lar- 
gest private collections relating to 


railroads and steamboats in the coun- 


try; the “Burnap-Burnett Genealogy,” 
by Henry W. Belknap, of Salem, sec- 
retary of the Essex Institute; a copy, 


% 
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PROF. JAMES 


the brilliant psychologist at Har- 
‘vard, asked a carpenter who was 
working on the place if he thought 
all carpenters stood on the same 
level, and if not how he would in- 
dicate the difference between men— 
10, 20, 30 percent or whatever. 


The carpenter, after pondering the 
question all day, finally said: ‘‘ There 
ain’t much difference between men, 
but what there is is mighty import- 
ant.’’ 


CORSET SHOPS 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
‘‘tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 
; 143 Essex St., Salem. 
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by the editor, of “The Burbank-Pick- 
ering Memorandum Book,” 1691- 
1772, kept by Timothy Burbank, pro- 
bably of Haverhill, later by Capt. 
Wm. Pickering, of Salem, and _ his 
daughter, Hannah Collins, wife of 
Adoniram Collins, of Marblehead, and 
includes vital records of Salem and 
Marblehead; ‘John Hazlitt, portrait 
painter,” of Salem, a sketch, by Theo- 
dore Bolton, of Washington, D. C.; 
“First known tax rate of Boxford, in 
1687,” with names of persons, com- 
municated by Sidney Perley, the well- 
known antiquarian; “Old Norfolk 
County records,” a continuation of 
those valuable abstracts of deeds, 
wills, executions, etc., from the origi- 
nal records, covering Haverhill, 
Amesbury, Salisbury, Hampton and 
Exeter; ‘A petition to the General 
Court for the protection of Marble- 
head harbor in 1727,’ showing the 
need of repairs, building of fortifica- 
tions, condition of the causeway and 
importance of the fishing industry; 
concluding with an index for the year. 
These collections may be consulted in 
any Essex County public library or 
may be purchased at the Essex Insti- 
tute. 
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Man in the Hall (to new clerk): 


“Yes, sir, you'll like this office; best — 


on the floor. I know because I’ve 
worked in them all.” 

New Clerk (highly incredulous) : 
“Impossible! Well, you certainly are 
versatile!” 

Man in the Hall: “No—I’m the 
janitor.”—Pitt Panther. \ 


It is right to be contented with what — 
we have, but never with what we are. — 


ial emma 
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Devoe’s Specialize 


LADIES’ BLOUSES 
SILK PETTICOATS 
LISLE 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


BY 


tn 
UNDERWEAR 


HANDKERCHIEFS 
and SILK HOSIERY 


304 Essex St. (cor. North) SALEM 
pareR | CENTRAL -PAPER -CO. | rronisr 
TWINE 290 Essex St. (YMCA Bldg.) SALEM | 20X#S and 
BAGS : WAX PAPER 

The largest paper house in Essex County at 
BOXES 


WEDDING BELLS 


CHYNOWETH—BOHAKER 

The wedding of Paul S. Chynoweth, 
of Springfield, Vt., and Miss Bessie 
A. Bohaker, of Newburyport, until 
recently of Manchester, took place at 
the home of the bride’s parents in 
Newburyport on Tuesday evening of 
this week at 7.30 o’clock. The cere- 
mony was a quiet affair and was at- 
tended only by members of the imme- 
diate families and a very few friends 
of the bride and groom. 

The bride was attractively gowned 
in white crepe de chine and carried 
white bride’s roses: The bridal veil 
was of white tulle, caught up with 
lilies of the valley. 

Miss Edith MacElhinney, of Win- 
ter Hill, was bridesmaid. Miss Thel- 
ma LaGassie, of Newburyport, played 
the wedding march. The groom was 
unattended. 

‘The ceremony was performed by 
Rev. Frank Merriman, pastor of the 


Bellville Congl. church, the double 
ring service being used. 

Mr.’ and Mrs. Chynoweth are 
spending their honeymoon in_ the 


White Mountains, where they will re- 
main for several days. On their re- 
turn they will reside at 120 Walnut st., 
Winter Hill. 

The bride is the older daughter of 
Mr. and Mrs. Otis F. Bohaker. She 
was born in Manchester and_ lived 
here until a few months ago when the 
family moved to Newburyport. Many 
Manchester friends extend congratula- 
tions and best wishes. The groom is a 
veteran of the World war, his home 
being in Springfield, Vt. 


John Lawrence McKinnon, of 
Manchester, and Miss Helen Lawless, 
of Beverly, were married last Satur- 
day in Beverly by Rev. Fr. John A. 
Deegan, of the Star of the Sea church 
of that city.. The groom is the son of 
Samuel McKinnon, of Manchester. 


Miss Esther Northrop, daughter of 
Mr. and Mrs. George B. Northrop, of 
Bridge st., Manchester, and Arthur 


Dealing Exclusively 


in Paper Goods | WHOLESALE 


Tillotson, of Brooklyn, N. Y., will be 
married Saturday at the Little Church 
Around the Corner, New York city. 


Peter A. (Brown) Psalidas and 
Miss Anastasia Sinadinou will be 
married Sunday afternoon at 2 o’clock 
at Horticultural hall, Manchester. 
Mr. Brown is a World war veteran 
and is proprietor of the Manchester 
Fruit store. This will be the largest 
and most important Greek wedding 
yet held in Manchester. 


New Supt. oF SCHOOLS 

George Francis, for a number of 
years asst. supt. of schools in Everett, 
has been selected by the Manchester 
school board to fill the position as 
supt. of schools, of Manchester. He 
was elected at a meeting of the board 
last Saturday evening and, it.is under- 
stood, he will come to: Manchester to 
take up the work early next month. 

Mr. Francis is’ about 35 years of 
age, is married and has one daughter. 
It is expected that the family will 
soon move to Manchester. 


To rejoice in the prosperity of an- 
other is to partake of it. — WILLIAM 
AUSTIN. 


General March was talking about 
the impressions soldiers received in 
the war. °“One,”’ he said, “when I 
asked him how he felt, said he was too 
busy to feel, and when | asked him 
what appealed to him as the most re- 
markable thing about the war, an- 
swered: “The number of bullets that 
missed me.’ ”’——Los Angeles Times. 


Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv. 


H. M. PERKINS 
tbaberdasber 


246 Essex St. SALEM 


KING’S CORSET SHOP 


Specialty of 
Corsets, Brassieres 


Corset Accessories 
SALEM 


265 “Essex St. 


WOMEN’S SAMPLE SHOP 


2463 ESSEX ST;, SALEM 
Telephone 574-W Up one flight 
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Hawthorne Cafe 


271 Essex St. 
Salem, Mass. Tel. Conn 
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MANCHESTER 


Miss Kathleen Slade, and Clarence 
Page, of Mattapan, were week-end 
guests of Miss Slade’s parents, Mr. 
and Mrs. Henry Slade, Putnam ct. 

A sale for the benefit of the Congl. 
church will be held early in December 
under the direction of the Ladies’ So- 
cial circle. More definite announce- 
ment later. 

Fred Long, of Manchester, has on 
exhibition in his garden a mammoth 
sunflower. It measures 20 inches 
across the top and the stock is nearly 
13 feet tall and three inches in diame- 
ter. It attracts considerable attention 
from passersby.—Gloucester Times. 

It is proposed to have a course ‘of 
several lectures and demonstrations in 
home nursing under the auspices of 
the Woman’s council. Will all who 
are interested in such a course kindly 
send their names to Mrs. Wm. W. 
Hoare, chairman home nursing, as 
soon as possible. 

Caps for men and boys at W. R. 
Bell’s, Central sq. adv. 


HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 
Hrs., 6 to 10 p.m. Sat. Tel. 338-W. 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel. 68-M. 
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FRANK A. EBBERSON 
PRACTICAL 
Horse Shoer 


_5 Elm St. Manchester-by-the-Sea 
Telephone 53-X 


WANTED—Washings to do by- the 
hour, day or week, at your own home. 
No muss or fuss and work fully 
guaranteed. For particulars call Man- 
chester 168-W and ask for Mrs. Tor. 


oy 


called “The Prince of Story-Tellers, 
and with good reason. He is a prolific 


J. P. LATIONS 


CARRIAGE BUILDER — AUTOMOBILE REPAIRING 
Special Attention to Automobile Painting 


Auto Trimming—Slip Covers—Tops Recovered 
Telephone 206-M 


DEPOT 8@Q. 


Silva’s Express 
LOCAL EXPRESSING 


Furniture and Piano Moving. by 
Auto Trucks, long distance or local 


STORAGE FOR FURNITURE 


Rubbish and Garbage Collected 


Trev. 11-W. P. O. Box 223 
Residence: Morse Ct., Manchester 


G. A. KNOERR 
Everything Electrical 


4 School St.. MANCHESTER 
Telephone 259-R (House 259-W) 


MT. PLEASANT DAIRY 
Ri @ik. BARES 


Dealers in 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER - - - MASS. 
P. O. Box 129 - Telephone Connection 


Complete line of men’s belts at W. 


R. Bell’s, Central sq. adv. 
Augustus Ferreira—jobbing express 
and local trucking. Tel. 318-J. adv. 


Latest styles in Lamson & Hubbard 
soft hats and caps at Bell’s Beach st. 
store. adv, 


Visitor (being shown around the 
grounds of estate bought by _ profi- 
teer): “That tower, I believe, goes 
back to William, the Conqueror.” 

Profiteer: “Oh, no, it don’t; I’ve 
bought the lot.”—Blighty (London). 


Storage for Carriages 
MANCHESTER 


LIBRARY NOTES 


New Books in Manchester Public Library 


New Boox from the pen of E. F. 

Benson is always welcome. His 
latest is “Queen Lucia.” This title 
was given to a woman who tried to im- 
pose her ideas of culture on a small 
English village. The various foibles 
of his characters have fun poked at 
them in bright but kindly: satire. It 
reminds one of “The Oakleyites.” 
Other good stories by this author are 
“An Autumn Sowing,’ “The Tor- 
toise,’ “Michael”».and “Across the 
Stream.” 
_ Anyone who has read “North of 
Fifty-Three,’ by Bertram W. Sin- 
clair, will want to read the new 
novel by this author. “Poor. Man’s 
Rock” is a good story. The scene is 
laid in British Columbia and much is 
told. about the salmon canning indus- 
try. 

Another real good story is “Storm 
in a Teacup,” by Eden Phillpotts. A 
number of his recent novels have had 
to do with‘ some industrial problem. 
This one tells us something about the 
art of paper making, a very pleasant 
way of adding to your knowledge of 
an interesting’ subject. 

“The Wall. Between,’ by Sarah 
Ware Bassett, author of “The Harbor 
Road,’ is one of the books recently 
added to the library. ©The characters 
portrayed in this story are very differ- 
ent from the Cape Cod people we met 
in “The Harbor Road.’ The author 
has evidently been an observing stu- 
dent of New England people. 

E. Phillips. Oppenheim has_ been 


writer, having written some fifty nov- 
els. His latest, “The Dewvil’s Paw,” 
will add to his reputation. 

“Tt Happened at Andover” is a vol- 
ume of short stories describing life at 
this famous preparatory school. The 
author, James C. Groham, has been a 
teacher at Andover for many years. 
All the boys will enjoy reading this 
book. 

Another good boys’ story is “John- 
nie Kelly,” by Wilbur S. Boyer. It is 
the story of a boy in a New York 
school. ‘It is full of humor. Any boy 
who is fond of “Huckleberry Finn,” 
“Penrod” and “Swatty’ will have a 
good time reading this book. } 

“With Grenfell on The Labrador” 
is not fiction, but you will find the 
reading of it just as fascinating. The 
author, Fullerton L. Waldo, is associ- 
ate editor of the Philadelphia Public 
Ledger. You may learn a great deal 
about Dr. Grenfell’s work from the 
vivid descriptions of this ‘trained 
journalist. MN 

All lovers of poetry will apnréciil 
“The Elfin Artist,” the lastest volume 
of poems by Alfred Noyes. Do not 
fail to read “The Victorious Dead,” 
“A Devonshire Song,’ “The May- 
flower,’ “House Hunting,” “Southern 
California” and other good poems. 
Next week there will be a note on 


‘some books in the library that you 


should know more about. 


—R. T. G. 


Time and pains will do anything 
F. W. Ropertson. 
OS) A a cr AS 
CALL things by their right names. — 
We are always willing to give 
a proper name to the thing we dis- 


like. But we do not carry it far 
enough. We give big, No. 12 names 


to some of our little No. 2 troubles. 
We give a big high- -sounding name 
like ‘sacrifice’. to some act which 
really consists in a plain sort of 
duty. We are hypnotized by words. 
And it is a harmful condition to en- 
courage. It affects the mind badly. 
Little difficulties are made to swell 
up until they fill our whole horizon; 
while the real big blessings of life 
are dwindled down to nothing. Let 


us go back to the honest use of 
names. We ought to be as accurate 


about the size of our difficulties as 
about the size of our shoes.—Dear- 
born (Mich.) Independent. 


—— 
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J. HARRIS 
CUSTOM TAILOR 


for 


LADIES and 
GENTLEMEN 


» All work done by first-class work- 
men; reliable, satisfactory and rea- 
sonable. . 


Telephone 658-W 
CENTRAL SQ., MANCHESTER 
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VVILLLLLLISSLSLSLLSSSILILISSN 
MANCHESTER 


Miss Myrtle Lethbridge spent the 
'week-end and holiday with friends in 
| Arlington. 

Miss Dora Rogers is planning to 
eave town tomorrow, Saturday, for 
|New York, where she will spend a 
) week’s vacation with relatives. 

Mr. and Mrs. Wm. Patterson were 
in Newburyport Tuesday evening and 
attended the wedding of Miss Bessie 
Bohaker, a former Manchester resi- 
dent. 

Masconomo council, Degree of Po- 
cahontas, will give another of its 
popular bean suppers in Odd Fellows 
hall, Saturday evening, at 6 o’clock, 
previous to its meeting. Members of 
Conomo tribe of Red Men are invited 
}te attend.. 

Mrs. Mary Phillips was detained 
from her journey to New York last 
week-end owing to the death of the 
little daughter of her brother, Forbes 
McQueen. The funeral was from 
Mrs. Phillips’ house, 106 Summer st., 
last’ Saturday, Oct. 9, Rev. Mr. Mc- 
_Lennan, of Boston, ‘officiating, 

Mr. and Mrs. Alexander Robertson 
went to Woolwich, Me., over the 
week-end and holiday, with Mr. and 
Mrs. Arthur L. Standley, of Beverly 
Farms, as their guests. On Columbus 
Day they attended Topsham Fair, one 
of the big events of the early autumn 
in that section of Maine. Strange as 
it may seem, there has been no appre- 
ciable frost in that part of Maine thus 
far this fall, and on Monday the party 
found blueberries in large quantities 
*ntouched by the cold weather and as 
big and luscious as in July. They 
ticked a quart, and knowing their 
friends at home would not believe 
them, they brought along some as evi- 
dence of their find. Woolwich is just 
across the Kennebec from Bath. 

Seasonable underwear at W. R. 
Bell’s, Central sq. adv, 
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A Complete 
Line of 


Staple and Fancy Groceries 
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S. S. PIERCE GOODS 
BULLOCK BROS., GROCERS 


POST OFFICE BLOCK 


= 


Telephone 190 MANCHESTER 


At LEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 


REGISTERED PHARMACISTS ALWAYS ON DUTY 


TELEPHONES: 217. 8388 
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It one is busy call the other 


NO, THEY ARE NOT 
TOO BAD TO MEND 


Let us see the shoes before you throw 
them away. You will be surprised at 
what wonders we accomplish with 
worn-out shoes with our up-to-date 
methods, machines, etc. In these days 
of high prices, it is a blessing for a 
man with a family to have such a re- 


(ie N 
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29 Beach St., 


pairing shop in town as 


J. A. CULBERT’S 


MANCHESTER 


Also Trunk and Bag Repairing 


ARLINE RussELL Moore 

Mrs. Arline Russell, wife of Fenton 
A. Moore, of Manchester, died at 
Beverly hospital last Sunday, Oct. 10, 
following an operation nearly a week 
previous, incident to the birth of a 
son. 

Mrs. Moore was born in Nashua, 
N. H., May 3, 1888, being a daughter 
of Mrs. Cora F. Keene. Most of her 
life was spent in Malden, where her 
mother now resides. She was gradu- 
ated from the Malden High school in 
1907 and was a member of the Usona 
Literary club of that city and of the 
Centre Methodist church, in which she 
was a prominent worker. 

She was married on Mar. 26, 1918, 
to Mr. Moore, a son of Mrs. William 
Till, of Manchester. During the war 
she served in the clerical force under 
Major Love, at Newport News, where 
her husband was stationed with his 


regiment. 

Besides leaving an infant son, Mrs. 
Moore is survived by her husband and 
her mother, and other relatives in 
Maine and New Hampshire. She was 
devoted to her family and friends and 
it can be truthfully said of her that 
those who knew her best loved her 
most. 

Funeral services were held from her 
former home in Malden Wednesday 
afternoon at 2.30; burial was in For- 
est Dale cemetery. The funeral was 
largely attended, many going from 
Manchester. The floral tributes were 
many and beautiful, attesting the es- 
teem in which deceased was held both 
in Manchester and Malden. 


Keep your feet dry; buy rubbers at 
Wek. Bell's;' Ceritral “sq; adv. 


Jobbing express and local trucking. 
—Augustus Ferreira. Tel. 318-J. adv. 
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Telephones 610, 611 


HOOPER’S 
GROCERY 


| 6 School St., Manchester 
High Grad: 
STAPLE and FANCY 
Csroceries 
Kitchen Furnishings 


S;;S* -PIERCE* GROCERIES 
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MAGNOLIA 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NorTH SHORE 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 


Mrs. Edward Wilkinson has gone to 
‘Hudson for a week’s vacation. 

Miss Dorothy Story spent the past 
week in Natick with her sister, Mrs. 
Frederick Carter. 

Mr. and Mrs. George B. Story 
left Magnolia Friday for their winter 
home in Cambridge. 

Postmaster and Mrs. Lycett expect 
to occupy their new home in the J. H. 
Wilkins house within a short time. 

Mrs. F. F. Story has closed her 
house on Western ave. for the winter 
and has gone to Cambridge, where she 
will make her home with her son. 

Mrs. Alice Lycett and little daugh- 
ter, Elizabeth, spent the week-end in 


Magnolia. Mrs. Lycett is teaching in 
Hudson and on Monday. visited the 
Hovey and Maplewood schools «in 
Gloucester. 


The marriage of Ernest Newman 
and Mrs. Eleanor McTighe occurred 
Monday evening. Mr. Newman is a 
well-known driver for D. C. Ballou 
and Mrs. McTighe is the granddaugh- 
ter of Mrs. Wm. Waddy, with whom 
she has made her home this past year. 

The “Lend a Hand” will conduct a 
Hallowe’en dance at the Woman's 
clubhouse on Friday evening, Oct. 29. 
Many “ghosts” will probably be pres- 
ent. Mrs. Philip Lycett is chairman 
of the committee on refreshments and 
tickets, Mrs. Fred Dunbar is chairman 
of the music committee, and every 
member of the club is on the decorat- 
ing committee. The “Lend a Hand” 
parties are not money-making affairs, 
but are “get together and good time” 
community parties. 

The community sing at the Wom- 
an’s clubhouse was an enjoyable af- 
fair. J. Edward Bouvier, music spe- 
cialist with community service, con- 
ducted the singing and told of the 
work accomplished in other places. 
He was accompanied by Miss Maude 
E. Smith, of the community: service, 
Eugene Hills, chairman of activities 
committee of the Cape Ann Communi- 
ty league, and Wm. Kerr, president of 
the league. It is hoped to be able to 
have a weekly sing this winter under 
the direction of a good leader. 


Money maketh the mare to go; 
Or so they say, and I guess it’s’ so; 
But it’s different with an auto, though, 
An auto maketh the money go. 
—Judge. 


He that can have patience can have 
what he will—BENJAMIN FRANKLIN. 


Oct. 15, 1920 
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JONATHAN MAY 


Shore Road, Magnolia, Mass. 


REAL ESTATE and INSURANCE BROKER | 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


NOTARY PUBLIC 


MAGNOLIA MARKET | 


LAFAYETTE HUNT, Proprietor 


HAM, 
AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


BEEF, PORK, MUTTON, 


Tel. 449-W ~ 


Magnolia, Massachusetts 


POULTRY, VEGETABLES 


PAINTING THE CHURCH 


N a little fishing village on Cape Ann, 

Massachusetts, stands an old-fash- 
ioned, quaint-looking church. The 
congregation is a small one sometimes, 
during the winter months, numbering 
not over thrity persons. In the sum- 
mer, however, it is largely augmented 
by the visitors to the town. 

On the particular Sunday in mind, 
at the close of the sermon, the minister 
made the announcement : 

“The church needs painting badly, 
on the outside. We haven’t the means 
to have it done by regular painters. 
I am, therefore, going to call for vol- 
unteers to do the work. We will pro- 
vide the brushes, paint and ladders, 
and any man who can give an hour, or 
two, or more of his time on Thursday 
and Friday next to paint the church, 
we will be glad to have volunteer.” 

On the days mentioned the men of 
the congregation did paint the church. 
It was not done, probably, as well as 
professional painters would have done 
it, but by night it shone clean and 
bright in its new dress, a tribute to the 
interest that the men of that little fish- 
ing village took in their church. 

One couldn’t help thinking that if a 
little of their spirit could be infused 
into our present-day life, what a de- 
lightful thing it would be for all con- 
cerned, and how far it would go tow- 
ard allaying the present unrest. 

One of the chief causes of the high 
cost of living is recognized as under- 
production. Every one seems to be 
striving to get the most money they 
can in return for as little work as pos- 
sible. 

Nor is this true only in industrial 
life. The serum of get but not give 
seems to have permeated the entire 
body politic, In the political, the pro- 


fessional, the business and, even in the 
social world, the spirit of giving the 
least possible service for the maximurt 
of reward prevails. 

The pity of it! 

It is about time that the men anf 
women of the present day awoke to 
the fact that service is the only way to 
obtain happiness and contentment. 
The time has come in our national life 
when every one must put their shoul- 
der to the wheel, and do their duty, 
and then a little more. The men who 
painted that church, some of them, 
could ill afford to give the time from) 
their. regular business. But they did it} 
cheerfully—there was no‘ need of a} 
draft—they volunteered.at the call for} 
service. | 

The next time you are tempted not | 
to do that portion of work that falls | 
to your lot, think of those men in the 
little fishing village on the Cape, who | 
gave their time without reward, that | 
their church might be beatttified and 
preserved. If you want to experience 
what real life is, take for your slogan: 

“Paint the church.’ — Dearborn 
( Mich.) /nde pendent. 


} 
‘ 


The Survey revives one of Du Mau- | 
rier’s classics: in Punch: “ Benevolent} 
Lady (who has with infinite trouble 
organized a country excursion f oF | 
some overworked London dressmak- 
ers): ‘Then mind you’re at the sta-/ 
tion at nine tomorrow, Eliza! I do} 
hope it won’t rain.’ ‘Rine, Miss! I 
‘owp not, to be sure! The country’ 5 
bad enough when it’s foine, yn't it, 
Miss?’ ” a 


New Prisoner (on being informed 
of the rules): “I don’t want no bath, 
mister. Carn’t you do. me wif one o' 
them ’ere vacuum cleaners?” — Bos-_ 
ton Transcript. 
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BEVERLY FARMS 


Peter F. Ward has spent a portion 
of this week visiting relatives in New 
York city. 
~ Daniel Linehan, Jr., is playing in all 


the football games on the St. John’s: 


Prep. school team. 

Mr. and Mrs. Arthur L. Standley 
have been on an automobile trip this 
week to various points of interest in 
Maine. 

Mr. and Mrs. Joseph B. Campbell, 
of Williamstown, have spent the past 
week at Beverly Farms visiting 
friends. 

Mr. and Mrs. Merton Braden (Bes- 
sie Williams) have spent a part of this 
week visiting relatives in Marlboro 
and Worcester. 

Jas. Connolly has returned to Bos- 
ton after a summer with Brewer’s 
Market, as salesman in the Manches- 
ter-Magnolia. section of the North 
more. es 

Preston W. R. corps gave a public 


| supper last evening (Thursday) in G. 


A. R. hall. A most excellent supper 
was served at a small price, and many 


took advantage of the opportunity to 


Beatpnes rr. ©. of L. 
Mrs. Edward H. Jones gave a pub- 


lic reading — “Abraham Lincoln,” by 


John Drinkwater — last Wednesday 
evening at the Beverly Farms public 
library. Admission was free and a 


_ large attendance enjoyed the affair. 


Henry, the 5-year-old son of Mr. 
and Mrs. S. John Connolly, Everett 
st., met with an unfortunate accident 
while at his play Monday of this week. 
The little fellow fell from a fence and 


_ landed in such a way as to break a 


bone in his leg. 
Ernest Babkirk has Puseneeed the 


_ Mrs. George Pierce estate on High st. 


This is one of Beverly Farms’ choice 
all-the-year-round estates, 
of a two-family residence, a: stable 
and a good-sized lot of land. Mr. 
Babkirk buys for his own use and will 


occupy it very soon. 


Wilbur J. Pierce and Benjamin F. 


Hawkins have been on an automobile 


trip this week to Tarrytown, N. Y., 
_ where Mr. Pierce has a plumbing con- 


| tract. 


While in New York, Mr. Haw- 
kins spent a day as guest of Mr. and 
Mrs. Lawrence J. Watson, 2d, at Bay 
Side, L. I. Mr. and Mrs. Watson will 
be remembered as former Beverly 


Farms residents. ure in voting for him. 
DMRin Giles cis testranget ok ,. S  k 
VINE STREET GARAGE 
W. P. Peterson, Proprietor ( 
Beverly Farms (Opp. R. R. Sta.) | 
GENERAL -GARAGE BUSINESS i 
t SPECIALIZING IN HIGH-GRADE REPAIR WORK 
{ Telephone 27 Beverly Farms 
r 


consisting — 
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Poultry and Game 
Eggs and Butter 
F ruit and Berries 
The Best Quality 


BREWER’S MARKET 


H.' L. Morrirt. & Co., Inc., 


Successors to Walter P. Brewer 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


Telephone 133 
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WINTER 


> <a> « 


STORAGE 


CENTRAL SQUARE GARAGE 


John A. Trowt and John J. Murray, proprs. 


AUTOMOBILE REPAIRING 


SUPPLIES AND SUNDRIES 


Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 
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: Telephone 9-W 


Mrs. Lawrence. J. Watson 
Mrs. Minnie, wife of Postmaster 
Lawrence J. Watson, died at Beverly 
hospital at 3 o’clock Thursday morn- 
ing. She had -been ill for several 
months and was taken to the hospital 
Wednesday for treatment, but was not 
thought to be in immediate danger. 
The deceased was, before her mar- 
riage, Miss Minnie Webber, of Rox- 
bury. 
3esides a husband, she leaves three 
children—twoboys and a girl; also a 
father and mother, who reside in Rox- 
bury. She leaves a number of 
friends who will deeply miss her. 


Miss Mary Murphy, Pickett’s ct., 
has gone to Pittsburgh, Pa., 
will spend the winter. 

George Gardner will conclude his 
season’s engagement at Lally’s Market 
this week and will return to Boston, 
where he will be with Baldwin’s Mar- 
ket, Charles st., for the winter. 

Frank I. Lamasney has been promi- 
nently mentioned for the berth of 
school committeeman from Ward 6, 
to fill the vacancy caused by the death 
of the late James B. Dow. 
masney is one of Beverly Farms. most 
prominent and_ successful business 
men. Although he has always been in- 
tensely interested in public affairs and 
the welfare of Beverly and Beverly 
Farms he has steadily declined to have 
his name used in the past for any pub- 
lic office. If he will accept the nom- 
ination for this office he has a host of 
friends in the city who will take pleas- 
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where she 


Mr, La-. 


‘ 
' 
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BEVERLY FARMS | 
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Have Your Prescriptions 
Filled at 


DELANEY?S 
Apothecary 


Corner Cabot and Abbott Streets 
BV Preis yy: 


We keep everything that a good 
drug store should keep. 


Mr. 
Bridgeport, 
the visitors 
week. 

Henry Williams has been on a vaca- 


and Mrs. John C. ‘Parker, of 
Conn., have been among 
at Beverly Farms the past 


tion from his duties with Lally’s 
Market the past two weeks, going as 
far as Washington, D. C., for a visit 
with friends. 

Mr. and “Mrs. Chester H. Marr 
are again living at Beverly Farms with 
their dz 1ughter and son-in-law, Mr. 
and Mrs. Walter Newton, West st. 
Mr. and Mrs. Marr have spent the 
summer at their camp cottage on 
Squam river, West Gloucester. 

Miss Lillian Smith recently - of 
Manchester, England, is visiting her 
brother, Robert Smith, High st. ,Miss 
Smith came from England to Toronto, 
Canada, several weeks ago, then to 
3everly Farms. She plans to make 
her future residence in this vicinity. 

There will be a rummage sale to- 
morrow (Saturday, Oct.. 16) at 1 
o’clock, in the vacant store in Neigh- 
bor’s hall block, next to the postoffice 
at Beverly Farms, for the benefit of 
St. Margaret’s church. There will be 


donations of. clothing, furniture, 
books, ornaments, fresh vegetables, 
cake, candy, jellies, preserves, fresh 


chicken, fowl, etc., offered for sale at 
attractive prices. The sale has been ar- 
ranged and will be under the direction 
of Miss Florence Lee, daughter of 
Mr. and Mrs. George Lee. 
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BEVERLY FARMS 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NortH SHORE 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 


Mrs. Ella Worrell, clerk at Varney’s 
drug store, has been enjoying a vaca- 
tion the past week. 


Mr. and Mrs. Arthur W. Rollins, 
of Biddeford, Me., have spent the past 
week at Beverly Farms visiting 
friends. 


Ira E., Davis, of Everett st., has a 
position in the auditing department at 
the Boston office of the U. S. Machin- 
ery Co. 

Mr. and Mrs. Dennis Sheehan (EI- 
eanor Connolly) have returned from 
their wedding trip and are housekeep- 
ing in the McNeil cottage, Haskell st. 

Mrs. Lawrence J. Watson, Everett 
st., entered the Beverly hospital Wed- 


nesday for treatment. She has ‘been 
in ill health for the past several 
months. 


John M. Publicover has been enjoy- 
ing his annual vacation the past week, 
spending it in the usual way, most of 
the time coot shooting along the 
Squam river. 

Fred Hull, who has been living in 
Los Angeles, Cal., the past few years, 
is here on a visit to his parents, Mr. 
and Mrs. Charles H. Hull. He may 
decide to make his future home in this 
vicinity. 

Registration of new voters for the 
November election closed on Wednes- 
day evening. About 200 Beverly 
Farms women took advantage of the 
opportunity to have their names put on 
the voting list. 

Cards have been received at Bev- 
erly Farms this week from a former 
resident, Mrs. Nettie L.’ Doe, an- 
nouncing the marriage of her daughter 
Myrtle, to Herman Frye. Mr. and 
Mrs. Frye will make their home in 
Rochester, N.Y. 

The mayor and the board of alder- 


men of Beverly have petitioned the 
board of county commissioners to 
widen West st., Beverly Farms, on 


the southwesterly side from Hale st., 
at Central sq., to the railroad crossing 
at the Beverly Farms depot, in ac- 
cordance with plans on file at the city 
engineer’s office. The commissioners 
will give a hearing at their office in 
Salem, ii uesday, Nov. 9) atl a.m. 


“Miss Pacer is a very bright wom- 
an, judging by my interview with her.” 
“What did she say?” “Nothing much, 
but she approved of what I said.”— 
Cleveland Plain Dealer. 


If principle is good for anything, 
is worth living up to.—FRANKLIN. 
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STRAND ]HEATRE, Bae 


The program at the Strand theatre, 
Lynn, for next week, is one of excep- 
tional interest to admirers of the cine- 
ma drama. Monday, Tuesday and 
Wednesday will be shown Wm. Far- 
num in “If I were King.” The re- 
mainder of the bill includes a Fox 


Os: 


Sunshine comedy, “His Wife’s Call- 
er,” Strand Topical Review and 
Scenic. 


Maurice Tourneur’s master produc- 
tion, “The Great Redeemer,” with 
House Peters and Marjorie Daw is the 
feature for Thursday, Friday and Sat- 
urday. It is one of the really impres- 
sive photodramas of the year. With 
this will be shown a Larry Semon 
comedy, “The Stage Hand,” Screen 
Snapshots and as a special added at- 
traction motion pictures of His Holi- 
ness Pope Benedict XV taken at the 
Vatican in Rome at the recent pilgrim- 
age of the Knights of Columbus dele- 
gates. Fitting musical selections by 
the Strand Symphony. orchestra and 
Miss Frances M. Doughty, organist, 
will play for these features. 


HorticuLTurAL HALL Pictures 


The popular feature picture entitled 
“Let’s be Fashionable” will be one of 
the attractions at Horticultural’ ‘hall; 
Manchester, tomorrow evening, Satur- 
day, Oct. 16. Douglas MacLean and 
Ties May are the stars... On the same 
program will be shown “The Best of 
Luck,” a Drury Lane melodrama star- 
ring Jack Holt and Kathryn Adams. 
There will be one show only, starting 
at 7.30 o’clock ; the first three reels will 
be repeated. 

Tuesday eve. next, Oct. 19, Tom 
Mix in “The Daredevil,” a real wes- 
tern drama. Al. St. John in “The 
Window Trimmer.” Topics of the 
Day, News reel, ete. 


Larcom THEATRE, BEVERLY 
Week of October 18 

Mon. and Tues.—Parlor, Bedroom 
and Bath.” “Partners: of the Night.” 
Pathe Review. 

Wed. and Thurs.—Jack Pickford 
in “The Double-Dyed Deceiver.” 
W. all: ice Reid in “What’s Your Hur- 
ry.” Kinograms. 

Fri. and Sat—Tom Moofe in “The 
Great Accident.” Booth Tarkington 


film. Mack Sennett comedy. Kino- 
grams. 


We may make our future by the best 
use of the present. There is no mo- 


ment like the present—Muss Epcer- 
WORTH. 


miles. 


20 years has been 200 percent. 
increase in population 70 percent. 


S.A. Gentlee & Son} 


S.A. GENTLEE 
Tr. 893-W. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel. 480 


Calls Answered Anywhere 
Day or Night 


Hicu-Cost-or-Parer Strory Torp-tn 


PARAGRAPHS 


The output of paper mills the oat 
12 months has been 80,000 tons less 
than the consumption of the’ grade 
used by newspapers. — 

The increased production in 1919" 
was 185,000 tons over 1918. 


The total output of 1920 should be 


2,400,000, or 10 percent more than 
during 1919. 


Oct. 15, 1920 


In 1880 news print used was dee 


pounds per capita; 
pounds; this year’s 
reach 35 pounds. 
The average daily circulation of 
United States papers is 27,000,000 
copies, or one for every family. 
Last year’s production of 
print would cover 10,000,000 acres. 


in 1894, 


news * 


In the form of averaged width rolls, 


unwound, 


nine — 
consumption will » 


it would extend 13,000,000’ 


The increase in use of news print in- 
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The | 


Ten years ago the United States | } 


produced all the wood pulp it used: 
Now two-thirds of it is imported. 


7&4 


Wood pulp for print paper has been” 


developed inthe last fifty years. 

Of all papers used, but 22 percent 
goes into newspapers. 

Before the war, 
cents, and was high. 
an average of eight or 10 cents. 

The demand is increasing: 

Canada has increased’ her 
mills in 10 years, 57 percent. — Bur-* 
lington Free Press. 


print’ 


A Frenchman learning English said’: 
to his tutor: “English is a queer lan-— 


guage. What does this sentence mean: 
‘Should Mr. Noble, who sits for this 
constituency, consent to stand again 


and run, he will in all probability have © 


a walkover ?’ ”__Eaxchange. 


; 


‘ 
In general, pride is at the bottom of * 


all great mistakes.—RuskIn. 


print sold at twill 
Now it sells ‘at — 


” 
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Along the North Shore 


MANCHESTER 
Orthodox Congregational, Rev. F. 
W. Manning, pastor. — Sunday 


morning worship, 10.45. Sunday 

* school following the morning service. 
Prayer meeting, Tuesday, 7.45, in the 
chapel. 


Baptist Church, Rev. Herbert E. 
Levoy, pastor. — Public worship, 
10.30 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.30. Y.P.S.C.E. meeting, 7. Evening 
service, 8. Gospel Laymen’s league, 
Wednesdays, 8 p. m.. Prayer, meet- 
ing, Friday evening at 8. Com- 
munion first Sunday in the month. 
All seats free at every service. 

Sacred Heart Church, Rev. W. 
‘George Mullin, rector. Sunday 
masses—7, 9 and 10.30 a.m. Week- 
day mass, 7.30 a. m. Sunday eve- 
ning devotions at 8 o’clock. 


BEVERLY FARMS 


St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Holy Communion at 8, morning ser- 
vice and sermon at 10.30. 


Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.45. 
Bible school at 12. Y. P. 8. C. E, 
7.15 p.m. Evening worship and ser- 
mon, 8. Communion service the 
first Sunday in the month. Mid- 
week service, Wednesday at 8 p.m. 


St. Margaret’s, Rev. Nicholas R. 
Walsh; rector. Sunday masses at 7, 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p. m. 


MAGNOLIA 
Union Congregational. Sunday 
morning worship with sermon, 10.- 
45; evening worship with sermon, 


8.15. For other notices see news 
columns. 
Bun WER AGL 
Askitt:  Trects Tommy ALL 


Pa 
: Axsout Famous BATTLE 

“Pil just sneak up the back stairs to 
bed and read up there,” thought Pa 
Askitt, as he had peeped into the li- 
brary and saw Tommy with a pencil 
and pad before him. 

“O, Pa!” called out Tommy. 

“Wonder if that young cub saw 
me,” scowled Pa. 

“O, Pa! Come on in a minute. If 
you don’t ll have to come there. I 
wanta find out something, and I’ve got 
to know it, too.” 

Pa didn’t answer, but two minutes 
later Tommy’s footsteps coming tow- 
ard him made him change his mind. 
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TOWN NOTICES 


MAN GHE ST ER 


NOs 1:CE 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
‘bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o’clock 


SAMUEL’ L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


TOWN. TREASURERS WNOQPICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a. m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock, 

All bills and pay rolls paid’ by check 
and mailed. 

KE. P. STANLEY, 
Treasurer and Collector. 


SCHOOL NOBCE 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the schoo] department of the 
town should be presented for approval. 

SCHOOL COMMITTEE. 


“All right. -PIl bein,” called Pa. 

“Now, fire away and be quick about 
it,’ commanded Pa. “I’m in a hurry!” 

“What do you know about the Bat- 
tle of Bunker Hill, Pa?” 

“Why: didn’t you bring home your 
history book, Thomas ?”’ 

“What’s the use, Pa, when all I have 
to do 1s ask you?” 

Pa recognized this as a doubtful 
compliment and gave Tommy a pierc- 
ing look, but failed to see the flicker 
of a smile. 

“Why, Bunker Hill was fought, let 
me see, in about the year 1865. The 
Confederates were all massed—” 

“Confederates, Pa? You're talking 
about the Civil war. Bunker Hill was 
in the Revolution. I know that much.” 

“Why, certainly it was. Certainly. 
Bunker Hill was in the Revolution. I 
was thinking of some other battle, the 
Battle of Hill 69 in the Civil ‘war. 
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FOREST WARDEN NOTICE 
This is to inform the public that I have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
have appointed the following as my depu- 
ties: 
LORENZO BAKER 
ISAAC P, GOODRIDGE 
JOHN F. SCOTT 
JACOB H. KITFIELD 
JOSEPH P. LEARY 
ALLEN S. PEABODY 
ARTHUR 8. DOW 
PATRICK J. CLEARY 


PETER A. SHEAHAN, 
Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 


of the 
traps 


Applications for the removal 
contents of cesspools and grease 
should be made to S. A. Sinnicks. 


Per order the Board of Health: 
WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
rr) Clee 
The regular meeting of the Park Board 
will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 


the following week. 
MANCHESTER PARK BOARD. 


WATER. BOARD. NOTICE 


The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 

Per order, 

MANCHESTER WATER BOARD. 


Why, Bunker Hill was a man my 


great-grandfather knew very well. 
Some battle, too! They named the 
place after Bunker’s family. It seems 


that one day Bunker was riding along 
on horseback when he saw a bunch of 
Britishers stealing around the hill, and 
what did he do but ride right through 
the town and knocked on all the doors 
and warned the people to—” 

“Aw, Pa! You give» mea. pain. 
Paul Revere did that.” 

“Well, is that any bona fide reason 
why Bunker Hill couldn’t do the same 
thing? Talk sense, Thomas.” 

“There’s one thing you forget Wil- 
liam,” quietly put in Ma. “You for- 
got to tell Thomas that it was you who 
put the bunk in Bunker Hill.” 

“T certainly have a smart wife and 
kid,” said Pa, sarcastically, and went 
upstairs to read.—Detroit Free Press. 

Private (just demobilized, to cap- 
tain). “Understand, I take back every 
bloomin’ salute I’ve ever given you.” 


—Blighty (London). 
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OLIVER T. ROBERTS WILLIAM HOARE 


ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty 
Particular Attention Given to Jobbing 


MANCHESTER-BY-THE-SEA Telephone Connection 


INCORPORATED 1903 


ROBERT ROBERTSON CO. 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 


ESTABLISHED 1876 


BEveRLyY, BEVERLY FarMs, MANCHESTER AND: HAMILTON, Mass. 


Connected by Telephone 


EE 


J. M. Publicover Ww. B. Publicover 


PUBLICOVER BROS. 


Contractors and Builders 


Special Attention Given to Jobbing, Furniture Repaired, Etc. 


Tel. Con. SHOP: Off High st. BEVERLY FARMS P. O. Box 74 


Nene 


JOHN F. SCOTT 
Piumbing and Heating 


Personal attention given to all work 
35 years’ experience 


Shop and Office, 112 Pine St. Tel, 12 Manchester-by-the-Sea 


Tel, Beverly Farms 130 


HOWARD A. DOANE, Ce aa 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 
BEVERLY FARMS, MASS. 


Shop at Pride’s Crossing 


>. Edward Fo helena F. Height | 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 
12 Desmond Ave., Tel. Con. MANCHESTER, MASS. 


SS ea ee 


GEORGE S. SINNICKS 
MASON, CONTRACTOR and BUILDER 


M anchester, Mass. 


Telephone 31 


Ir Pays to Keep Pouttry 
“Do you find _ poultry - keeping 
pays?” “Well, no; I can’t say that it 
pays me, but I think that it pays my 
boy Joe.” “How’s that?” “Well, you 
see, I bought him the fowls. 


“Hey, 
leave in the ice-box larst night fer 
breakfast ?” “Two, er course. 2° “Well, 
the blarsted .dorg ’as got away with 
yours.’—Sydney Bulletin. 


Bill, “ow many chops did we 


L have e 


SHORE ah ee and Reminder 


> ce om deme lanes awe tem Nar ame 


to pay for their keep and buy the eggs 
from him, and he eats them.”—/Ilus- 
trated Bits. 


Not only strike while the iron is hot, 
but make it hot by striking—Crom- 
WELL. 
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AMOUNT MAKES! 


One dollar—a thief 
Fifty thousand—a defaulter. 


One hundred thousand—shortage. 
Five hundred thousand — Canadian 
tourist. 


One million—brilliant financier. 
% EP) > 0) EE A > > A) A () SD () CD-€ 1 
WHAT WE PRODUCE SHOULD 


‘DRIVE AWAY PESSIMIS- 
TIC FEARS 


A great many of our own people de-— 
‘light in fostering the idea that these lit- 


tle old United States face dismal days 
ahead and they’ve been harping on 
this pessimistic theory ever since the 
war ended. 
Do you know that the United States 
has only six percent of the population 


Oct. 15, 1920 


WHAT A BIG DIFFERENCE THE i 


of the world and only seven percent of — 


the land? And yet we produce: 


20% of the world’s supply of gold. 
25% of the world’s supply of wheat. 
40% of the world’s supply of iron 
and steel. 
40% of the world’s supply of lead. 
40% of the world’s supply of silver. 
50% of the world’s supply of zinc. 
52% of the world’s supply of coal. 
60% of the world’s supply of cotton. 
60% of the world’s supply of cop- 
per. 
60% 
num. 
66% 
75% 
85% 


mobiles. 


of the world’s supply of oil. 
of the world’s supply. of corn. 


of the world’s supply of auto-' 


of the world’s supply of alumi- — 


We also refine 80% of the copper 
and operate 40% of the world’s rail-— 


’ roads. 


Before the war we owed other na- 
tions $5,000,000,000.. We have not 
only paid this debt, but-foreign nations 
now owe us $10,000,000,000 and we 
hold the largest gold reserves of any 
nation in the world—The Beater. 


_ OnE ADVANTAGE OF READING 
After all, it pays to read. “What 
impressed you most at the Louvre?” 
asked one of their friends. “Oh,” re- 
plied the husband,: ‘a picture which 


represented. Adam and Eve, with the — 


apple and the serpent.” And his wife 


added, ‘“‘Yes, we found that specially — 
interesting because, you see, we knew. | 


the anecdote.” —Ex ~Exchange. 


Stock Dealer: “I 1 
poor farmer. 
money.” 

Dairyman: 


And yet he always has 


“Sure. 


Whenever he 


I never, saw such a _ 


makes a mistake he writes about it and — 


sells it to a magazine.” —Life. 


Never judge the wait of a young 
widow by her sighs. 


JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 


Dealer 
PAINTS, OILS, VARNISH, GLASS 


DesmMonp AvE., MANCHESTER, Mass. 


Telephone 106-M. 


B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


15 Cross St. 


Tel. Conn. 


Beverly 


H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 
324 Rantoul St. BEVERLY 
Telephone 1377-M 


DwT. BEATON 


Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 
and Heating; Tin, Copper and 
Sheet Iron Worker. 

Tel. 23 - - Manchester, Mass. 
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Telephone 687-W Gloucester 


J. H. MORROW & CO. 


41 Hartz St. (GLOUCESTER 


PLUMBING 


HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 


SUPT 
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Rastus HAD JupDICIOUS RESPECT FOR 
ORGANIZATION 

Some students at Princeton were 
discussing the need and the probable 
effectiveness of a new students’ organ- 
ization when Tom, who had just re- 
turned from his summer vacation, re- 
lated the following experience on his 
father’s plantation: 

Finding Rastus ready to go to town 
with a load of produce, Tom joined 
him. 

Now Rastus was a good driver, ex- 
pert with the whip, and somewhat of 
a philosopher. On the way to town a 
large horsefly lit on the ear of one of 
the leaders of the four-mule team. 
Rastus cracked his whip and killed it. 

As they rode along he killed a bee 
in the petals of a rose in the same 
manner. 

Tom, surprised, saw a tree growing 
over the road, on a branch of which 
was a hornets’ nest. 

“As we go by, Rastus, hit that,” 
said Tom, pointing to the nest. 

Rastus paid no attention to the re- 
quest nor the nest. 

“Why didn’t you hit it?” 
Tom. 

After a pause and a fierce look, Ras- 
tus replied, “No, sir, that’s organized.” 
—Everybody’s Magazine. 


asked 


Temper is a good thing to have, but 
a bad thing to lose. 


SHEEHAN & MURPHY 
Plumbing and Heating Engineers 


Estimates given on new work and alterations. 


to all jobbing. 


“Personal attention 


Turning on and off water a specialty 


‘“‘Best quality and workmanship’’ our motto 


SALEM 


2387W 181W-181R 


BEVERLY 


BEVERLY FARMS 


Head office: 260 CABOT ST., BEVERLY 


THADDEUS F. CALL 


First 
Class 


All work personally attended to. 
TE CON: 


46 WASHINGTON ST. 
DIDSHE GET THE RAISE? 


Jones Gives REASONS FOR DESIRED 
INCREASE IN SALARY 


The young man, Jones, had felt for 
some time that he deserved an increase 
in salary. Having considered the mat- 
ter from several aspects, he finally de- 
cided to talk it over with the boss. 
One day Jones and his employer had 
a heart-to-heart talk together. The 
conversation was something like this: 

“Do you really work so much, 
Jones?” 

“Certainly, I work like a mule.” 

“Well, last year, a leap year, had 
366 days had it not?” 

ACS Sli 

“And you sleep eight hours out of 
the twenty-four, do you?” 

SY cscinan 

“That is one-third of the year, equal 
to 122 days. There remain 244 days.” 

COLtec se 

“Eight hours you are free every day 
makes another 122 days and leaves 
122 days. 

“Quite right.” 

“Sundays you do not work which 
reduces your working time by 52 days 
and leaves us 70.” 

“No, sir. You have already sub- 
tracted my time off and since I have 
my time off and sleep on Sundays 
(not all day) you can’t subtract the 52 
days.” 

“Well, I suppose not, but you have 
a half-holiday on Saturdays and’— 

“That also you figured before in 
the 122 days of time off.” 

“Well, then, you had a vacation of 
two weeks, didn’t you?” 

PME SSe Siwy chavs Midaele 
days.” 

“All right there were 9 legal holi- 
days you didn’t work.” 


108 


makes 


PAINTER AND DECORATOR Interior 


and Exterior 
**Do it now.’’ 


GLOUCESTER 


Our Motto: 


“But I worked nights afterwards to 
make up the work lost.” 

“Well, you did at that, so we won’t 
count that, but you know you were out 
sick five days.” 

“T know, and that makes 103 days.” 

“And there was a recess of one hour 
every day for lunch which makes 15 
days less.” 

“Oh, no, it doesn’t, because you have 
already figured it in the eight hours | 
have off.” 

“Well, at least you didn’t work the 
first of May.” 

“All right, that makes 102 days I 
worked, doesn’t it?” 

“Why—yes, I guess it does. 

“Or 244 hours.” 

Nay CS VES. 

“Now we subtracted my two weeks 
vacation so there are 50 weeks left 
which makes 49 hours I worked each 
week, doesn’t it ?” 

“Yes, but—” 

“And there are 8 hours each day 
except Saturday, which you say is half 
a day, each week that I am supposed 
to work which makes 44 hours. So 
you see I worked five hours overtime 
every week which at time and one- 
half would be 74 hours or almost a 
day’s work, and I want the raise to 
take care of that day’s work.” 

Do you suppose Jones got the raise 
this time?. 


” 


SucH PRECISION 
Porter—Miss, your train is— 
Precise Passenger—My man, why 

do you say “your train” when you 
know it belongs to the railway com- 
pany? 

Porter—Dunno, Miss. Why do you 
say “my man” when you know I be- 
long to my old woman ?—Philadelphia 
North American. 
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Potted Plants 
and Cut Flowers 


Plant Now for Next Season’s 
Blooming 


PEONIES— 


I have fifty varieties of peonies 
to offer at this time, some 
cheap, but good; some extra good, but expensive. 


Phlox, Heuchera, Hupin, Pyrethum, Enemone and 
several others—all good, strong plants that will 
flower the coming season. 


At all times our ideas and experience are at your 


service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


Call or telephone; we are always pleased to be of 
assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 
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The Velvet 
GIRL 


pee is the symbol of purity and 
excellence in ICE CREAM 


—She is usually displayed where 


Velvetice Cream is being served 


When a company produces goods which they are 
willing to stand behind and on which they are 
willing to stake their reputation, they distribute 


those goods under their own ‘‘trade mark.’’ 


The Ice Cream of which the North Shore 


Creamery Co., of Beverly, is justly proud ts: 


Velvetice 
Cream 


’ 
! 
| 
i 
i 
! 
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Replenish your sewing basket 
during our October sale of 


Notions — Oct io ta Ochs 


Special Sale of Curtains 


Starts Saturday, October 16th 
A Manufacturers Own Stock of High Grade Curtains 


from 4 to % Less 


12.98 to 15.00 Curtains ..... 10.00 pr 12750) CurtainSee see 8.00 pr 
10.GO, Curtains, e008 eee 7.00 pr. $002 Curtains eee 6.00 pr 
OO Ee @urtains tine Ree 6.75 pr. 7.00 to:8:00: Gurtains <a eae 5.00 pr. 
SoO7@urtains: . hive eee 6.50 pr. 5.00 Cirtains 24... see 3.50 pr 
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If you need Curtains this is your opportunity 
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Friday, 


Oct. 15, 1920 
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NORTH SHORE 
Bas Lk Zr s. 


and REMINDER 


Society Local Happenings Editorials 
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Summer Home of Mr. and Mrs. Rodman Paul Snelling and family, 
overlooking the ocean, near West Beach, Beverly Farms 
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Exchange Your Liberty Bonds 


Liberty Bonds from which all coupons have been de- 
tached may now be exchanged for permanent bonds. 


Bonds left at this bank for safe keeping will not be ex- 
changed without a request from the owner that such ex- 
change be made. 


We respectfully request that such owners attend to this 
matter as early as possible. 


Those who have already left bonds for exchange 30 
days previous to this date are requested to call for same at 
their earliest convenience, bringing receipt with them. This 
will confer a favor on this bank and be appreciated. 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


EDWARD A. LANE 


HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGINGS 
in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
55 SCHOOL STREET Tel. 247-R. MANCHESTER, MASS. 


W. B. CALDERWOOD 


Successor to DAVID FENTON CO. 


BUILDER OF YACHTS, LAUNCHES and TENDERS 


Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res. 241-W 


AXEL MAGNUSON | eee 
Florist and 
landscape Gardener 


BEDDING PLANTS 
Telephone 172-R IN GREAT VARIETIES 


32 CENTRAL ST. Tel. 202 MANCHESTER, MASS. 
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VALUE OF SEEING AS HELP IN 
ATTAINING SUCCESS 


In training children or training 
students or training employees, it is 
extremely important to develop in 
them the faculty of observation, for 
much can be learned by seeing with 
‘“seeing eyes.’’? The principal val- 
ue of travel is that it broadens one’s 
vision and knowledge through the 
things and people seen in various 
countries. 

To become wise, therefore, teach 
yourself to observe closely. 

This, in turn, will help to store 
your head with power to see things 
not visible to less-seeing eyes. 

And is it not true that success de- 
pends largely upon seeing things 
more Clearly and seeing farther 
than other people? 

Intelligent seeing increases one’s 
knowledge, and knowledge  in- 

Forbes 


creases one’s ability to see. 
Magazine, 
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How Mucs 1s a MINUTE? 


Witnesses in a recent case were 
asked to state the speed of a motor-car 
concerned in the dispute. The answers 
ranged from ten to forty-five miles 
per hour! Judging speed is one of the 
little things the average person cannot 
do with any degree of accuracy. 

Estimating time is another tricky 
matter. Get half a dozen people to try 
and judge the passing of a minute. It 
sounds easy; but checked by your 
watch the odds are you will find the 
calculations to be anything from thirty- 
five seconds to nearly two minutes. 

Telling the weight of a parcel is still 
another of these everyday occurrences 
that beat us. Apart from those, of 
course, whose business makes them 
familiar with such estimating, few 
persons can get within a pound of the 
correct weight of even a comparatively 
small parcel. 

During the few past years many 
readers will have had training in 
judging distance. But ask anyone not 
thus trained to calculate, say, a quar- 
ter of a mile on open ground. Few 
guesses will be anything near right. 
Still fewer people can estimate dis- 
tance where water is concerned; a re- 
cent test in this direction with a river, 
actually 400 yards wide, elicited 
opinions ranging from 100 yards to 
over a mile. 


Nor Goop REPAIRERS 

“There is always a rainbow after 
the storm,” remarked the purveyor of 
the perfunctory cheer. 

“Not always,” rejoined farmer 
Corntossel. ‘And besides I never 
knew a rainbow to repair in the slight- 
est degree the damage that a storm 
leaves behind it.’—Washington Star. 


The praises of others may be of use 
in teaching us, not what we are, but 
what we ought to be-—Hare. 
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It ts REPORTED THAT THE PRorits in certain restau- 
rants have been as high as eighteen hundred percent. There 
would be less cause to object if it were possible to obtain a 
good meal even with that profit to the restauranteur. 


THE CAMPAIGN Grows Warmer. The League of 
Nations appears to loom still larger, but the air has been 
cleared by the straightforward utterances of the Republi- 
can candidate and.by the loyal support which he has been 
receiving from men of leadership and ability who are en- 
thusiastically in favor of an association of the powers of 
the world in order to minimize the dangers of war, to put 
an end to secret diplomacy and. to present a tribunal before 
which debatable problems may be presented and the possi- 
bilities of interstate or international wars reduced to: the 
minimum. There has been an effort on the part of the Dem- 
ocratic leaders to befog the issue by hurling innuendoes 
and throwing out political smoke screens. Mr. Cox is mak- 
ing a desperate effort to align with him the Republican vot- 
ers who favor a League of Nations and the independent 
voters who may look with favor upon that issue. Unfor- 
tunately for him his tactics have failed, and the attention 
having been once focussed upon that issue the statement of 
the Republican national platform is thrown into the lime- 
light and forever settles the question of Republican opin- 
ion. The Republican party has favored and still favors 
such an association of nations as will best assure peace. It 
is opposed to the Wilsonian attitude of autocracy. Mr. 
Harding has taken strong positions that appear impregna- 
hle during the last two weeks and is holding to them with a 
tenacity that precludes any doubt of his position. It is to 
be regretted that with the many issues which must be faced 
in the reconstruction of the national life that one interna- 
tional problem should be selected as a debating point for the 
settlement of the campaign. The Democrats chose an issue 
that seemed to favor them in its constructive value, but 
they have chosen unwisely. The voters are not to be de- 
ceived by such subtle political diplomacy. Everyone knows 
that an association of the nations is inevitable and the peo- 
ple of America prefer that the Republican organization de- 
termine the terms of America’s entrance into the league. 


Tue LeaGuE or Nations is not an academic question. 
It is already a working organization. America will unite. 
The question is what are the conditions which America re- 
quires? Whatever America stipulates it will be found that 
the members of the league will meet. 


Tue Hicu Costs ror Lazor have been incentives to 
thrift that even war conditions could not inspire. 


As THE YEARS Go By the proper care of the bodies of 
the children who attend our schools will be considered. The 
instruction which is given in proper feeding is altogether 
too small. It is of more importance that a child be taught 
to eat correctly than it is to teach many of the trivialities 
which enter the curriculum of the modern school. 


ONE OF THE SURPRISING features of the campaign is 
the way in which the extreme wings of the Republican par- 
ty have been able to unite to further the cause of good gov- 
ernnient. 


THE IssuE oF DEBATING CHALLENGES harks back to 
the period of American political contests that cannot return. 
In the days of slow transportation, poorly edited newspa- 
pers and limited postal service the debates served a purpose. 
Today the news of an address in California may be read in 
Boston in the morning paper of the next day, The debate 
does not have the convincing and educational advantage 
that it had in other years. It belongs to the past. 


THE SUCCESS OF THE GEM and jewelry thieves indi- 
cates skill that cannot pass as amateur misdeeds. It is or- 
ganized piracy of a high order and must be checked. 


THe Harvard GrapuatTe ScHoor of Landscape Ar- 
chitecture has made a distinct contribution to the people of 
France in the mission which they recently completed in that 
land of sorrows. Soon after the war units were organized 
and went to Clermont-in-Argonne, Somme-Py and Rhiems. 
In these localities, under competent leadership, the young 
men have been doing constructive architectural work which 
has been appreciated by the people of France. The idea 
was a noble one and the service rendered has been of a high 
order and revealed anew the spirit of comradeship which 
exists among the American people for our ally during the 
war. The several units were placed under the direction of 
the departmental engineers of the northern and eastern sec- 
tions of France. Under their instruction the Harvard units 
went to work with a will, honoring their own home land ir 
their devotion and skill and earning the appreciation which 
was so generously shown by the French government official- 
ly and also by the French people. Not satisfied with the 
loyal service in their chosen profession many of the men 
gave time and talents to aid in the work of the French 
Community Co-operative society that had charge of the 
purchase and distribution of clothing and food for the dev- 
astated areas. The young men have had an unparalleled 
opportunity for service and seized that opportunity with a 
spirit which is a credit to Harvard men. America took an 
enthusiastic pleasure in aiding France in her terrible war 
and has rejoiced in the opportunity of aiding in the work 
of reconstruction. The Harvard units have given much, but 
they have alse gained in bringing back with them the price- 
less treasure of an experience which can never come again 
to any group of young men,—that of serving in a recon- 
struction movement after a great war. Other units may go 
out to help continue the work, but to the pioneer units must 
go the honor and laurels which have been justly won. 


Iv WILL BE A Repusiican Vicrory if the Republicans 
do not become over confident of their probable victory. 
Many a game is lost in the last inning. 


No One witt Minimize the service which our illustri- 
ous President has rendered to the republic in the days of 
war, even though there are criticisms of his policy. The 
American people honor him for what he has done, but gra- 
ciously reserves the right to vote to place the work of the 
reconstruction period in other hands. 


Tre CRANBERRY GROWERS have sent out a warning 
that their bumper crop of last year could not be equalled 
this year, but the Thanksgiving bird, will have its cranberry 
sauce with sugar. Less cranberries, more sugar. 


A Smartt Cripprnc Marks the payment of the five 
hundred million dollar Anglo-French loan, but it took mil- 
lions of men and women to do the work that those sacred 
funds mean. 


Tur Lasor Wortp has always had the sympathy of 
every social welfare worker, but it has always been an 
amazement to every well wisher of labor how they could be 
blind to the fact that increased prices for labor involved 
strictest economy in employment. This meant eventually 
more work and more exacting hours for those retained in 
employment and no employment for others. 


Tur FrienpLy. Contrisutors to the Beverly hospital 
funds will recall that a payment on their pledge is due and 
that it may be sent to the Beverly National bank to be cred- 
ited to Augustus P. Loring, treasurer. 


Tur Coat STRIKE IN ENGLAND will prove a very seri- 
ous mistake for the miners in particular and for labor lead- 
ers in general. The efforts of the miners do not appear to 
be inspired by a generous purpose of benefiting labor, but 
from the selfish determination to cause as much trouble as 
they can in order to achieve their purpose,—the confisca- 
tion of the property from the owners and appropriating it 
for themselves. In essence, the movement savors of Bol- 
shevism, and cannot be toierated. The strike of the miners 
in the old country means more than such a movement in 
America. It will paralyze practically every industry and 
bring want and suffering into millions of homes. Labor- 
ing men are justified in asserting their rights, to the privi- 
lege of benefiting their position by honorable arbitration 
and to the duty of resisting unjust coercion, but they have 
no right to seek their own selfish ends at the expense of the 
suffering and burdens of other men who are poor and de- 
pendent upon their daily earnings for bread and shelter. 
To permit the strike to go unchallenged would be to tol- 
erate an evil. The resort to force cannot be allowed. The 
British government has only one course of action open and 
that is to resist the strikers in the interests of the workmen 
throughout the realm who are dependent upon coal from 
the mines for their supply of fuel to do the work that af- 
fords them sustenance. Such commodities as coal are nec- 
essary for the life of business. Some arrangement should 
be made in Great Britain whereby the miners may be at 
work while the issue is being adjusted by arbitration. It is 
unfortunate that the severe problems of industrial warfare 
cannot be settled in such peaceful, academic ways. The 
trouble seems to be increased by the threatened sympathetic 
fight of the railroad men. If they go out the conditions in 
England will be most serious. It will place the Irish ques- 
tion in the background. The settlement of the contest is 
imperative and the stiff course suggested by Lloyd George 
can be the only way to meet so serious a task. 


Tue Norra SHore Bastes’ Hospirar is planning to 
place its finances upon a more stable basis by a campaign 
for funds in June. The appreciative co-operation of every- 
one is assured. 


Tue TREASURER OF Essex County, David I. Robin- 
son, is a Manchester boy, although he now lives in Glouces- 
ter. His integrity and standing are above reproach, and the 
unanimity with which the leading parties have united in 
nominating him to his responsible position as treasurer of 
the county, is testimony enough to his standing in this coun- 
ty. 


Tue War HAS TAKEN another victim. Leman, the 
hero of Liege, has succumbed to a mortal disease. The great 
hero will be honored by unborn generations of men who 
honor patriotism, pluck and honor. The war weakened his 
body and he was unable to resist the ravage of disease. A 
hero of the heroes, he has won the respect of all nations. 
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Ture MANAGEMENT OF THE SEARLES FORTUNE has 
been placed in competent hands while Essex county awaits 
with interest the settlement of the admission of the will to 
probate by a jury. 


Happrness 1s Not tHE Art which is learned in life 
by avoiding responsibilities, sorrows and cares, but the spir- 
it with which one meets the greatest misfortune with good 
courage and cheer. Happiness does not imply the absence 
of sorrow or suffering, it does imply the mastery of self 
and the consequent rewards which such mastery yield. 


An AssocIATION OF MEN AND WOMEN has been or- 
ganized in Boston for the Promotion and Protection of 
Savings. Alfred L. Aiken has been elected president and — 
Mrs. F. L. Higginson, one of the leading spirits, has been 
elected vice-president. The organization has marked out 
for itself an important field for service and there is no rea- 
son why it should not be successful. There is need for 
sound instruction in methods of savings and in the conser- 
vation of savings. Thrift consists, not alone in carefully 
husbanding the resources of one’s labor, but in the intelli- 
gent investment of earnings from labor and from invest- 
ments. Untried enterprises are not for amateurs. Men of 
ability must launch trial projects, but small and large in- 
vestors must be content to seek wise investments in tried 
and steady-industries that assure a small income and the 
safety of the principal. Who should not know the secrets 
of the safety of savings banks and the methods which are 
used to earn money? Such a field has been marked out by 
the new organization and it will accomplish much. There 
is need for the new, yet ever-old, gospel of thrift, which 
will teach everyone the vital need of conservation, and the 
good results which accrue because of the intelligent saving 
and investments of everyone. The organization has a strong 
personnel on its board of management and its work will 
command attention. 


Wuat 1s so Rare As A Day IN JUNE is proverbial, 
but the days of this month have been equally wonderful. 
Fortunate is the family that has had the privilege of re- 
maining in their summer home during the autumn. 


WuiLe WE CompLain oF Prices that are high, too 
high for these days and for the crops which have been gar- 
nered, it must not be overlooked that in China famine faces 
thirty-five million people. There is a tragedy ahead if the 
relief expedition fails. 


‘ Tue Derru oF INEFFICIENCY 
Sandy — What sort 0’ game o’ gowff does the new 
meenister play, Jock? 
Jock—He’s terrible! He canna hit the ba’. Man, if 


he was playin’ wi’ newlaid eggs it would hardly cost him 
onything !—Stray Stories. 


_ The ideas that benefit a man are seldom welcomed by 
him on first presentation —Roycrorr. 


He who hath a thousand friends hath not a friend to spare; 
But he who hath a single enemy will find him everywhere. 
— EMERSON. 


Grieving over the past is almost as bad as anything can 
be; grieving over the future is the only thing worse.— — 
ROYCROFT. 


Your printing needs can be very promptly and care- 
fully taken care of at the new plant of the NorrH Sore 
BREEZE, 66 Summer st., Manchester. Especially well 
equipped to handle book and pamphlet work, such as an- 
nual reports, directors’ reports, etc. Telephone 378 Man- 
chester; representative will call anywhere in Boston or 


vicinity. adv. 


Oct. 22, 1920 


epee ty Briefs 


If the safety of a nation rests upon its 
homes, the United States had bet- 
ter pay more attention to securing 
a firm foundation. 


The secret is out at last! Now we 
understand why Gov. Coolidge is 
such a sane, well-balanced indi- 
vidual. The reason is -found by 
reading Mrs. Coolidge’s instruc- 
tions as to how she makes pies. 
Anyone who has such pies to en- 
joy never could display signs of 
discontent or unhappiness. 


—l—= 


Boston Herald—“How embarrassing 
it may become when the pretty 
girl next door asks you the num- 
ber of ‘our’ congressional dis- 
trict.” 


St. Paul Pioneer Press—“The political 
cartoonist has overlooked the op- 
portunity to picture Bryan as 
‘September Morn,’ — shiveringly 
and hesitatingly putting his feet 
into the chilly waters of the Dem- 
ocratic campaign.” Cox will be a 


good subject for “November 
mourn” the day following the 
election. 


A cure for many mental and bodily 
ills is found by enjoying a walk 
in the clear, crisp air of a beauti- 
ful autumn day. “Between sum- 
mer’s langour and the bitter winds 
of winter lies the season which 
God gave mankind for walking,” 
says a paragrapher. 


a GE 


New Hampshire and Massachusetts 
were pleased to welcome the gov- 
ernor of Ohio Tuesday of this 
week, but we doubt if many of 
his hearers thought they were lis- 
tening to the next President of 
the United States. 
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The House of Never is filled with waits, 
With ‘‘Just in a minute,’’ and ‘‘ Pretty soons,’’ 
The noise of their wings as they beat the gates 
Comes back to the earth in the afternoons, 
When shadows fly across the sky, 
And rush with rude endeavor, 
To question the hills of By-and-By, 
As they ask for the House of Never. 


Where, oh where, is the restaurant 
which is as prompt to cut prices 
as to cut portions? 

et 

“Without resorting to party politics, 
it is a self-evident fact that the 
most unpopular man in the United 
States today is President Wilson. 
No man in the history of the 
country ever set the stage for his 
downfall with more care than did 
the President.” This opinion of 
the Hartford (Conn.) Courant 
will be amply supported by the 
November election returns. 


The U. S. postal service is to be thor- 
oughly probed by efficiency engi- 
neers. Three years may be need- 
ed to complete the job, so do not 
expect a marked improvement im- 
mediately. 


—o— 


are grateful for the encourage- 

ment conveyed in the prophecy by 

Minnesota Indians that the com- 

ing winter will be a mild one. 

—o— 

Rouge, cosmetics, face powder and 
perfumery cost more than twice 
as much last year than the sum 
paid out for furs. And this in 
spite of the more or less general 
wearing of furs in summer. 

Be 

A new record has been set in horse 

values, the owner of Man o’ War 

having refused an offer of $400,- 

000 for the champion. In order 

for automobile manufacturers to 

surpass this, someone must build 

a racer that will command an offer 

of $401,000. 

—o— 

warm and pleasant autumn sea- 

son is proving a boon to New 

Englanders who have not yet 

been able to fill their coal bins. 

—o— 
. Ult. Consumer takes a renewed 
interest in the “Work More” pro- 
gram when he observes his coal 


bill. 


We 


The 
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Golden Thoughts 


The House of Never is built they say, 
Just over the hills of By-and-By; 

Its gates are reached by a devious way, 
Hidden from all but an angel’s eye; 
It winds about and in and out, 
The hills and dales to sever, 

Once over the hills of By-and-By 
And you’re lost in the House of Never. 


—Anon. 
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EVERYTHING QUITE LEGAL 
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continued the 
of the thrilling 


: 
narrator 3 
f experience, ‘‘the 
j great waves rolled on and on, until ! 
- at last my frail bark was arrested ] 
j by an oncoming wave more power- 
| ful than the rest.’’ 
5 ‘Well, what did you do when 
{ your boat was arrested by the j 
( wave?’’ asked the cynic. t 
7 ‘¢We bailed her out,’’ replied the 

' adventurer.—Tit-Bits. 
t 
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Motor car registration in Massachu- 
setts has reached its highest mark 
and the number of cars in the 
state continues to increase. With 
the lower prices as announced for 
next year it is certain that 1921 
will see an even greater registra- 
tion. 


said the peak of high prices has 
been passed. Whey may we have 
a peek at low prices? 


—o— 


*Tis 


George Creel has been in Mexico, but 
he is said to have stated that he 
was not there as President Wil- 
son’s representative. Perhaps W. 
W.’s stock would be more valua- 
ble now if Mr. Creel had gone to 
Mexico a few years ago and re- 
mained there. 


—o— 


This is the open season for hunting. 
Houses, apartments or rooms are 
most eagerly sought for by the 
“hunters.” 


—o— 


Fdison is said to be attempting to per- 
fect a device whereby we can 
communicate with the dead. The 
earthly telephone is tyrannical 
enough, why place us at the mer- 
cy of a “spooky” central? 


—o— 


Two thousand mill employees in Web- 
ster accept a cut in pay rather 
than suffer the consequences of 
an indefinite shut down. They 
prefer a half loaf to none at all. 


ey 
Pilgrim half-dollars are finding a 
ready sale at a dollar each. If all 
the coins are sold the Tercente- 
nary Commission will make a 


profit of nearly $150,000. 


acted 

The Manchester, N. H., family that’s 
living in the house while it is be- 
ing moved, has taken a hint from 
the snail. 


—o— 


Massachusetts is to receive a full, 
peace-time division of the regular 
army to be assigned to the First 
Corps area and permanently sta- 
tioned at Camp Devens. As the 
government has already spent 
such large sums of money on this 
camp during the war it is gratify- 
ing to know that the cantonment 
is to be continued as an army sta-- 
tion. 
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éé’LL wager any amount that no man 

living ever had a prettier girl at his 
side than I have this minute. Helen 
of Troy and Egypt’s Cleopatra and 
the whole bunch of belles right down 
through the ages are melted and boiled 
down into a perfect delectable quin- 
tessence which is You.” 

“Jim, dear,” she laughed, “no cav- 
alier ever threw around the words any 
more eloquently than you do.” 

“But these aren’t Words, Lovely 
Creature,” he protested. “I could ride 
on and on with you forever.” 

“Wouldn’t we ever eat?” she jibed, 
her eyes dancing with mischief. 

“Good Lord, Woman!” he protest- 
ed. “You talk about mere eating on a 
wonderful night like this when Love 
is the topic—Love with a capital L 
and a peach of a girl! O, I say!” 

He stepped on the accelerator and 
the car leaped forward in response. 

“It’s too hot to dance tonight, 
Adele,” he announced suddenly. “Let’s 
ride around a bit longer and then drop 
in there for dinner. We can get it 
most any time. I can’t bear to see a 
parcel of crazy, gossipy women and 
have to listen to the clackety-clack of 
their tongues. I just want you and 
you alone. How about it?” 

Adele laid a delighted hand on his 
arm and agreed rapturously. He in- 
stantly seized it and crushing it in his 
pressed his lips passionately on the 
soft pink palm. 

“Good old girl!” he cried, bending 
over the bright head by his shoulder. 
“Adele!” he commanded, “Look at 
me! We don’t want anyone else to- 
night, do we dear?” 

She raised her violet eyes and gazed 
soulfully into the dark brown ones so 
close to hers. 

“T hate those old cats,” she told 
him, plaintively. “But not you,’ she 
added with a seductive smile. 

“IT could love you to death,” he 
breathed in her ear. “Let’s ride and 
ride—just we two—and never stop.” 

The purring of the motor was the 
only sound, for the blissful country 
silence and the majesty of the night 
dropped a spell over them. The miles 
grew in number. Every so often tiny 


villages or small towns whisked by . 


and the lights in distant farmhouses 
twinkled as they passed. 

Adele leaned back in blissful secur- 
ity, supported by Jim’s muscular 
shoulder and encircling arm. She had 
a fleeting moment of unpleasant mis- 
giving. Would Paul really approve? 


She knew how tolerant he always was 
—but she really had her doubts. 
However, she thrust the vague mis- 
givings resolutely aside. They made 
her feel too uncomfortable and surely 
stars and summer pleasure, a speed- 
ing roadster and a much-sought-after 
Apollo beside her were reason enough 
for running away a bit. 

“Tt’s ten o’clock,” Jim announced, 
switching on the tiny light and peer- 
ing at the clock. “I think I[’ll turn 
down this road and make a detour 
then circle back to club and dinner. 
I’m getting hungry. How about you, 
little girl?” 

“Jim, I’m starving,’ she assured 
him. “If you don’t want a dead wom- 
an on your hands we'd better get 
something substantial to eat.” 


“You earthy creature,” he jeered, 
pressing her close to his side. “Your 
looks belie you. You seem like an 
adorable fairy sprite—” 

“But [I’m really pining for some- 
thing coarse and filling like a juicy 
beefsteak or ham and eggs,” she inter- 
rupted, laughing. 

“Instead of ambrosia and nectar 
and honey,” he finished. 

“What a beastly road!’ she ex- 
claimed as the car jolted abruptly into 
a deep ditch and then up over rocks 
and _ hillocks. 


“You’ve said something!” he grunt- 
ed, releasing her reluctantly from his 
embrace. He needed both hands, he 
discovered, for the car swerved back 
again into the roadway after trying 
to slide down sideways into one of the 
innumerable gullys. 

“What are they doing here?” Adele 
asked impatiently as her head bumped 
against the side of the machine. “T 
hate to be jiggled like this, Jim—don’t 
do it,” she demanded. “Do drive more 
carefully. Are they fixing the road?” 


“They seem to have done that al- 
ready,” Jim conceded. “But we'll 
soon be out of it—never fear.” 

He steered straight ahead for what 
apparently was a smooth and shining 
stretch. The car slewed and skidded 
madly in the gleaming water and mud. 
The desired vantage point had proved 
to be a gummy mass that stuck tighter 
and tighter the faster the useless 
wheels spun around. Gobs of mud 
bespattered them lavishly. Then with 
a dull thud the machine stopped 
abruptly. 

“O, Jim, do watch what you’re do- 
ing!’ Adele shrieked. 
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“Well, the luck!” 
groaned. 

He stuck out one foot gingerly over 
the running board and drew it quickly 
back again. 

“Ye gods!” he swore. “The mud 
right here must be fully knee deep!” 

“My Heaven!” Adele exclaimed, 
crossly. “What are we going to do!” 

“Darned if I know.” Jim scratched 
his head reflectively. 

The erstwhile bright lights on the 
car glimmered faintly for a moment 
and then promptly faded out. 

“Well, this is a nice mess!” he ex- 
postulated. “Of all the crazy mixups!” 

“What’s the matter with your 
lights, Jim?” Adele asked promptly. 

“O, the fool wet mud and water 
have short-circuited the things,” he 
answered. “But be patient, dear, and 
ih get you out somehow,” he assured 
ler. 

“But what am I to do, Jim,” she in- 
sisted. “You must remember that I 
have to get back to Paul and besides 
I’m in this thin organdie gown and I 
don’t want to ruin it. I won’t have 
to get out, will I?” 

She peered over the side at the mud- 
dy water glimmering in the faint star 
glow. 

“That seems to be the vital ques- 
tion before the house right now for 
both of us,” he reflected. Then he 
suddenly announced, “I’m going to get 
out and see what I can see, but I’ll not 
step into that hole in these trousers.” 

Adele exclaimed, horrified, “Good 
Heavens, Jim! What do you mean!” 

“Don’t get excited, Adele,” he re- 
turned. “I’m just taking off my shoes 
and socks and turning up my trouser 
legs. Can’t you see what I’d look like 
out there in that gummy mass in a silk 
suit. Good night!’ he added, in dis- 
gust, pulling off his shoes and putting 
them on the seat. 

She saw his long white legs slide 
over the side as he carefully stepped 
out. 

“O, damn!” he muttered under his 
breath. 

“OQ, dear, what’s the matter now,” 
she wailed, straining her eyes in his di- 
rection. 

“If you must know,” he cried sav- 
agely, “I have just sat down in a pud- 
dle composed of ginger bread mud 
and before that,” he added, “I stepped 
into a hole up to my waist!” 

“You really needn’t have removed 
your shoes and socks at all then, need 
you?” Adele commented, sarcastically. . 

He made no answer, but she could 
faintly see his dim outlines as he re- 
connoitered about the car. If she 
couldn’t have seen him she would have 
known his whereabouts by the sibilant 
imprecations which smote her ears. 


(Continued on page 26) 
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E. W. Grew 


Henry Whitmore 


Norton Wigglesworth 


MEREDITH & GREW 


BOSTON (9), MASS. 


40 Central Street 


CITY and COUNTRY RESIDENCES 


NORTON WIGGLESWORTH 


New Legislative Act 


ABSENT VOTING 


Telephones: Main 6772-3-4 

REAL ESTATE and MORTGAGES 

BUSINESS PROPERTIES 
NORTH SHORE PROPERTIES a Specialty 


MANCHESTER, MASS. 


Gives Absent 


Voter an Opportunity to Cast Ballot 


UMMER ResIDENTS along the North 

Shore who have a legal residence 

in any North Shore city or town will 

be interested in an act regarding ab- 

sent voting passed by the last sesssion 
of the Massachusetts legislature. 

Chapter 289, General Acts of 1919, 
provides that any voter who on the 
day of the Annual State Election is 
absent from the city or town in which 
he is a registered voter, may vote at 
such election if he seasonably files with 
the clerk of the city or town where he 
is a voter, or with the Secretary of the 
Commonwealth, an application for an 
official absent voting ballot in the form 
provided by law and prepared by the 
secretary. 

When an application for an official 
absent voting ballot is received by the 
clerk of a city or town, whether from 
the voter directly or through the Sec- 
retary of the Commonwealth, it shall 
be transmitted by him to the registrars 
of voters of such city or town, and if 
they believe the signature thereon to 
be genuine and the person executing 
the signature to be a duly registered 
voter, shall execute the certificate 
thereon and return the application to 
the clerk. 


BEVERLY 


WENHAM 
_T. Dennie Boardman, Reginald and R. deb. Boardman 


If they find the person signing the 
application not to be a duly registered 
voter, they shall send him written no- 
tice to that effect and shall preserve 
the application until the time set by 
law for the destruction of ballots cast 
in the coming election at which time 
the application shall be destroyed. 


The clerk shall cause to be placed 
on the voting list, opposite the name of 
each person registered as an absent 
voter, the letters in capitals A. V. The 
clerk shall keep lists of the names and 
addresses, arranged by voting pre- 
cincts, of all voters filing applications 
for absent voting ballots, and shall 
post copies of the same for public in- 
spection. The city or town clerk shall 
mail in the ballot envelope an absent 
voting ballot to each duly registered 
absent voter with instructions, and re- 
turn envelope which shall be furnished 
to said clerk by the Secretary of the 
Commonwealth. Upon receipt of an 
envelope purporting to contain an off- 
cial absent voting ballot, the city or 
town clerk shall attach the application 
executed by the voter whose name ap- 
pears thereon and certified by the reg- 
istrars of voters. All such envelopes 
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shall be preserved unopened. Upon 
election day before the hour for clos- 
ing the polls, the city or town clerk 
shall deliver to the election officials of 
the proper polling places, all envelopes 
containing absent voting ballots re- 
ceived. 

All envelopes received by the clerks 
of the cities and towns after the hour 
set for the closing of the polls on the 
day of election shall be retained by 
them unopened until the time set by 
law for the destruction of ballots, at 
which time they shall be destroyed, un- 
opened and unexamined. d 

To avail one’s self of this privilege 
of absent voting he, or she, must be 
“in a municipality which is separated 
by at least two municipalities from the 
city or town wherein the voter is reg- 
istered.” 

It is expected that many people will 
use this opportunity of absent voting 
as in many cases it will not be con- 
venient for the voter to be present at 
the polls in the city or town where he 
or she has a legal residence. 

Not what we have, but what we en- 
joy, constitutes our abundance. — J. 
PETIT-SENN. : 


ae ee 


Tel. Manchester 144-W. 
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SHELDON’S 
MARKET 


Best Grade of 
BEEF, LAMB 
POULTRY, PORK 
Vegetables,,. Fruit 
At Boston Market Prices 


24 Central Street 


Manchester 
Est. 1845 Tel. 67 
° 


HE WEATHER all through the month of October has been 

- wonderful and has deterred many families from leaving 
the North Shore as early as usual. Beautiful foliage greets 
one on every side, and a motor ride. through the wooded 
drives along the North Shore reveals the beauties of the 
autumn in no uncertain tones. 


With the mercury hovering around 80° and even 90° 
in Boston yesterday, those who have opened their town resi- 
dences wish they could again be at the seashore to enjoy the 
delightful cool drives. Not only is it warm in the daytime, 
but in the evening, when it is usually cool, the temperature 
is of summer quality. Last evening at 7.30 o’clock, the 
mercury was at 68° in Manchester. 
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No wonder the North Shore season is being extended 
as the years go by. Only a few families close their places 
before October 1, and there are scores and scores that re- 
main until late in October. This year there are many who 
are continuing their stay into November. This is a won- 
derful Indian Summer season! 

Oo BO 

When the private school was started last fall at Bev- 
erly Farms, it was intended to take care of the few families 
who were to remain in the Manchester-Beverly Farms sec- 
tion most of the winter. So many families are remaining 
down this winter, the school has now grown to 21, and it 
looks as if one teacher would not be sufficient to take care 
of the number. There now seems to be a general feeling 
that the school will become a permanent institution, and 
bigger and better facilities will be employed to handle the 
situation more in keeping with school regulations. 

ORO 

“Santo,” the beautiful white collie owned by “Bunny” 
Woods, was poisoned in Beverly Farms early this month. 
Brerze readers who have not had the good fortune of see- 
ing that dog missed a rare treat. He was unusual. As 
white as the driven snow in Alaska, the country from which 
he came, he had been photographed and “written up” in 
the papers many times during the war. He played his 
part by collecting thousands of dollars for the Red Cross. 
He was such a success that when the Salvation Army had 
their drive, they borrowed him for the same purpose. Even 
at the auction of the pound of wool on Boston Common, 
ex-Governor McCall was photographed with “Santo,” when 
that famous pound of wool cost $2000. “Santo” possessed 
an abundance of intelligence; he was babbling over with 
affection, and when he saw one and knew it was a friend, 
he smiled as few human beings do. 


Card Tables 


Folding Chairs 
Gold Chairs 


BOSTON: Mass. Chambers 
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W. J. CREED, Caterer 


Private Waiting 
TELEPHONES: 
Back Bay 3040, Beverly 765 


Oct. 22, 1920 


WATCHES for MEN 


A very comprehensive showing of the most popular and 
desirable American movements in gold-filled and solid 


gold cases. 
WALTHAM - ELGIN - HOWARD 
HAMILTON - - ILLINOIS 


HALLMARK 


Every watch fully guaranteed 


F. S. Thompson, Jeweler. 
THE HALLMARK STORE 


164 MAIN STREET GLOUCESTER 


NEES; Witttam G. McCormick, of Baltimore, is among 

those who are enjoying the wonderful Indian Summer 
weather on the North Shore. She is still at.Beverly Farms, 
where she is occupying the Brooks cottage on Webster ave., 
and will remain until November. Mr. McCormick sailed 
this week for Europe to be gone until the Christmas holi- 
days. Their son-in-law and daughter, Dr. and Mrs. Mar- 
shal Fabyan, have closed their house, “Hickory Hill,” 
nearby, and returned to Boston this week. The younger 
daughter—Ruby McCormick before her marriage this year 
to Valentine Hollingsworth, of Boston—will return from 
a round of visits in New York and vicinity, next Tuesday, 
the same day Mr. Hollingsworth will return from a hunt- 
ing trip in New Brunswick. They will remain at Beverly 
Farms until November, and then will move to Boston, into 
their newly purchased residence on Beacon st., in the vicin- 
ity of the 170’s. 

OBO 

Frank Bemis has returned to Beverly Farms after a 

month in Utah, on a hunting trip. 


O20 
In the October issue of Art and Achaeology, published 
at Washington, D. C., is a page article devoted to the sum- 
mer exhibition of Gallery on the Moors, East Gloucester. 
O80 
Plans are underway for the annual Thanksgiving Day 
sale for the Boston Dispensary hospital for children, to be 
held as usual at the Copley-Plaza, Boston. Tuesday, Nov. 
23, is the date, and the sale will be held from 10 to 6, and 
there will be for sale vegetables, fruits, pies, jellies, cakes, 
nuts, candy, cider, table decorations, etc. The ladies’ com- 
mittee of the hospital is in charge of the sale, the members 
including Mrs. William Blodgett, Miss Margaret Codman, 
Mrs. J. T. Coolidge, Miss Isabella Curtis, Mrs. Morgan 
Firth, Mrs. Ernest Gregory, Miss Maud Harris, Mrs. W. 
R. Sears, Mrs. E. C. Streeter, Mrs. Charles R. Sturgis, 
Miss Evelyn Sturgis, Mrs. E. R. Warren, Mrs. C. F. Weed 
and Mrs. Renton Whidden. 
: ORO 
Mrs. Charles M. Cabot and her sister, Miss Elizabeth 
W. Perkins, of Boston, are among the week’s departures 
from Beverly Farms. 
ORO 
Mrs. Marshall Field left Beverly Farms Wednesday 
after a short visit with her niece, Mrs. Albert J. Beveridge. © 


Women’s Educational and Industrial Union cake may 


be had fresh from day to day at the Page & Shaw Tea 
Room, Pride’s Crossing. adv, 


Weddings 
Teas and 
Dances 


East Corning St., BEVERLY COVE 


Oct. 22, 1920 


HE WeppING at Mt. Kisco, N. Y., tomorrow—Saturday, 
Oct. 23—of Miss Héléne Whitehouse, and Charles C. 
Walker, will attract a number of North Shore people who 
are still on the seashore, as well as many who have already 
returned to their winter homes. 


‘ Miss Whitehouse is the daughter of Mr. and Mrs. 
Henry Whitehouse, of New York. Mr. Walker is the only 
son of Mrs. William Bentley Walker, of “Highwood,” 
West Manchester. The ceremony will be performed in St. 
Mark’s church, Mt. Kisco, and a wedding breakfast will 
follow at “Ridgewood,” the Whitehouse country home. 
“Miss Whitehouse will be attended by her younger sister, 
Evelyn, as flower girl, and the bridesmaids will include Miss 
‘Susan Borland, Miss Eleanor S. Towne, Miss Gladys Liv- 
ermore, Miss Cornelia Vanderbilt, Miss Sylvia Whitehouse 
and Miss Elaine Denégre. Mr. Walker’s best man will be 
W. Cameron Forbes, of Boston, once governor of the Phil- 
ippines. The ushers will include Wm. Fitzhugh and Nor- 
man Ogden Whitehouse, uncles of the bride; Philip S. 
Sears and Stephen V. R. Crosby, of Boston; Allison V. Ar- 
‘mour, of Chicago, Gordon Knox Bell and Joseph Howland 
Hunt. 
p ORO 

Charles C. Walker entertained members of a bache- 
lors’ club, of which he had been a prominent member, at 
dinner Monday evening at “Highwood.” This was one of 
the most important events of the week, preceding Mr. 
Walker’s marriage at Mt. Kisco, N. Y., tomorrow. 
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uGcustus P. LorinG, Jr., and family, have closed their 
residence at Pride’s Crossing and returned to Boston, 
where they are living at 81 Marlboro st. 


Oo BO 
Mr. and Mrs. James J. Phelan have closed their sum- 
mer home on Smith’s Point, Manchester, and returned to 
their winter home on Chiswick rd., Brookline. 


O80 

Mr. and Mrs. Lincoln R. Peabody will close “Parra- 

matta,” Beverly, very shortly and return to New York with 

their daughter, Miss Constance E. Peabody. They will 

sail for Paris in November and spend the winter in the 
south of France. 


ORO 

Mr. and Mrs. Thomas Brattle Gannett closed their 

beautiful summer home on Blossom lane, Manchester, last 

week, returning to their estate on Brush Hill rd., Milton, 
for the fall and winter months. 


3.0 
Mr. and Mrs. E. Palmer Gavit and their young daugh- 
ter, Miss Anne Gavit, closed their summer home on Gales’ 
Point, Manchester, this week, returning to Albany. In 
January they will leave Albany for California, planning to 
spend the winter months at Santa Barbara, as they did last 
season. 


Our 
The 
The 
The 


life is a book—a different page is turned each day, 
mysteries the next conceals none dare say, 
binding of life’s book is hope—with faith enwove, 
golden rein about its leaves is human love. 

—Lee C. Henry. 


PepOOLISH BOAST 


We heard a boast a young man 
made the other day; that he had never 


| had any experience as a painter, but 


that he saw an ad for a painter by a 
construction company. He applied to 
them for the position and was accept- 
ed at $10 per day. His boast at the 
end of the first day was that he man- 
aged to put in that whole ten-dollar 
day in putting on just one pint of 
paint. 

We know a state house where the 


October 27, 1858 
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As God made him — a man 
A child’s man 
A woman’s man 
A man’s man 
The World’s man 
God’s noble man— 
THEODORE ROOSEVELT. 


IN this day, the anniversary of this great American’s birth, we 
call upon every child, woman and man to send in memory of 


THEODORE ROOSEVELT 


a birthday gift of at least one dollar for the restoration of the 
house in which he was born, to be known for all time as Roosevelt 
House—something more than a monument of cold stone, it will 
pulsate with active Americanization. 


Send your offering today to the Woman’s RooseveLt MEMoriAL 
AssocraTIon, 1 East 57th Street, New York City. 


stenographers are paid from $100 to 
$150 per month, for a 63 hour day, 
and are always scarce. The officers 
are always in need of more help. Yet 
we have heard these girls tell how 
they go to work at 9.30 or 10 o’clock 
and remain at home for a day on the 
slightest provocation. Another case, 
perhaps, where piece work might cure 
thriftlessness. 

We can understand and sympathize 
just a little with extravagance in living 
expenses, the enjoyment of high living, 
and we even see that a man can get 


\/ 
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January 6, 1919 


—A. G. D. 
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much pleasure out of gambling away 
his money; we take special delight in 
seeing workers getting double the 
wages they received a few years ago— 
but that attitude so many workers, 
both men and women, in the office, and 
out, take of being proud of good sala- 
ries, but much prouder of the very 
small amount of work they can do and 
still hold a position, is an attitude 
which not only promotes thriftlessness, 
but is one which is working a danger 
to the workers themselves. — NELLIE 
Ketso in the Thrift Magazine. 


Fortify yourself with moderation; 
for this is an impregnable fortress.— 
EPICTETUS. 


True merit, like a river, the deeper 
it 1s, the less noise it makes. — Lorp 
HALIFAX. 


TRY OUR 


Guernsey Milk 


and 


SPECIAL 


HEAVY CREAM 


Also Our Cottage Cheese 
A special Baby Milk 
from Ayrshire Cows 
Our own truck delivers 


in Back Bay, Brookline 
and Chestnut Hill 


UPLAND FARMS, INc. 


IPSWICH, MASS. 
Tel. Ipswich 195-W 
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INBORN AND INBRED 


ELEMENTS OF CHARACTER ARE ImM- 
PLANTED FIRMLY | 

Sane qualities and instincts are in 
the very blood of us, so that while we 
live we cannot deny them or act in a 
fashion untrue to them. We depend 
on certain people, because we know 
that in their very natures they are no- 
ble; their essence is truth, and honor 
dwells at the core of their beings. 
They will surrender life before they 
will capitulate to any infamy. 

There is a pride of life that is for- 
ever pointing back at a distinguished 
ancestor—and that form of ancestor- 
worship is worth very little, if it does 
not lead to emulation of that which 
brought honor to the bygone figure. 
Whatever transnmytted characteristics 
there may be, if a praiseworthy kind, 
they are obscured by the conceit that 
is forever prating of the mere descent. 


SOCIAL ACTIVITIES OF THE UPPER NORTH SHORE 
The Marblehead-Swampscott-N ahant Section 


And sometimes the descent from the 
high plane on which our forbears 
lived is to an abysmally low level of 
thought and of feeling that shames all 
the past. 

Much may be done toward implant- 
ing in a character what was not there 
by nature. It is the teacher’s triumph 
to overcome heredity. Children of 
families depraved and debased have 
been redeemed by a loving patience 
that would not accept a failure. 

For a letter to a younger brother the 
Russian writer Chekhov lists the qual- 
ities that are to be found in one who 
may rightly be called a person of cul- 
ture. 
chief fault is his ignorance of the 
things that are beautiful to do and 
good to know; and this is a fundamen- 
tal shortcoming. 

The graces of character are not 
likely to come by training to one who 
neither knows nor cares what they are. 


He tells his brother that his— 


Oct. 22, 1920 


Some boys with their ways to make 
in the world have never learned the 
first and the best of charms, which is 
that of gracious manners. Perhaps 
there is a fear of insincerity, because 
politeness has been the armor of so 
who were false at heart. But charac- 
ter never yet suffered from courtesy. 
No boast of family can hold a candle 
to social urbanity. What you are now 
to us means more than what your an- 
cestor did to the British in the Revo- 
lution. If you have acquired no man 
ners, who cares how many dollars you 
have rolled up? Your orations about 
your wealth and your consequence do 
not move us so much as the gentleness, 
simpleness and generosity of a poor 
man who is not proud.—Philadelphia 
Public Ledger. 


To manage men one ought to have a 
sharp mind in a velvet sheath.—Ggo. 
Exior. 3 


HE ENGAGEMENT of Miss Sarah Yerxa, of Cambridge 
and Marblehead Neck, has been announced to Martin 
Mower, of the fine arts department of Harvard university. 


—o=— 

Mrs. Adeline Frances Fitz, of Beach Bluff, has closed 

her summer home and has moved to the Women’s City 

club, Boston, later going to the Hotel Bellevue, Boston, for 
the winter. Mrs. Fitz 1s prominent 1n musical circles. 


Prof. James R. Jewett, of Harvard university, has 
bought Richard E. Pope’s auxiliary yawl, “Dorello III,” 
which he will use in Marblehead waters next summer. 


} 


BIS 
Daniel C. Roberts, owner of the “Gorilla,” one of the 
best-known of the auxiliary yawls in Marblehead waters, 
has sold the boat to a Gloucester fisherman. This boat has 
been in Marblehead waters for many years and will be 
missed by local yachtsmen. 


o— 
The schooner Seneca, owned by Vice-Commodore 
Frank C. Paine, of the Corinthian Yacht club, is about the 
only boat left in Marblehead harbor. 


George McQuesten, of Marblehead Neck, has bought 
the “Scapa” from Caleb Loring for next summer’s sports. 
Harrison M. Davis, of Salem, who summers at Gilbert 
Heights, Marblehead, has purchased the “Gadget” from 
Charles K. Cummings. The “Vireo,” owned by Herbert 
FE. Yerxa, which has been seen much in Marblehead wa- 
ters, has been bought by Franklin D. Roosevelt. 


2, *, 
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THE STATIONERY SHOP 
Now ts the Time for Hallowe’en Parties 


Our Stock of Decorations is now complete and 


we would be glad to give you suggestions 


CENTRAL PAPER COMPANY | 
290 ESSEX ST. “MCA SALEM 


Bldg. 
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T the home of Mr. and Mrs. Carl Dreyfus (Sylvia 9 

Goulston), “Thorn Hedge,” Devereux, last Saturday 
evening, the marriage took place of Miss Margaret Edna 
Goulston, daughter of Mr. and Mrs. Edward S. Goulston, 
of Boston and Swampscott, to Byron E. Van Raalte, of 
New York city. The bride wore white chiffon velvet with 
silver lace, with a court train of the same materials, and 
carried white orchids and lilies-of-the-valley. She was at- 
tended by her sister, Mrs. Dreyfus, as matron of honor, 
wearing turquoise blue velvet and crystal and carrying pink 
roses. The bride’s little nieces, Emilie Dreyfus and Héléne 
Levison, as flower girls, wore frocks of pink tulle and car- } 
ried old-fashioned bouquets. After a honeymoon in Cali- 
fornia, the young couple will reside in New York city. 


—o— 4 

Mrs. John Anthony Remick and Mrs. Herbert 
Yerxa, of Marlboro st., Boston, and Marblehead Neck, 
will give a luncheon, Thursday, Oct. 28, at 1 o’clock, at the 
Brookline Country club in honor of Miss Ruth Alden 
Yerxa, a member of the 1920-21 Junior league. During the 
summer Miss Ruth was one of the active members of the 
younger racing group and her little boat was entered in 
most of the races for young people. 


Mr. and Mrs. Paul Otto MacBride have returned fron 
a wedding trip in the west and are making their home in an 
apartment on the Lynn Shore Drive. Mr. MacBride 
president of the Milford Shoe Co. 


ne 
Herbert L. Bowden, of Marblehead, will race the 
“Hayseed V” next year for the Lipton cup, furnishing her 
with a new Marconi rig. 


oe 
Mr. and Mrs. Gilman M. Lougee, of the New Ocean 
House, Swampscott, will spend the winter in Jamaica. Mr. 


Lougee has been appointed manager of the Tichfield a 
Port Antonio. 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


Oct. 22, 1920 
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Lower Prices on the 


Just at the time you are planning your fall knitting we can offer you these lower 


prices: 
Knitting Worsted, old price 80c ball 


Scotch and Heather Mixture, old price 85c ball 


Saxony Yarns, old price 60c ball 
Shetland Floss, old price 45c ball 
Germantown, old price 60c ball 


John H. Newell’s Dry Goods Store 220-224 Cabot St. Beverly 
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LARCOM THEATRE, BEVERLY 
High Class Pictures — Grand Pipe Organ 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
Saturday Evenings 5.45 to 10.30 


errs 


Set 


SOCIETY NOTES 


“How Shall Women Use the Ballot?” will be the sub- 
ject discussed at a meeting to be held in Town hall, Wen- 
ham, this Saturday afternoon—Oct. 23—at 3 o’clock. The 
speakers will be Mrs. William Lowell Putnam, of Man- 
chester, Republican delegate elector-at-large, and James 
Jackson, Republican candidate for state treasurer. A dem- 
onstration will be given in making the ballot. This meet- 
ing is held under the direction of the Wenhami Republican 
committee, and an urgent appeal is made to the citizens of 
Hamilton and Wenham—men and women—to attend. 

LA 


O08 ° 
Mr. and Mrs. Thomas Barbour (Rosamond Pierce) 
and family, of Hereford st., Boston, concluded their stay 
at Beverly Farms the first of this week, and returned to 
town. They have been occupying the Dalton cottage on 
West Beach Hill. ie 


OP OTE 02 3 2 = P 
Miss Katherine P. Loring, of Pride’s Crossing, was re- 
elected president of the Beverly Historical society at its 
annual meeting held this week. 
@, 


OBO : 
Neal Rantoul and family closed their place at West 
Beach, Beverly Farms, this week and returned to their 
Boston home, 30 Fairfield st. 


ORO 
The racing yacht “Rogue,” of the “R” class (sloop), 
built in Manchester in 1917, at the Calderwood boatyard, 
from designs by John G. Alden, has been purchased by 
Charles Francis Adams. Built originally for Charles E. 
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HOT HOUSE PRODUCTS 


Meats = 


WEST ST. it 
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Sf Oe ee EGE LA oie new price .65 

Ree Pa ae ee new price .70 
ier ok eer ey, GE ba ae new price .50 
JES eee eee new price .35 
(OOS Pe. MIND oes new price .50 


Ce ey 


Knitting Worsted Skein, old price 1.50 skein 


TELEPHONE 142 BEVERLY FARMS 


Edward H. Lally 


Poultry ° 
FRUITS and VEGETABLES 


Deliveries all along the North Shore between Beverly and Magnolia 
and inland to Hamilton and Wenham 
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FLEISHER YARNS 


new price 1.15 
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THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 
KODAK DEVELOPING AND PRINTING 
156 Cabot St. 


Beverly, Mass. 


Tel. Conn. 
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TENT 


= Larest Popurar Music Musicat Mbpse. 
EMERSON RECORDS O.R.S. Prano PLayer Rots 
Greeting Cards of all kinds 


THE BEVERLY MUSIC SHOP 


260A Cabot St. (Mrs. Carrie E. Morgan) Tel. 596-W, Beverly 
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Adams, of Brookline and Marblehead, the yacht was sold 
to the Indian Harbor Yacht club, and was used in the club’s 
successful quest for the Greenwich cup as the second boat 
of the team in the match off Marblehead last August. Mr. 
Adams has sold the “Monsoon,” one of the Herreshoff 
one-design “S” boats to Caleb Loring and Charles E. Cot- 
ting. 


Call Mrs. Burnham, Y® Rogers Manse, Ipswich 85-M 
Lobster and chicken dinners; also a la carte service. 


adv. 


Your printing needs can be very promptly and care- 
fully taken care of at the new plant of the NotrH SHoRE 
BREEZE, 66 Summer st., Manchester. Especially well 
equipped to handle book and pamphlet work, such as annual 
reports, directors’ reports, etc. Telephone 378 Manches- 
ter; representative will call anywhere in Boston or vicin- 
ity. adv. 


BUTTER AND EGGS 


Game 


BEVERLY FARMS 
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LOCAL SEGtSs 


Friday, Oct*22,'1920 


MANCHESTER 


Mr. and Mrs. Raymond C. Allen 
have been on a motor trip to Jaffrey, 
N. H., the past week. 

Mr. and Mrs. Frank Tent have 
moved to Boston, where they will 
spend the winter months. 

At the regular meeting of the Board 
of Health held Tuesday evening a li- 
cense was granted Harry S. Tappan to 
deal in meythl alcohol. 

Mrs. Joseph K. Cormier and young 
son, Joseph, were guests of Mr. and 
Mrs. Edwin R. Harrison, Putnam ct., 
Thursday of this week. 

William Clancy, formerly local 
manager of the Co-operative Grocery 
store, Union st., is the new proprietor 
of the fish market on Union st., which 
he will run under the name of Union 
st. Fish Market. 

Mr. and Mrs. Thomas A. Lees and 
Mr. and Mrs. Allen S. Peabody re- 
turned last Saturday from a 10-day 
motor trip over the Mohawk Trail and 
other points of interest in the Berk- 
shires and beyond. 

Forty-nine women and five men ap- 
peared at the meeting of the Manches- 
ter Board of Registrars Wednesday 
evening and had their names added to 
the list of legal voters. The board 
meets tomorrow, Saturday, from 12 
noon to 10 p. m., for the final session 
before the November election. 

The Colonials of Gloucester crossed 
bats with the Manchester team last 
Saturday on the Brook st. playground. 
The game was not particularly inter- 
esting as there were several errors, the 
final verdict being 6 to 4 in favor of 
the Colonials. Cook and A. Cool for 
Manchester, Freitas and Mello for 
Gloucester, were the batteries. 

Miss Abbott was quite successful in 
her opening lesson, in dancing, at 
Town hall last Friday evening. The 
classes will continue to meet every 
Friday evening unless otherwise an- 
nounced. Special attention is drawn 
to the children’s classes on Saturday 
afternoon. Miss Abbott is also pre- 
pared to give private lessons in the 
homes of patrons. 

There will be a special meeting of 
the Col. H. P. Woodbury camp, Sons 
of Veterans, next Tuesday evening, to 
consider the advisability of changing 
the time of holding regular meetings 
from Tuesday to Friday nights of 
each week, There is some agitation 
in favor of making this change and it 
is hoped that a goodly attendance of 
members will be present. 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 
ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


Moving Pictures 


Horticultural Hall ©: Manchester 
A. N. SANBORN, Mgr. 


SATURDAY—OCT, 23 


One Evening Show Only 
Starting at 7.30 
First Three Reels Repeated 


DOUBLE BILL 


Ethel Clayton in 

‘“‘THE LADDER OF LIES’’ 
Robert Warwick in 

“THOU ART THE MAN’’ 


TUESDAY—OCT. 26 


One Evening Show Only 
Starting at 7.30 
Alice Lake in 
‘“‘THE MISFIT WIFE’’ 
Herbert Rawlinson in 
‘““‘THE FAKIR’’ 
A Wm, J. Flynn Story 
‘HOW BABE RUTH HITS HOME 
RUNS’’—A slow motion photo 
FOX NEWS 
FORD WEEKLY 
TOPICS OF THE DAY 


COMING SOON: Charles Ray in 
‘“‘Homer Comes Home,’’ Billie 
Rhodes in ‘‘Nobody’s Girl,’’ May 
Allison in ‘‘Held in Trust.’’ 
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.G5°H AND YOUR 


SHIRTS, COLLARS 
STARCH-WORK to :: 


Thomas Saco, Barber 


and 


Tel. 137-M Postoffice Block 
Jos. Vasconcellos, Barber 
Tel. 53-3 Central Sq. 
James Beaton, Grocer 
Tel. 8341-W Central St. 
Frank B. Rust, Grocer 
Tel. 96 School St. 


— Agents for — 
MANCHESTER LAUNDRY 
Good work Prompt Service 
Telephone 85-W 
Work called for and delivered 
OBOBOROBROLORLOBOROKOBVOBONONOS 

Miss Mary B. Allen, of Summer st., 
has accepted a position as bookkeeper 
with the Wm. Johnson Co., in Lynn, 
and assumes her new duties Monday 
of next week. Miss Allen is a grad- 
uate of Burdett Business college, Lynn. 


NOTICE 


From Noy. 3 until April 1 
our store will close at 12 
o’clock noon on 


WEDNESDAYS 


—SHELDON’s Mkt. 
Manchester 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


Floyd, Mrs. Arthur E. Olson and 


MANCHESTER 


Kenneth Sargent, of Quincy, spent 
the week-end with his aunt, Mrs. E, 
M. Lations. 

Mr. and Mrs. Edward J. Neary are 
receiving congratulations on the birth 
of a son one day this week. 

Mrs. N. B. Sargent, of Haverhill, © 
is the guest of Mr. and Mrs. Charles 
E. Bell, Brook st., for a week. 

Charles E. Smith resumed his duties 
as teller at the Manchester Trust Co., 
Monday, after a two weeks’ vacation, 

Edward Crowell, of Lincoln st., has | 
been having a few days enforced va- 
cation the past week, being unable to 
work on account of illness. | 

The adoption degree will be con- 
ferred on two palefaces at the next 
meeting of Conomo tribe of Red Men 
on Wednesday evening, Nov. 3. 

Mrs. Susan E. Hooper, Union st., 
had the misfortune to fall and break 
her arm last Saturday, while working 
around the house at her home on 
Union st. 

Mrs. Blanche Ferguson, better re-— 
membered as Miss Bragdon, former 
French and German teacher at the 
High school, spent the week-end in~ 
town, a guest of Miss Edna Parker. 

Mrs. George E. Rogers returned © 
Monday, via New York, after a very 
pleasant summer’s visit to her former 
home in Southern France. Mr. and_ 
Mrs. Rogers make their home on Mrs. — 
W. Scott Fitz’s estate, Smith’s Point. 

Miss Annie L. Lane was the 
speaker of the afternoon at the open- 
ing meeting of the season, of the 
Rockport Woman’s club, last week. 
Miss Lane gave an interesting account 
of the Federation conference held in 
Springfield last May. 

Work is under way at the Saml. 
Knight’s Sons Co. coal wharf in the 
construction of added facilities for 
handling their coal, and in the unload- 
ing and storage of same. A tower, 
with increased power, is the principal — 
feature of the changes. 

The Massachusetts Parent-Teacher 
association meetings in Boston Thurs-— 
day, Friday and Saturday of this 
week are being attended by several 
Manchester women. Mrs. John Baker 
was present on Thursday, today (Fri-— 
day) Mrs. Minnie Spry, Mrs. D. T. 
Beaton, Mrs. Alfred Parsons, Mrs. A. 
Cruickshank and Mrs. Frank Foster 
are planning to attend, and Mrs. Frank 


Mrs. William Follett will be present 
tomorrow. 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 
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LASSIFIED ADVERTISEMENT 


Advertisements under this head 2c a word the first week. le 
a word after the first week. Stamps may be used in payment. 


Heip Wanted 


For Sale 


MAID for general housework. Address: 
Mrs. Greene, 8 Loring ave., Salem, 
Mass., or phone Salem 1802-M. It. 


GIRL for light office work, answering tel- 


ephone, etc. Steady position. For par- 
ticulars inquire at The Breeze of- 
fice. 


43-44 


Position Wanted 


CHAUFFEUR would like position; North 
Shore preferred. Experienced in driv- 
ing. Steady, reliable; good references. 
Apply: ‘‘Chauffeur,’’ Breeze office. 43-47 

WOMAN will accommodate by day. Any 
kind of work—Apply: 26 Elm st., Man- 
chester. 32tf. 


Trained Nurse 
HOSPITAL TRAINED NURSE - MAID 
would like position. No objection to 


traveling. Address: Miss E. F. M., 
North Shore Baby Hospital, Salem, 
Mass. 42-45, 


| Beverly 


PIGS FOR SALE— Ten 
well-bred pigs, age three months.—A. F. 
Sortwell, Beverly Farms, Mass. Tele- 
phone Beverly Farms 155-R. 1t. 

PEKINGESE for sale. Very handsome 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 
black mask. Also wire haired fox ter- 
rier, Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion.—Mrs. R. Curry, 603 
Hssex St., Beverly. Phone 247-J. 20-22 


CARD OF THANKS 


The committee for the 


Rummage Sale at 
wishes to 
thanks and appreciation 


Farms express its 


to all those who 


| contributed in any way towards making 
the sale a complete success. 


‘Seasonable underwear at W. R. 
Bell’s, Central sq. adv. 


PARK QUESTION AGAIN 


CORRESPONDENT THINKS SINGING 
BeacH Sapty NEGLECTED AS A 
Town ASSET 


Editor Nortu SuHoreE BREEZE, 
Dear Sir: 


So much has been printed in your 
esteemed paper the last few weeks 
concerning the conditions at Singing 
Beach, I am prompted to add one more 
suggestion to those already made—a 
suggestion which, if adopted, it seems 
to me, would add very materially to 
the assets of the town in regard to the 
park facilities provided for its citizens. 

I was somewhat surprised yesterday 
in visiting Singing Beach to find that 
it was closed for the season—its bath- 
houses were locked and no opportuni- 
ty was provided whereby I and my 
friends could go in swimming. 

It is a matter of expediency for the 
Park Commission to cut off the ex- 
pense of caretaker for the bathhouses 
as soon as the fall weather sets in, yet 
there are always days and weeks like 
this when the weather is warm enough 
for some of the more rigorous to go in 
swimming. 

There would seem to be some excuse 
for this economy, until on motoring 
by the park on Beach st., I notice a 
caretaker is busily engaged there as he 
has been all summer. 

I do not depreciate the efforts of the 
officials to keep the park in good trim, 
but why not also exercise good judg- 
ment in handling the beach. Keep a 
man there until snow flies, if neces- 
sary. 

The town of Manchester does not 
half appreciate what a grand asset it 


has in Singing Beach as an attraction 
for a summer resort. It is time some- 
body woke up to the importance of 
this beach as a drawing card for vis- 
itors to our community. 

This is not meant in the line of crit- 
icism of the Park Commission, but as 
a suggestion for increasing the value 
of the town’s assets. 

Very truly yours, 
—ONE OF MANCHESTER'S 
New VOTERS. 
Octoper 2 LLo20): 


WeEbD 


IN HorTICULTURAL HALL 
MANCHESTER 


At Horticultural hall, Manchester, 
last Sunday afternoon, Peter A. Psal- 
idas—better known as Peter A. Brown 
—proprietor of the Manchester Fruit 
store, and Miss Anastasia Sinadinou, 
of Manchester, formerly of Lynn, 
were united in marriage with all the 
pomp and splendor of a real Greek 
wedding. A minister from the Greek 
Orthodox church in Lynn performed 
the ceremony. 

About 200 friends and relatives of 
the couple were in attendance and par- 
took of the festivities, including a 
generous repast after the wedding and 
a punch—of present-day consistency, 
prepared by no less a “mixer” than 
Town Clerk Lyman W. Floyd. The 
guests were from Gloucester, Beverly, 
Salem, Peabody, Lynn, Boston, Cam- 
bridge, Allston, Haverhill and Pitts- 
burgh, Pa., and a number of friends 
and business associates in Manchester. 
An orchestra furnished music. 

The groom served in the world war, 
going to France and putting in more 
than a year of service. 


AT 


exceptionally 


N. GREENBERG 


BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 


34 Union St. (Opp. P.O.) Manchester 


Manchester Magnolia Bev. Farms Boston 
SMITH’S EXPRESS COMPANY 


Seapine Boston Office: 32 Courr So. 
(4 As 


Boston Main 489; Manchester 119 
First-Class Storage for Furniture 
Separate Rooms Under Lock 
MANCHESTER MASS. 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


tans. INSURANCE 
Any Kind Anywhere Any An t 
GEO. BE. B, STROPLE” 
oe General Manager 
SO istrict Manager Joh 
Mutual Life Ins, eae. i ee 


ROCKPORT, MASS. 


_After a wedding trip to New York 
city Mr. and Mrs. Brown will return 
to Manchester and will make their 
home at 7 Morse ct. 


He that would have the perfection 
of pleasure must be moderate in the 
use of it—BrnyJAMIN WHICHCOTE. 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the Norru Snore 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends 
—or telephone 378. adv. 


Modern Dancing 


All the new and latest steps 
Also Novelty Dancing 


Town Hall, MANCHESTER 
Friday Evenings 


Beginners’ Class 8-9.30 
Advanced Work 9.30-10.30 
General Dancing 10.30-11.30 


assemblies — always 
novel, and different 


Monthly something 


SPECIAL ATTENTION 
Children’s Dancing Class 
Saturday Afternoons 
2.30-4.30 


Modern and Folk Dancing 


Good Music—Chane’s 2-Piece 
Orchestra 


Subscription 55c (including tax) 


Private Lessons in your own home, 
if desired 


Classes conducted by 
MISS ELIZABETH ABBOTT 
of Magnolia 
For information telephone 427-W Magnolia 
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STOP! LOOK! 
LISTEN! 


When you want painting, pa- 
perhanging, decorating, furni- 
ture refinished, glass reset, pic- 
tures framed, window shades 


made to order and mirrors re- 


finished, we will be pleased to 
give you an estimate, and satis- 
factory work will be guaranteed. 


No job is too large or too small 
for 


STEELE and ABBOTT CO. 


2o° GEN TRAD ST: 


Assoc. Mem. Am. Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester - 


Tel. 645-W 


RAYMOND C. ALLEN 


MANCHESTER 


Member Boston Soc. C. E. 


Tel. 73-R and W. 


FISHING POLES 


Telephone 
245 


CAMP, COTTAGE, VACATION & PICNIC SUPPLIES 


POCKET LIGHTS AMMUNITION 
WHITE MOUNTAIN ICE CREAM FREEZERS 


JOHN W. CARTER CO. 


FISHING TACKLE 


10 School St. 
MANCHESTER 


MANCHESTER CHURCHES 


Congl. church, Rev. F. W. Man- 
ning, pastor—At next Sunday morn- 
ing’s service the pastor will preach 
from the subject: “The Greatest of 
All Teachers.” The Sunday evening 


service will begin at 7 o’clock,—notice 
change in time. Subject: “How to 
Vote.” Special music. Come and 


bring others to this patriotic service. 
A patriotic service will be held in 
the Congl. church Sunday evening at 
7 o'clock. There will be special mu- 
sic. Voters, especially those who are 
about to vote for the first time, are 
cordially invited to attend. There 
will be singing of patriotic hymns and 
an earnest sermon by the pastor. 
Harmony Guild is planning to re- 
new the vesper services which were 
such a pleasant feature of the winter 
a few seasons ago. These vesper ser- 
vices will be held once a month in the 
Congregational church on Sunday aft- 
ernoons at 5 o'clock. 
held on Nov. 21. 
Harmony Guild will meet in the 
Congregational chapel Monday eve- 
ning, Oct. 25, at 8 o’clock. There will 


The first will be . 


be an entertainment and it will be well 
for none of the members to miss this 
meeting. 

The, Harmony Guild will hold a 
Hallowe’en tea next Friday, Oct. a. 
from 3 to 5 o’clock, in the Congrega- 
tional chapel. Various good things to 
eat will be sold at reasonable prices. 


Baptist church, Rev. H. E. Levoy, 
pastor.—Sunday morning at 10.45 
o'clock the pastor will preach from the 
subject: “A Short-Circuit in the Spir- 
itual Wire.” Sunday evening at 7.30 
the subject will be: “Is the Devil Real, 
and How Real?” Come and learn the 
answer to this question. Bring some- 
one with you to this service. Special 
music by a soloist. 

The Junior and Intermediate Chris- 
tian Endeavor societies have resumed 
their Sunday afternoon meetings at 
3.30 o’clock. 

The Friendship circle will hold its 
regular meeting in the Baptist church 
vestry on Monday evening, Oct. 25. 
This will be a nut party. Each mem- 
ber is requested to bring a pair of 
scissors, 
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PROF. JAMES 


the brilliant psychologist at Har- 
vard, asked a carpenter who was 
working on the place if he thought 
all carpenters stood on the same 
level, and if not how he would in- 
dicate the difference between men— 
10, 20, 30 percent or whatever. 


The carpenter, after pondering the 
question all day, finally said: ‘‘ There 
ain’t much difference between men, 
but what there is is mighty import- 
ant.’’ 


CORSET SHOPS 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
“‘tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 
143 Essex St., Salem. 
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MANCHESTER 


Willard J. Fallon, of Arlington, vis- 
ited friends in town first of the week. 

Mr. and Mrs. F. W. Bell are en- 
tertaining Mrs. Mary Edgerly, of 
Peabody. 

The Barney brothers have concluded 
their labors at the Standley garage and 
blacksmith shop, Beach st. 

Mrs. Magarethe Ekman has re- 
turned to Boston, after spending the 
summer season at Mrs. E. M. Lations’. 


TS 
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MANCHESTER ForRTUNATE REGARDING 
Auto Accipents Tuis SUMMER 


It is worthy of more than passing 
mention to notice that during the past 
summer Manchester has been particu- 
larly fortunate in not having any 
deaths resulting from automobile acci- 
dents in this town. 

Only one person was taken to the 
hospital to receive treatment from in- 
juries received in an accident and that 
occurred at 2 o’clock in the morning. 

This speaks well for the efficiency 
of the Manchester police force, which 
has handled the traffic in a very praise- 
worthy manner. When one considers 
the large number of automobiles which 
pass through the Manchester streets 
en route for Beverly or Cape Ann it 
is quite surprising that accidents have 
been so few and fatalities none at all. 

To realize how fortunate Manches- 
ter has been in this particular the past 
summer it is only necessary to com- 
pare her record with that of either 
Beverly or Gloucester, where there 
have been several deaths from acci- 
dents the past season. It is hoped that 
Manchester will continue to be thus 
favored. 
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"CO-OPERATION NECESSARY 


Says Dr. SmitH, IN MANCHESTER 
TALK ON EDUCATIONAL 
PROBLEMS 

Unusually well attended was the 
‘opening meeting of the season of the 
Manchester Parent-Teacher associa- 
tion held in the Price school hall Tues- 
day evening, with Dr. Payson Smith, 
Massachusetts commissioner of edu- 
~eation, as speaker. 

~ With a far-sighted and confident 
knowledge of the requirements of the 
schools of the present day, Dr. Smith 
presented the problems which con- 
front both the teachers and the par- 
ents. He spoke impressively of the 
great need of co-operation between the 
‘school and the home. It is a mistake, 
he stated, to send children away to 
boarding school, thus robbing them of 
the home atmosphere and _ training 
which is their birthright. He also 
spoke of the urgent need of physical 
training for the children, and in refer- 
ring to the recent war, when the great- 
est inventory of human material 
‘known to history was taken, he said 
that the number of boys of army age 
who were illiterate was appalling. 

Dr. Smith also expressed a hope that 
‘arrangements will be speedily made to 
provide for the education of children 
"up to the age of eighteen, in order that 
they may become helpful, intelligent 
citizens, capable of clean, straight 
thinking. 

- During the course of his lecture Dr. 
Smith said: “If I were privileged to 
‘select a motto for our schools, I should 
se one word, “Together! for no man 
is big enough for his job alone. He 
must have the co-operation of those 
with whom he is associated.” 

At the opening of the meeting the 
president, Mrs. Arthur E. Olson, an- 
‘nounced that there is to be a big mem- 
‘bership drive this year, and she urged 
that every father and mother—in fact, 
anyone at all who is interested, should 
become a member. In connection with 
} this announcement she read a letter 


from one of the members, who do- 


LISLE 
and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


Devoe’s Specialize in 
LADIES’ BLOUSES UNDERWEAR 
SILK PETTICOATS HANDKERCHIEFS 


and SILK HOSIERY 


SALEM 


CENTRAL -PAPER .CO. | ftonzsr 
290 Essex St. (YMCA Bldg.) SALEM 


The largest paper house in Essex County at 
Dealing Exclusively 


BOXES and 
WAX PAPER 


in Paper Goods WHOLESALE 


nated $25 towards helping the associa- 
tion. 

Mrs. Olson also announced that the 
11th annual conference of the Massa- 
chusetts Parent-Teacher association 
will be held in Boston on Thursday, 
Friday and Saturday, Oct. 21, 22 and 
23. Various points of interest in Bos- 
ton and vicinity will be visited by the 
delegates, and this being the first time 
the convention has met in Boston, she 
expressed a hope that the Manchester 
branch should be well represented. 

Mrs. Frank L. Floyd read the greet- 
ings of Mrs. Milton P. Higgins, who 
is now National president of the asso- 
ciation. She was formerly state presi- 
dent. 

Mrs. D. T. Beaton, who is on the 
child welfare committee, announced 
that the scales for weighing the school 
children have arrived, and the weigh- 
ing and measuring of the children had 
been started last Monday. 

A quartet of the children of the 
ninth grade sang several selections. 


HortTicuLTURAL HALL PICTURES 


Ethel Clayton in “The Ladder of 
Lies” and Robert Warwick in “Thou 
Art the Man” are the features of the 
double bill to be shown at Horti¢ul- 
tural hall, Manchester, tomorrow eve- 
ning, Saturday. One evening show 
only, starting at 7.30 o’clock. 

Next Tuesday, Oct. 26, Alice Lake 
in “The Misfit Wife;’ Herbert Raw- 
linson in a Wm. J. Flynn story, “The 
Faker ;’ “How Babe Ruth Hits Home 
Runs,” a slow motion picture, showing 
the home run king in action. Fox 
News, Ford Weekly and Topics of the 
Day will also be on the program. 
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H. M. PERKINS 
thaberdasber 


246 Essex St. SALEM 


KING’S CORSET SHOP 


Specialty of 
Corsets, Brassieres 


Corset Accessories 
SALEM 


2LO5 ESSEX” SP f 
WINER’S 
WOMEN’S SAMPLE SHOP 


2464 ESSEX ST., SALEM 
Telephone 574-W Up one flight 
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Hawthorne Cafe 


271 Essex St. 
Salem, Mass. Tel, Conn 
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The newly elected and appointed 
officers of Masconomo council, K. of 
C., of Manchester, were installed on 
Tuesday evening of last week—Oct. 
12—by District Deputy Fred A. 
Creesy and suite, of Beverly, as fol- 
lows: 

Cornelius A. Kelliher, grand knight ; 
Geo. R. Evans, deputy grand knight ; 
John F. Coughlin, treasurer; John 
Singleton, financial secretary; James 
A. Gillis, recorder; Daniel Meany, 
warden; Patrick H. Boyle, chancellor ; 
Jas. Ellinwood, inside guard; Joseph 
Coen, outside guard; Ernest Dechene, 
lecturer; John Ferguson, advocate; 
Edward J. Neary, trustee for 3 years; 
Edward P. Flinn and Cornelius A. 
Kelliher, delegates; George R. Evans 
and Edward J. Neary, alternates. 

A smoke talk followed the installa- 
tion with talks by the deputy and P. 
H. Boyle. 

Great works are performed not by 
strength, but by perseverance.—JOHN- 
SON. 
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INSTALL OFFICERS 


HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 
Hrs., 6 to 10 p. m. Sat. Tel. 338-W. 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel, 68-M. 
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Your Printing 


should not be a matter of who will do your 
work at the lowest price —but who will 
give you the best service — the least trouble. 


Printing is becoming more 
and more a matter of giving 


Constructive Service 
— less and less, price competition 


That is what the NORTH SHORE BREEZE is doing—it is 
what it is equipped to do—give Constructive Service. 
The plant is equipped to do work of finer grade than 
the ordinary country print shop. It would be impossible 
to produce a weekly magazine like the BREEZE — S& 
running into 80-odd pages a week for the summer 
months, with fine illustrations, etc-—without the equip- 
ment. Though the business has been established since 
1904—17 years ago—most of the equipment has been 
installed within the last four or five years, and the <M 
Linotype shown above—the most modern improvement of this wonderful type-set- 
ting device—was installed last winter. The cylinder press shown below is the last 
word in printing press equipment—a Babcock Optimus— new last spring. Other 
printing and binding equipment, type faces and the many utilities of the modern 
plant, places the BREEZE in a position to handle the production of 


Books, Pamphlets, Reports and Smaller Job Work, 


as well as Publications 
The office is free to take on several 


Weekly or Monthly Publications 


The plant is now installed in a new building—built of concrete, fire-proof, especial- 
ly conceived and constructed for us, and owned by us. 


Tee espana gare 
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Let the BREEZE plant handle your merits It is equipped especially for Book and 
Pamphlet Printing—but can also look after your smaller needs. f 


A telephone call will bring a salesman to your office. Prices given and samples submitted. 


NORTH SHORE BREEZE CoO., PRINTERS and PUBLISHERS 


J. ALEX. LODGE, MGR. 
66 Summer Street Mek $18, 37% MANCHESTER, MASS 
; : 
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TOWN OF MANCHESTER 


BOARD OF REGISTRARS 


Office of the Board of Registrars 
Sept. 28, 1920 
Notice is hereby given that the Board 
of Registrars of Voters will be in session 
at the Selectmen’s office, Town hall bldg., 


_ Manchester, Wednesday evenings, Oct. 13 


and 20, from 6 to 9 o’clock, and Saturday, 
Oct. 23, from 12 m. to 10 p. m., for the pur- 


pose of receiving evidence of the qualifi- 


cation of persons claiming a right to vote 
at the election to be held on Tuesday, Nov. 


2, and of correcting the list of voters. 


- morrow — Saturday, 


No name can be added to the voters’ 
list (except to correct omissions. made by 
clerical error or mistake) after 10 o’clock 
on the evening of Saturday, Oct. 23, at 
which time registration closes. 

By order of the Board of Registrars of 
Voters,— 

W. J. JOHNSON, 
HARRY E. SLADE, 
EDWARD CROWELL, 
LYMAN W. FLOYD, 
: Board of Registrars. 
oet.1,8,15,23 


TomMoRRowW IS LAST CHANCE TO 
REGISTER IN MANCHESTER FOR 
NoveEMBER ELECTION 


The last chance for Manchester men 
and women to have their names placed 
on the legal list of voters eligible to 
vote at the November election is to- 
OCie 20.6 Lhe 
Manchester Board of Registrars will 
be in session at the Selectmen’s room, 
Town hall building, from 12 o’clock 
noon until 10 o’clock in the evening. 

This should give ample opportunity 
for every person not yet registered to 
attend to the matter and qualify him- 
self or herself so as to be eligible to 
vote Tuesday, Nov. 2. 


MANCHESTER WOMEN VOTERS— 
ATTENTION ! 
Women, attention! Saturday, Oct. 
23, from 12 noon until 10 p. m, is 


_ your last chance to register. Please 


do so. Also be sure to attend the rally 
in Horticultural hall this Friday eve- 
ning (Oct. 22). Good speakers. Any 
questions you wish answered will re- 


ceive attention at this meeting. The 


be shown. 


proper way of marking the ballot will 
Come! 


Complete line of men’s belts at W. 
R. Bell’s, Central sq. adv. 


The greatest thief this world has 
ever produced is procrastination, and 
he is still at large—H. W. SHaw. 


VALENTINE’S TRUCKING CO. 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 


Large and Small Shipments in Either Direction 


also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 


Telephone 375-W, HE. L. Valentine, 49 School st., Manchester 


PRESIDENTIAL ELECTION, TUESDAY, NOV. 2 


A Few Items of Interest 
to the Manchester Voters 


REPUBLICAN. RALLY © TO- 
NIGHT IN MANCHES- 
TER 


There will be a Republican rally in 
Horticultural hall, Manchester, this 
(Friday) evening under the auspices 
of the Republican Town committee, P. 
H. Boyle, chairman. 

Cong. W. W. Lufkin, Charles E. 
Burrill and E. Mark Sullivan are ex- 
pected to be present and address the 
citizens on matters pertaining to the 
present campaign. A cordial invita- 
tion is extended every man and wom- 
an of Manchester to be present at this 
rally and hear these entertaining 
speakers. 

Long’s orchestra will furnish music. 
There will be singing of popular 
songs and a general good time is prom- 
ised. 

Doors open at 7.30 o’clock. Let all 
Republican enthusiasts plan to attend 
and hear of the aims and purposes of 
the Republican party. 


SPECIMEN Ba.Ltot PosrEpD — LiQguor 
AND PoLicE QUESTIONS TO BE 
CONSIDERED 


A specimen ballot has been posted 
on the outside of the Town hall build- 
ing, Manchester, giving a list of the 
candidates of all parties to be voted 
for at the November election one week 
from next Tuesday. 

In addition to the names of the can- 
didates there will be an opportunity to 
vote on the matter of legalizing the 
manufacture and sale of beer, cider 
and light wines. The wording of the 
article states that these “beverages, 
containing not less than one-half of 
one percent and not more than two and 
three-quarters percent of alcohol by 
weight at 60 degrees Fahrenheit, shall 
be deemed not to be intoxicating li- 
quor.” 

The following article is also placed 
on the ballot for the consideration of 
the voters: “Shall chapter 166 of the 
acts of 1920 which authorizes the 
granting of one day off in every eight 
days to police officers without loss of 
pay, be accepted by this town tte 

This article regarding one day off in 
every eight for policemen is of consid- 


erable interest to the Manchester po- 
lice force. The members are entitled 
to only ten days’ vacation per year ac- 
cording to the present regulations and 
serve continuously the balance of the 
year unless excused by the chief. This 
act was passed by the last session of 
the Massachusetts legislature and is 
now placed before the cities and towns 
of the Commonwealth for action by 
the voters. 


ABSENT VOTING INTERESTS OUT-OF- 
Town MANCHESTER RESIDENTS 


Manchester residents, who cannot 
be in town to cast their ballots at the 
November election, are applying to 
Lyman W. Floyd, Town Clerk, for the 
necessary papers which will allow 
them to exercise the right of absent- 
voting as legalized by the last session 
of the Massachusetts legislature. 

Mr. Floyd is receiving applications 
almost every day and it is safe to say 
that quite a large number of votes will 
be counted in Manchester which will 
be cast in this new manner. 

Evans Spalding, of the Harvard 
club, New York city, son of Mr. and 
Mrs. F. R. Spalding, of Boston and 
Manchester, is the first Manchester 
man to exercise this privilege and send 
his vote to the Town Clerk. 

It is obvious that the applications 
must be filed within a seasonable time 
prior to election in order to fill out the 
ballot, return it and have it counted at 
the proper time with the other votes 
cast in person by residents. 

The attention of our readers is di- 
rected to page 7 in this week’s issue of 
the Breeze to a more extended ac- 
count of absent voting and some of the 
regulations concerning it. 


Politeness is better than logic. You 
can often persuade when you cannot 
convince.—H. W. SHaw.: 

The philosophy of one century is the 
common sense of the next. — HENRY 
Warp BEECHER. 

He serves his party best who serves 
his country best.— RuTHERFoRD B. 
HAYES. 

When the fox hath once got in his 
nose, he’ll soon find means to make the 
body follow.—SHAKESPEARE, 


NORTH SHORE BREEZE and Reminder 


WANTED—Washings to do by the 
hour, day or week, at your own home. 
No muss or fuss and work fully 
guaranteed. For particulars call Man- 
chester 168-W and ask for Mrs. THor. 


Ji ot by Bee ON os 


CARRIAGE BUILDER — AUTOMOBILE REPAIRING 
Special Attention to Automobile Painting 


Auto Trimming—Slip Covers—Tops Recovered 
Telephone 206-M 


DEPOT 8Q. 


Silva's Express 
LOGAL EXPRESSING 


Furniture and Piano Moving by 
Auto Trucks, long distance or local 


STORAGE FOR FURNITURE 
Rubbish and Garbage Collected 


Trev. 11-W. P. O. Box 223 
Residence: Morse Ct., Manchester 


G. A. KNOERR 
Everything Electrical 


4 School St. MANCHESTER 
Telephone 259-R (House 259-W) 


MT. PLEASANT DAIRY 
Ro& L BAKER 


Dealers in 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER --- MASS. 
P. O. Box 129 - Telephone Connection 


Jobbing express and local trucking, 
—Augustus Ferreira. Tel. 318-J. adv. 
Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv. 
When you think of painting think 
of Tappan, 17 Bridge st., Manches- 


ter. adv. 
Keep your feet dry; buy rubbers at 
W. R. Bell’s, Central sq. adv. 


He who is the most slow in making 
a promise is the most faithful in the 
performance of it—RoussEAv. 


Storage for Carriages 
MANCHESTER 


LIBRARY NOTES 


New Books in Manchester Public Library 


I want to call the attention of the 
boys and girls to three books they 
should know more about. They are— 
“English Literature for Boys and 
Girls,’ by H. E. Marshall, “Young 
People’s Story of American Litera- 
ture,” by Ida Prentice Whitcomb, and 
“The Home Book of Verse,’ by Bur- 
ton Egbert Stevenson. The work on 
Iknglish literature is a large volume, 
beautifully illustrated. The story of 
the growth of literature is told in a 
charming manner, and any boy or girl 
that takes out this book will find many 
fascinating stories about those writing 
our books in the olden times and about 
the books themselves. ; 

“The Story of American Litera- 
ture’ is a small volume illustrated by 
photographs of many of the writers 
and of some of their homes. Many 
anecdotes are related about the people 
who wrote our books. The reading of 
these two works will help the boys and 
girls in their school work and may 
possibly inculcate in them a love for 
the best in literature. 

“The Home Book of Verse for 
Young People” is a wonderful collec- 
tion of verse. I wish every family 
owned this work. No growing boy or 
girl can know too much poetry. All 
children should be encouraged in the 
habit of commiting to memory selec- 
tions from the poets. The contents of 
this book are admirably arranged un- 
der the following heads—‘“In the Nur- 
sery,” “The Duties of Children,” 
“Rhymes of Childhood,” “Just Non- 
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FRANK A. EBBERSON 
PRACTICAL 
Horse Shoer 


5 Elm St. Manchester-by-the-Sea 
Telephone 53-X 


sense,” “Fairyland,” “The Glad Evan- 
gel,’ “This Wonderful World,” 
“Stories in Rhyme,” “My Country,” 
“The Happy Warrior,” “Life’s Les- 
sons” and “A Garland of Gold.” 

If you want to be amused and have 
a good laugh get out of the library 
“The Conic Almanack.” It is a bulky 
little volume containing much humor- 
ous poetry and many comic illustra- 
tions by the celebrated artist, George 
Cruikshank. 

A book of real good essays that has 
been in the library for a year, but has 
never been taken out, is “There’s Pip- 
pins and Cheese to Come.” ‘There are 
some twelve essays in the volume, all 
worth reading. 

While in the library the other day | 
came across a volume entitled “The 
Poems of John Godfrey Saxe.” 1 
wonder how many reading this ever 
heard of the author or his work. He 
was an American poet who wrote hu- 
morous verse. Some of his poems, 
such as “The Proud Miss McBride,” 
“Love and Law” and “Toujours les 
Femmes” remind one of Thos. Hood. 

This book was given to the library 
by the late Mrs. James T. Fields. 

A good way to learn how people 
lived in this state just after the Revo- 
lution is to read “Life in a New Eng- 
land Town, 1787-1788,” being a diary 
of John Quincy Adams — afterwards 
President of the United States—while 
he was a student at law in Newbury- 
port. The town was a social center. 
Times were hard and taxes were high 
and consequently there was a good 
deal of unrest. Shay’s Rebellion was 
about this time. The convention 
which drafted the Federal Constitu- 
tion was in session. John Hancock 
was governor of Massachusetts. The 
following quotation from a letter to his — 
mother is of interest: “I passed two 
or three days at Braintree, quite sick 
of what I then thought was a severe 
cold. I have since been induced to | 
suppose that it was the influenza. This 
disorder has since been almost univer- 
sal in this state. It has not, 
however, been fatal in any instance 
that has come to my knowledge in this 
neighborhood.” 

Next week we hope to have some 
more new books. —R. T. G. 


Without frugality none can be rich, 
and with it very few would be poor.— 
Dr. JoHNSON. 
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J. HARRIS 
CUSTOM TAILOR 


for 


LADIES and 
GENTLEMEN 


iM All work done by first-class work- 
men; reliable, satisfactory and rea- 
sonable. 


(‘x 


Telephone 658-W 
CENTRAL SQ., MANCHESTER 
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NY 
MANCHESTER WOMAN’S CLUB 
“Tur MAKING OF A NEWSPAPER” 


Supyect oF TALK By Boston 
JoURNALIST 


“The Making of a Newspaper” was 
the subject of a lecture of unusual in- 
terest by P. J. Lynch of the editorial 
staff of the Boston Post before the 
members of the Manchester Woman’s 
club at their meeting Tuesday after- 
noon in the Congregational chapel. 

Mr. Lynch told briefly, but clearly, 
of the process and the various hands 
the news, which comes from all parts 
of the world, goes through before it is 
finally placed before the public on the 
printed sheet. “The large daily pa- 
pers scorn to use news that is more 
than twelve hours old,” he said, giving 
an insight into the very short time in- 
tervening between the receipt of the 
news and the printing of the paper. 
Fresh news is, of course, arriving ev- 
ery minute and must be reckoned with 
according to its importance and inter- 
est to the reading public. 

Mr. Lynch had several pictures of 
the linotypes and presses which are 
used by the Post. These he passed 
among the audience as he explained 
how it was possible to print so many 
copies of the paper in such a short 
time. The printing of the colored sec- 
tion was also explained, as were the il- 
lustrations, from the time they are tak- 
en by the photographers, developed in 
the Post studio, made into cuts by the 
engraving department and __ finally 
printed on the sheet. The large daily 
papers today, he explained, have their 
own studio, their engraving depart- 
ment and a machine shop, in order to 
be able to meet emergencies that may 
arise from broken machinery. 

His audience was “let in’ on a few 
of the newspaper man’s secrets — de- 
stroying somewhat the illusion that 
newspaper men are nore or less gifted 
with clairvoyancy. They simply 


NORTH SHORE BREEZE and Reminder 


A Complete 
Line of 


POST OFFICH BLOCK 


MANCHESTER 


TELEPHONES: 217. 8388 


ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 
REGISTERED PHARMACISTS ALWAYS ON DUTY 


It one is busy call the other 


ELecTRIC qi i ih 
‘3 er || em come | Al 
5)". m {opal lin 9 j Hse 4 | 
or ad \ \ Ol 
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“TOO BAD TO MEND | 
D 
Let us see the shoes before you throw 
them away. You will be surprised at 
what wonders we accomplish with 
worn-out shoes with our up-to-date 
methods, machines, etc. In these days 
of high prices, it is a blessing for a 
man with a family to have such a re- 
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$5  ——- 


Staple and Fancy Groceries 


S. S. PIERCE GOODS 
BULLOCK BROS., GROCERS 
Telephone 190 


52 


“take a chance” on being right when, 
for instance, at the end of a ball game 
the crowds pouring out of the park 
are met by newsies with the papers 
containing the news of the game (to 
a certain point), and proclaiming in 
glaring headlines the name of the win- 
ners. When a difficulty arises as to 
deciding in advance the winners, two 
lots of papers are printed, and there 
you are! They are right anyway. 

At the opening of the meeting the 
president, Mrs. Edna R. Peabody, an- 
nounced the autumn meeting of the 
Massachusetts State Federation which 
is to be held in Second church, Cod- 
man sq., Dorchester, Friday, Oct. 29; 
also the Fifth District conference of 
the Massachusetts State Federation of 
Women’s clubs to be held in the Uni- 
tarian chapel, Lawrence, Tuesday, 
Oct. 26. 


The meeting was followed by the 


pairing shop in town as 


29 Beach St., 


Also Trunk and Bag Repairing 


J. A. CULBERT’S 


MANCHESTER 


usual social hour with Mrs. Mary S. 
Merrill as hostess. 

A cleverly handled report of the 
presidents’ conference at Nahant was 
read by Miss Annie Lane, who repre- 
sented this club. Miss Lane gave a 
very clear outline of the lecture given 
by Mrs. Gurney, who is the past pres- 
ident of the Federation. 

Among the guests at the meeting 
was Mrs. M. F. Tenney, manager of 
the Redpath Lyceum Bureau, who, ac- 
companied by two of her friends, came 
down from Boston to hear Mr. 
Lynch’s talk. 

Caps for men and boys at W. R. 
Bell’s, Central sq. adv. 

Augustus Ferreira—jobbing express 
and local trucking. Tel. 318-J. adv. 

Latest styles in Lamson & Hubbard 
soft hats and caps at Bell’s Beach st. 
store. adv. 


| Telephones 610, 611 


~HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
: Kitchen Furnishings 


|| S. S PIERCE GROCERIES 


20 NORTH SHORE BREEZE and Reminder 


: 
UNION ST. 
FISH MARKET 


W. H. Clancy, Proprietor 


40 Union St. - - - MANCHESTER 


OPEN ALL WINTER 
All kinds of Fish in season 


TELEPHONE 99-]J. 
SSS eT Sarees 
STORY HIGH SCHOOL 
MANCHESTER 


The food sale of the Senior class, 
held last Friday afternoon, was a great 
success and added about $40 to the 
treasury. 

Do not forget the Senior dance next 
Friday evening, the 29th. 

There will be another social this, 
Friday, evening, the 22d, under the 
auspices of the Senior class, in the 
Price school hall. The High school 
and the 8th and 9th grades are cordial- 
ly invited to attend. 

The eye and ear test was given by 
Miss Long, the school nurse, on Wed- 
nesday. Miss Wells, of the faculty, 
and Miss Lee, of the student body, as- 
sisted her. 

The regular teachers’ meeting was 
held Wednesday. 


“PuFFS” IN WESTERN 
NEWSPAPER 

Referring to an old citizen as a 
“relic of antiquity,” $1. 

Calling a new made lawyer “a legal 
light of which the profession should 
feel proud,” $2.25. 

To call a man a “progressive citi- 
zen,’ when it is known that he is 
lazier than a government mule, $1.75. 

Calling a woman a “talented and re- 
fined lady, a valuable acquisition to so- 
ciety,” with variations, $1.85. 

Referring to a deceased citizen as “a 
man whose place will long remain un- 
filled,” when we know he was the best 
poker player in town, $2.25. 

Extra rates are charged when the 
party is well—Arkansaw Thomas 
Ue, 


RATES FOR 


FLOWERS FOR THANKSGIVING SHOWN 
TO BE Easiry Grown 


When school opens in September 
flowers are so abundant that we are 
likely to forget how soon Jack Frost 
will come along and spoil their beauty. 
3ut he comes just the same, and be- 
fore Thanksgiving he leaves us only 
brown and blackened stems. So if we 
want flowers to decorate the dinner ta- 
ble on Thanksgiving Day, we had bet- 
ter prepare for them at least by the 
early part of October. 

To grow in water—Find an old gin- 


ger jar, a hyacinth glass, an empty 
olive or pickle bottle, or anything that 
holds water and has a good space for 
the roots. Fill this with water, set the 
bulb on top so that the water touches 
the bottom of the bulb. Set it away 
in a cool, dark closet for two weeks, 
keeping the water at the right level. 
Then bring to the light and warmth 
in a window, in a room that does not 
get too hot. Leaves will soon come out 
of the white sheaths, and the flower 
stalk will appear a few weeks later. 

To grow in pebbles—lInstead of a 
jar in which one bulb sets upon the 
top, choose a broad bowl. Fill with 
small, clean pebbles and water and set 
several bulbs down among the pebbles. 
This may or may not be placed in a 
cool closet for two weeks. The bulbs 
will come along nicely if not forced 
too rapidly. 

To grow in fiber—Many of the 
seed houses are offering at small cost 
a specially prepared fiber for the 
growth of bulbs. Choose a small wa- 
ter-tight flower jar of dull color. Fill 
the jar half-full of this fiber, place 
one or more bulbs in the jar, fill in 
around them with more fiber, and add 
water enough just to soak the fiber. 
Invert the jar to pour off the extra 
water. Set away in a cool closet for 
two weeks, then bring to a light room 
for growth. — From School Directed 
Home Gardening, Bureau of Educa- 
tion. 


HAZARDS THAT ARE TAKEN IN EvERY- 
Day LIFE 

The hazards we face in the course 
of an ordinary day in the peaceful pur- 
suit of business and recreation are sel- 
dom thought of by most men, accord- 
ing to an accident insurance official, 
with whom I talked not long ago and 
who, by the way, was not trying to sell 
me an accident policy. 


“Without taking into consideration ~ 


vocational risks,” he said, “it is amaz- 
ing how many chances we run just 
leading a normal life. Every day a 
man faces loss of life, physical impair- 
ment or inability to earn a livelihood. 

“Even in the act of arising in the 
morning and in getting into bed at 
night serious injuries have been re- 
ceived by many through falls on the 
floor. The apparently safe operation 
of taking a: bath has proved to be one 
of the prolific sources of injuries. 
Shaving is another dangerous opera- 
tion. The number of serious cuts has 
reached great proportions. The sim- 
ple operation of cutting corns has 
proved to be dangerous and innumer- 
able injuries have been due to acci- 
dents while lighting cigars, cigarettes 
and pipes. 

“Chores about the house, both for 
men and women, furnish all kinds of 
hazards, the statistics show. Falls 
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AUTOMOBILE TOUR OR YEL- 
LOWBACK FADEAWAY 


\/ 
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Ten little yellowbacks, every one 
mine, 

Bought a little gasoline, then there 
were nine. 

Nine little yellowbacks, sure did 
look great, . 

Busted a spring astern, then there 
were eight. 


Eight little yellowbacks, like golden 
heav’n, 

Picked up a nail en route, then 
there were sev’n. 


Sev’n little yellowbacks, took one 
to fix 

who saw us_ speeding, 
there were six. 


Cop then 


Six little yellowbacks; hit hog alive, 
Settled with the farmer, then there 
were five. 
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Five little yellowbacks, sure getting 
poor 

Got hauled from out a ditch, then 
there were four. 


Four little yellowbacks, all I “ean 
See; 

Bought me a little steak, then there 
were three. 


Three little yellowbacks, sure see 
me through, 

Left switch turned on all night, 
then there were two. 


Two little yellowbacks, having lots 
of fun; 

Parked in forbidden 
there was one. 


spot, then 


One little yellowback, this is no 
joke, 

Purchased a quart of booze, then I 
was broke. 


—Watertown Standard. 
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from ladders, both inside and outside 
the house, have been numerous, to say 
nothing of accidents due to defective 
electrical apparatus, cuts from lawn 
mowers, butcher knives and scissors, 
burns while cooking and falls over 
furniture. 


“In the streets the dangers are even 
greater. Many are killed crossing the 
streets at undesignated points. Falling 
signs and snow endanger the lives of 
pedestrians.” 


The number of accidents and con- 
sequent injuries might be greatly de- 
creased, my informant said, if people 
would only exercise a little care in the 
ordinary routine of the day’s work. 
And the force of what he said was 
brought home to me when I saw a pe- 
destrian deliberately throw a banana 
peel on the sidewalk. As I kicked it 
into the gutter, I could not help won- 
dering if I might not by this little act 
have saved some one from a fall and 
perhaps serious injury. — Portland 
Evening Express. 
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fare of the Beverly hospital. 
served in France during the war, and 
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BEVERLY FARMS 


Miss Margaret McCarthy is back 
again at her desk in the local tele- 
phone exchange. She has had a two 
weeks’ vacation. 

George Brady and Marshall Camp- 
bell, two Beverly Farms boys, are 
playing regularly on the Beverly 
High football team. 

Mrs. Henry R. Crockett and 
daughter, Louise, of Wolfboro, Neari., 
have been visiting friends at Beverly 
Farms the past week. 

Mr. and Mrs. Edward J. Richards, 


of Williamstown, are among those 


who have enjoyed the past two weeks 


of delightful autumn weather at Bev- 


erly Farms. 

Henry Williams, delivery clerk at 
Edward H. Lally’s provision store, 
West st., has been visiting friends in 
Washington, D. C., the past week. He 
is having a vacation of two weeks. 

The pleasant warm days, which have 


continued now for quite a period, 


have been an inducement for many to 
spend hours of recreation at West 
Beach. Especially in the afternoon, 
there have been many who have found 
this spot most attractive. 

Registration of voters just closed 
breaks the record and shows that the 
city of Beverly has a total of 8406 
voters, of whom 5084 are males and 
3322 are females. Ward 6, which is 
the smallest ward, has a total of 644, 
of whom 370 are males and 274 fe- 
males. 


Dr. HENRY E. SEARS 


The sudden death in Beverly this 
week—Wednesday—of Dr. Henry E. 
Sears, came as a severe shock to the 
host of friends and acquaintances of 
the Doctor at Manchester and Beverly 
Farms, as well as in the city proper, 
and the immediate North Shore terri- 
tory. Dr. Sears had been suffering 
from mental depression for some 
time, brought on by an ailment from 
which there was no cure—cancer of 
the stomach. He has been one of the 
best surgeons in this section for the 
last decade, and was active in the wel- 
He 


came home with the rank of lieuten- 


-ant-colonel. 


Despatch is taking time by the ears ; 
hurry is taking it by the end of the 


Stail.—_H. W. SuHaw. 


The Breeze $2 year, $1 six months. 
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Fpucation makes brothers of 

all the inhabitants of a coun- 

try in a relationship of common 

traits that only death obliterates. 
—V. Brasco IBANEZ. 
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AN APPROPRIATE TITLE i 
She was evidently in a hurry and 
the fierce glare in her eyes aroused 
the young bookstall clerk from his 
reverie. 

*“Look here,’’ she said. 
a book for my husband. 
birthday. 
ent. 


i 
“*T want : 
Tt?s, his | 
And I want it for a pres- 4 
Show me what you have and ' 
be quick about it! Nothing too ex- i 
pensive, mind you, and I don’t want 4% 
anything too clean, either. He’s a i 
mild-mannered man and not fond of ] 
sports, so don’t show me anything i 
in that line. For goodness’ sake, 
don’t offer me any of these trashy ; 
novels, and no matter how much you { 
try to persuade me I won’t take 2 
anything in the way of history or j 
biography. Come now, I’m ‘ 
dreadful hurry, and I’ve already ¢ 
wasted too much time here. Of § 
course you don’t know my husband, : 
but from all I’ve said can’t you sug- ¢ 
gest something appropriate?’’ ] 

‘Yes, ma’am,’’? was the assist- | 
ant’s reply, after an instant’s re- 4 
flection. ‘‘Here is a little volume ; 
entitled, ‘How to Manage a Talk- 
ing Machine.’ ’’ ( 

ee 
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CouNTING THE STARS 


Go out under the open sky, on a 
clear and moonless night, and try to 
count the stars. If your station lies 
well beyond the glare of cities, which 
is often strong enough to conceal all 
but the brighter objects, you will find 
the task a difficultone. Rangingthrough 
the six magnitudes of the Greek as- 
tronomers, from the brilliant Sirius to 
the faintest perceptible points of light, 
the stars are scattered in great profu- 
sion over the celestial vault. Their 
number seems limitless, yet actual 
count will show that the eye has been 
deceived. In a survey of the entire 
heavens, from pole to pole, it would 
not be possible to detect more than 
from six to seven thousand stars with 
the naked eye. From a single view- 
point, even with the keenest vision, 
only two or three thousand can be 
seen. So many of these are at the lim- 
it of visibility that Ptolemy’s “Alma- 
gest,” a catalog of all the stars whose 
places were measured with the simple 
instruments of the Greek astronomers, 
contains only 1,022 stars. 

Back of Ptolemy, through the spec- 
ulations of the Greek philosophers, the 
mysteries of the Egyptian sun god, 
and the observations of the ancient 
Chaldeans, the rich and varied tradi- 
tions of astronomy stretch far away 
into a shadowy past. All peoples, in 
the first stirrings of their intellectual 
youth, drawn by the nightly splendor 
of the skies and the ceaseless motions 
of the planets, have set up some sys- 
tem of the heavens, in which the sense 
of wonder and the desire for knowl- 
edge were no less concerned than the 
practical necessities of life. The 
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measurement of time and the needs of 
navigation have always stimulated as- 
tronomical research, but the intellec- 
tual demand has been keen from the 
first. Hipparchus and the Greek as- 
tronomers of the Alexandrian school, 
shaking off the vagaries of magic and 
divination, placed astronomy on a sci- 
entific basis, though the reaction of 
the Middle Ages caused even such a 
great astronomer as Tycho Brabe him- 
self to revert for a time to the practice 
of astrology—Grorcre ELLery HALE, 
in the October Scribner’s. 


PLANT SoME CHRISTMAS GIFTS IN 
OcTOBER 


The best time to plan for Christ- 
mas presents is in October, and some 
of the best things to arrange to give to 
your friends are the growing bulbs 
planted in flower pots or good flower 
jars. The paper flower pots are espe- 
cially good, because they cost so little 
and are so easy to handle and to place 
inside a flower jar when the plant is 
ready to bud and blossom. If you 
start the bulbs then, they will be of a 
good size to give at Christmas. Some 
kinds may be made to blossom then, 
while others will be only in bud, but 
those in bud are all right for presents, 
because the one you give them to will 
have the pleasure of seeing the buds 
grow into blossoms. A great English 
writer, John Ruskin, once said that 
this watching of buds change to blos- 
soms is one of the greatest pleasures 
we can have. 

If you plant bulbs of the white nar- 
cissus and the French Roman hya- 
cinth as directed in the article entitled 
“Flowers for Thanksgiving,” and keep 
them in a cool place about three weeks, 
you will have them ready to blossom 
about December 20. 

Try planting bulbs in bowls in fiber. 
Fiber may be bought for a few cents 
from any dealer in seeds. After the 
roots are started bring out the bowl to 
a warm, light room and watch the 
leaves grow and the flower buds devel- 
op. 

The true jonquils are easy to grow. 
Send for the Improved Campernelle 
jonquil. In some catalogs it has a long 
name—ru-gu-lo-sus. 

Plant three bulbs in a three-inch pot. 
Cover the bulbs with soil to near the 
top and firm it down with your 
thumbs. Add water and set away in 
a cool, dark closet or on the cellar 
floor. Keep the soil moist, but not too 
wet, for the next six or eight weeks. 
Then bring them to the window shelf 
of a warm room and watch the leaves 
erow and the blossoms come out and 
prove how right Ruskin was.—From 
School Directed Home Gardening, Bu- 
reau of Education. 


The BREEZE $2 year, $1 six months. 


MAGNOLIA 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NortH Suore 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
~—or telephone 378. adv, 
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Miss Abbie May will be librarian 
while Mrs. Foster is having a vaca- 
tion. 

Mr. and Mrs. William L. Wilkins 
motored to Stoneham last week-end to 
visit relatives there. 

Oscar Story is enjoying a vacation 
from his duties as mail carrier, which 
he and Mrs. Story are spending at 
camp. 

Miss Marion Story, of the local 
postoffice, and her sister, Miss Doro- 
thy Story, have returned from a trip 
to New York. 

Mrs. Alice W. Foster is having a 
short vacation after a strenuous sum- 
mer as matron of the Woman’s club. 
She is visiting relatives in Winchester, 
going in time to attend the Adams- 
loster nuptials last Friday. 


Resigns AS Pastor AT MAGNOLIA 

Last Sunday morning at the regular 

service of the Village church, Magno- 
lia, Rev. Dr. Walter S. Eaton read his 
resignation as pastor, to take effect 
Jan. 1, 1921: 
. Dr. Eaton will preach at Magnolia 
the coming Suriday at 10.45. He will 
take a two months’ rest for November 
and December before taking up other 
duties as a minister. He has told the 
people of Magnolia, both privately and 
publicly, that he will be glad to render 
any service in his power to anyone in 
the village, until a new minister is set- 
tled over the parish. 

Dr. and Mrs. Eaton and their son 
are making their home on Waverly rd., 
Reading, where it is hoped Mrs. 
Katon’s health may be permanently 
restored. ‘They have a host of friends 
both among the villagers and summer 
residents in Magnolia and in the city 
proper, as well as in Manchester, who 
regret their departure from this com- 
munity. 


ADAMS—FOSTER 

A wedding of interest to Magnolia 
people was held on Friday, Oct. 15, 
when Miss Alice Frances Foster, 
daughter of Mr. and Mrs. Edward S. 
Foster, of Winchester, was united in 
marriage to Joseph Adams, also of 
Winchester. The wedding took place 
at the home of the bride’s parents, 15 
Grove st., Rev. Markham W. Stack- 
pole, a former Magnolia pastor, per- 
forming the ceremony, which took 
place in the large sunparlor, in front 
of a screen of white chrysanthemums 
and smilax. 

The bride was attractively gowned 
in white satin, cut en train, with veil 


JONATHAN MAY 


Shore Road, Magnolia, Mass. | 


REAL ESTATE and INSURANCE BROKER |} 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co, 


TELEPHONE 426-R. MAGNOLIA 


“MAGNOLIA MARKET 


LAFAYETTE HUNT, Proprietor 


HAM, 
AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


BEEF, PORK, MUTTON, 


Tel. 449-W 


and orange blossoms. She was pre- 
ceded by two dainty flower maidens in 
pink, carrying baskets of pink roses, 
while a small page carried her train. 
The double ring service was used. 

A stringed orchestra, composed of 
members of the Symphony orchestra, 
played the Mendelssohn wedding 
march and furnished music through- 
out the evening. 

There was a large number present 
at the wedding and reception that fol- 
lowed. Among those well-known in 
Magnolia were: Mrs. Abbie F. Story 
of Magnolia, Miss Grace H. Story of 
Brookline, Mrs. Warren Knowlton, 
Miss Lannabelle Knowlton and Mrs. 
Clifford of Swampscott; Mrs. Alice 
W. Foster of Magnolia, Mr. and Mrs. 
Andrew Fuller of Wakefield, Mr. and 
Mrs. Charles Knowlton of Melrose, 
Markham W. Stackpole of Andover, 
Mrs. Henry Newton and Mrs. Kirby 
of Revere. 

At 10 o’clock the happy couple left 
by auto amid showers of confetti for 
their honeymoon trip. 

The bride’s parents both spent their 


early life in Magnolia. Mrs. Foster 
was Jennie Florence Knowlton, 
daughter of Mr. and Mrs. Allen 


Knowlton, owners of thé Crescent 
3each hotel. This was the first sum- 
mer hotel in Magnolia. 

Mr. Foster’s parents were Mr. and 
Mrs. Elbridge Gerry Foster of Mag- 
nolia, old residents of the village. 

The bride was born in Magnolia 
in the Knowlton homestead on Sum- 
mer st. She is a graduate of Radcliffe 
college, class of 1919. 


MAGNOLIA ATHLETIC ASSOCIATION 
Gives Promise or Active WIn- 
TER SEASON 


Through the kindness of the board 
of directors of the Men’s club the 


Magnolia, Massachusetts 


Oct. 22, 1921 


= 
« 


i 
” 


7 
fl 
4 


NOTARY PUBLIC | 


} 
i 
|| 
i 
‘ 
I 
7 
| 
| 


POULTRY, VEGETABLES [iff 


| 


building was turned over to the Mag- 
nolia Athletic association Oct. 11, and 
from all appearances the young men 
of this village are making the most of} 
this opportunity. q 
Fred Dunbar has charge of the gym 
and has arranged an excellent sched- 
ule of games, etc., for the winter. He 
expects to have full classes among the 
ladies and the juniors in basketball, 
bowling and the various exercises. As 
for the men, they are keeping in good 
shape by constant practice. : 
A committee, consisting of Messrs 
Ryan, Richardson and Lucas, was ap- 
pointed to arrange for a ladies’ night, 
and they invited all the ladies of Mag- 
nolia to the club last Tuesday eveni 
Ice cream, cake and coffee was serve 
Mrs. Philip Lycett’s team won 
bowling match over the team hea 
by Mrs. Howe. The high rollers were 
Mrs. P. Lycett, 83; Mrs. F. Abbott, 
79; Mrs. Howe, 77; Mrs. Leon Fos- 
ter, 74; Mrs. Richardson, 73; Mrs. 
Lucas, 71; Miss Story, 69. ; 
This Friday, Oct. 22, the team | 
headed by M. J. Kehoe and ex-Mayor | 
John J. Burke is to meet the strong 
City hall bowling team, Homer Bar- | 
rett, captain and manager. An old- 
fashioned clam chowder will be served | 
by the following committee: o¢ 
Wolfe, Mr. Richardson, Mr. Lueas 
and G. H. Ryan. R 
If there is a 12-team league in Glou 
cester this winter, the Magnolia A. A 
will enter with a high-class team hay 
ing fast men such as Billy Hunt, Har- 
old Dunbar and Fred Dunbar, Wm. 
Commerford and “Home Run” 
Wolfe. 
Watch this page for further notes of 
the Magnolia A. A. from week 
week. 


+ 


The Breeze $2 year, $1 six months 


Oct. 22, 1920 


BEVERLY FARMS 


John Connolly, of High st., has 
gone to Grafton, where he has secured 
a good position. 

Miss Ethel Martin, of Pittsfield, has 
been spending her vacation at Beverly 
Farms, the guest of friends. 

Mrs. Ella Worrell has resumed her 
position as clerk at Varney’s drug 
store after enjoying a two weeks’ va- 
cation. 

Mr. and Mrs. Lewis L. Stacey, of 
Winsted, Conn., have spent the past 
week at Beverly Farms visiting 
friends. 

Mr. and Mrs. William R. Lyons, 
who have spent the past month at Bev- 
erly Farms, returned this week to their 
home in St. John, N. B. 
| Howard P. Williams, building in- 

spector, and his mother, Mrs. Lydia 

| Williams, have closed their home on 
Hart st. for the winter, and will re- 
| side until next spring with Mrs. An- 
nis Larcom, West st. 


| Numerous Beverly Farms people 
|are planning to attend the entertain- 
| ment to be given in the Beverly High 
| school assembly hall next Tuesday 
|evening. Among the talent is Roy 
| Patch, tenor, assisted by several well- 
| known musicians, and a reader. A 
program that will be a treat has been 
arranged. 


S. John Connolly, Everett st., past 
Exalted Ruler of the Beverly lodge of 
Elks, has been appointed deputy of the 
| district containing the following six- 
| teen lodges: Medford, Melrose, Mal- 
den, Everett, Chelsea, Revere, Wake- 
| field, Gloucester, Salem, Lynn, Law- 
| rence, Haverhill, Lowell, Newbury- 
port, Woburn and Beverly. This is a 
high honor for Mr. Connolly and also 
for the Beverly lodge, which is the 
“baby” lodge in this district. 


Funeral services for Mrs. Mary 
Watson, wife of Postmaster Lawrence 
J. Watson, were held at St. Margar- 
et’s church last Saturday morning in 
the presence of a large gathering of 
relatives, friends and neighbors, in- 
‘cluding Preston W. R. corps, of which 
| the deceased was a member. Rev. Fr. 
| James H. Downey officiated. A trib- 
ute of the love and esteem in which the 
| deceased was held was the many 
beautiful flowers. Interment was in 
the family lot at St. Mary’s cemetery, 
Salem. 


Poultry and Game 
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BREWER’S MARKET 


H. L. Morriui. & Co., Inc., Successors to Walter P. Brewer 


Eggs and Butter 
Fruit and Berries 
The Best Quality 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 
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STORAGE 
CENTRAL SQUARE GARAGE 


John A. Trowt and John J, Murray, proprs. 


BEVERLY FARMS 


AUTOMOBILE REPAIRING 


SUPPLIES AND SUNDRIES 
Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 
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St. JoHn’s CHurcu NOoTEs 


Miss Eva D. Corey, secretary of the 
Church Service league of the diocese 
of Massachusetts, will be the speaker 
at a meeting of the women of St. 


John’s church, Beverly Farms, on 
Thursday, Oct. 28, at 3 p..m., in the 
parish rooms. The women of St. 


Peter’s church, Beverly, are invited to 
be present. Miss Corey will speak on 
the purposes of the Church Service 
league and the part each parish may 
take in its activities. 


The winter schedule of services has 
now begun. The Sunday school ses- 
sion is held at 10 o’clock. There are 
morning and evening services each 


Sunday at 11 and 7.30. 


The parish will soon come into pos- 
session of the old “Larcom house’ 
next to the church, for so many years 
the home of the late Mr. and Mrs. 
James B. Dow. Plans are now under 
way for additional building to fit the 
property for use as a parish house. 
The old homestead will, as far as pos- 
sible, be left unaltered, as a memorial 
to the respect and affection of the 
community for Mr. and Mrs. Dow. 


We regret to announce that Mrs. 
Ernest Townsend, president of the 
Woman’s auxiliary, and Mrs. Millett 
Younger, secretary-treasurer, have 
been obliged, from pressure of other 
duties, to give up their offices in the so- 
ciety. Their places have been filled by 
Mrs. James Stevens and Mrs. E. F. 
Campbell. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 


Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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Have Your Prescriptions 
Filled at 


DELANEY’S 


Apothecary 


Corner Cabot and Abbott Streets 
BEVERLY 


We keep everything that a good 
drug store should keep. 


This has been Merchants’ Week in 
Beverly. The many special features 
of the past week have been st®ong at- 
tractions for Beverly Farms people. 

The annual inspection of Preston 
W. R. corps will take place on Tues- 
day evening, Nov. 16. The inspecting 
official will be Mrs. Mary Phetaplace, 
of Cambridge. 

Arthur Poole, employed as a fore- 
man at the U. S. Machinery plant in 
Beverly, is enjoying a vacation this 
week, spending it at Camp Peabody, 
on the shores of Chebacco lake. 

Among the marriage licenses taken 
out at Beverly City hall during the 
past week is that of Herbert W. Cole, 
a popular Pride’s Crossing young man, 
and Miss Lydia Cressy, of Beverly. 

The rummage sale last Saturday for 
the benefit of St. Margaret’s church, 
held under the management of Miss 
Florence Lee, was an unqualified suc- 
cess. A large stock of articles was 
donated and quickly disposed of at at- 
tractive prices. 


If you will not hear Reason, she will 
surely rap your knuckles—BENJAMIN 
FRANKLIN. 


A prayer, in its simplest definition, 
is merely a wish turned heavenward.— 
Puitiirs Brooks. 


Let him who would move and con- 
vince others, be first moved and con- 
vinced himself.—T. L. Cuy er. 
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BEVERLY FARMS 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NortH SHORE 
BreEzeE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 


Former Alderman Rob’t W. Means 
and family moved to Boston this week, 
where they will spend the winter. 

Georgenia, the 4-year-old daughter 
of Mr. and Mrs. George Chipchase, 
Hart st., is reported as being seriously 
ill. 

Mis8 Mary McTiernan, a popular 
telephone operator at the local ex- 
change, is enjoying her annual vaca- 
tion. 


(See other Beverly Farms notes on 
page FAL) 
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A motion picture that should thrill 
not only because of its absorbing 
story, but because of its powerful 
heart appeal, is “The White Moll,” 
starring the famous Pearl White. This 
is the feature for Monday, Tuesday 
and Wednesday of next week. The 
story @enters around Rhoda, a re- 
formed crook, who has been commis- 
sioned by a millionaire to help reform 
the unfortunates of the underworld. 
It is not a serial. With this will be 
shown a Harold Lloyd comedy, Re- 
view and Scenic. 

On Thursday, Friday and Satur- 
day will be shown Viola Dana in 
“Blackmail,” a story of the higher 
class artists in the crook world. The 
companion feature will be Eugene 
O’Brien in “The Wonderful Chance.” 

Musical selections by the Strand 
Symphony orchestra, Miss M. Fran- 
ces Doughty, organist, and vocal num- 
bers are continuing to please Strand 
patrons. 
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Larcom THEATRE, BEVERLY 
Anniversary—Week of Oct. 25 
Mon., Tues., Wed.—‘Something to 

Think About” with Gloria Swanson, 
Theodore Roberts, Elliott Dexter and 
Monte Blue. Buster Keaton comedy, 
“Convict 13.” 


Thurs., Fri., Sat—Alma Rubens in 
“Humoresque.” Christy comedy. Kin- 
ograms. 


Whatever is worth doing at all is 
worth doing well—Earu or CHESTER- 
FIELD. 


If a man empties his purse into his 
head, no one can take it from him.— 
FRANKLIN. 


LUFKIN. TAKES STUMP 


CONGRESSMAN IS CAMPAIGNING IN 
New York AND NEw JERSEY 


Congressman W. W. Lufkin, of 
Massachusetts, has been drafted by 
the Republican National committee 
and the Republican National Congres- 
sional committee to assist in the cam- 
paign in New York and New Jersey. 
The Republican National managers 
consider the fight in Massachusetts, 
from a Republican standpoint, already 
won, and are calling for assistance 
from this state to help in the campaign 
in other parts of the country. Con- 
gressman Dallinger will spend the next 
two weeks in New York, and Con- 
gressman Lufkin spoke at big meetings 
outside the city of New York on Mon- 
day and Tuesday of this week. He 
returned to Massachusetts for Repub- 
lican meetings at Marblehead, Merri- 
mac, Manchester and Newburyport in 
this district on Wednesday, Thursday, 
Friday and Saturday evenings. The 
Congressman leaves soon for New 
Jersey, where he is to speak in behalf 
of several Republican Congressmen in 
close districts during the first four 
days of next week. He will close his 
own campaign by speaking with Gov- 
ernor-elect Parkhurst, of Maine, at 
Haverhill and Amesbury, on_ the 
Thursday night before election, and 
with Senator Lodge at a monster mass 
meeting at Salem on Friday. His 
schedule calls for a meeting at Glou- 
cester on Saturday before election and 
a whirlwind tour of Salem the night 
before election. 

Before leaving for New York Con- 
gressman Lufkin gave out the follow- 
ing statement: “There is only one pos- 
sible danger from the Republican 
standpoint in Massachusetts, and that 
is over-confidence. It is a Republican 
year. The people are sick and tired 
of the one-man-power administration 
of Woodrow Wilson with its accom- 
panying extravagancies and _ ineffici- 
encies. They long for a return to the 
sane, normal and economical Repub- 
lican government of bygone days. 
They want to see peace declared, and 
they want to see their own country 
restored to a normal pre-war basis. 
The Wilson administration in the two 
years since the signing of the armis- 
tice has shown its inability to do this. 
There is but one course left for the 
people, therefore, and that is the elec- 
tion of the Republican ticket. If the 
men and women voters will only come 
out on election day and express their 
will, I look to see Massachusetts reg- 
ister a Republican victory by an un- 
heard of majority. To do this, how- 
ever, meats work, and every man and 
woman in this state who wants a 
change in the national administration 
must work in interesting their neigh- 


Oct. 22, 192¢ 


S.A. Gentlee & Son 


C. H. GENTLEE 


& s. A. GENTLEE 
: Te. 893-R. 


TEL. 893-W. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel, 480 


Calls Answered Anywhere 
Day or Night 


bors and friends to register and to 
vote at the coming elections.” 

Congressman Lufkin was asked} 
about his own campaign and replied 
that he hoped and rather expected 
be re-elected. “I cannot imagine,” 
said Mr. Lufkin, “the people of this 
old Essex district changing the tradi- 
tions of the last forty years and send-} 
ing a Democrat to Washington to rep-) 
resent them at a time when it appears 
almost certain that we shall have a Re 
publican administration, a Republican 
Senate and a Republican House after 
the 4th of next March.” 


Her Hussanp WoNDERFUL BARGAIN 

There are brides and brides and 
after all of them we often hear some 
one speak longingly of “the old-fash- 
ioned bride,” but the other day we met 
one who certainly beat all the old-) 
fashioned ones we had ever heard oe 
She was in a furniture store hunting 
the furniture to put in their new home. | 
The clerk was vainly trying to talk 
her into buying some which she felt 
that they could not afford. As a par- 
ticular inducement he said, “But really 
this 1s a wonderful bargain, you can’t 
afford to let it go.” J 

The girl smiled at him. “But I can’t) 
afford to buy it,” she returned in a per-} 
fect good humor, ‘ ‘and besides I’ve go t 
such a wonderful husband that I don't | 
need any other wonderful things—not 
even bargains.” —I/ndianapolis News. — 
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WILL IT COME TO THIS? jf 


J 


Fables that grandmothers can be- — 
gin to relate to their grandchildren: § 
‘«There was once an apartment to % 
let—’? q 
‘‘There was once a company un- § 
threatened by any strike—’’ ‘ - 
‘‘There was once a very poor coal | 
merchant—’’ q 
‘‘There was once a man who was — 
able to eat slices of bread with reake 
butter—’’ 


—London Opinion, 
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CHURCHES 


Along the North Shore 


MANCHESTER 


Orthodox Congregational, Rev. F. 
‘| WwW. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 

| school following the morning service. 
|| Prayer meeting, Tuesday, 7.45, in the 
|| chapel. 

Baptist Church, Rev. Herbert E. 
Levoy, pastor. — Public worship, 
- 10.30 a. m.; Bible school, 12, in the 
| M vestry. Men’s class, 12, auditorium. 
|} Junior and Intermediate societies, 
3.30. Y.P.S.C.E. meeting, 7. Evening 
| service, 8. Gospel Laymen’s league, 
| Wednesdays, 8 p. m. Prayer meet- 
|} ing, Friday evening at 8. Com- 
munion first Sunday in the month. 
All seats free at every service. 


Sacred Heart Church, Rev. W. 
George Mullin, rector. Sunday 
masses—7, 9 and 10.30 a. m. Week- 
day mass, 7.30 a. m. Sunday eve- 
ning devotions at 8 o’clock. 


BEVERLY FARMS 
St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Sunday school at 10 a. m. Morning 
service and sermon 11 a. m. Holy 
communion first Sunday of each 
| month, 11 a. m. Evening service 

and sermon 7.30 p. m. 

- Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
‘| Morning worship and sermon, 10.45. 
Bible school at 12. Y. P. S.C. E, 
_ 7.15 p.m. Evening worship and ser- 
mon, 8. Communion service the 
‘| first Sunday in the month. Mid- 
week service, Wednesday at 8 p.m. 
| St. Margaret’s, Rev. Nicholas R. 
‘| Walsh, rector. Sunday masses at 7, 
| 9 and 10.30 a. m.; children’s mass, 
| Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
' ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p. m. 


MAGNOLIA 
Union Congregational. Sunday 
-morning worship with sermon, 10.- 
45; evening worship with sermon, 


8.15. For other notices see news 
columns. 
7 TEAMWORK 
Success 1s DEPENDENT ON Co-OPERA- 


TION 


_ Unless you are a teamworker you 
are little likely to succeed under mod- 
ern conditions. Civilization is built on 
teamwork—is teamwork. 

- Today all these things are done by 
teamwork. 

Teamwork has given us fine homes, 
palatial apartment houses, giant hotels. 
— Teamwork has given us machine- 
made clothing, machine-made shoes, 


ine-made foodstuffs, machine- 
de necessities and comforts of ev- 
ry description. 


Big business will advance to posi- 
of great responsibility no man 


NORTH SHORE BREEZE and Reminder 25 


TOWN NOTICES 


MAN Col eS i 


NOTICE 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. Aftep approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o’clock. 

SAMUEL L. WHEATON, 


GEORGE R. DEAN, 
WILLIAM W. HOARE, 


Selectmen of Manchester. 


TOWN TREASURER’S NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a. m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

bh. P. STANLEY, 
Treasurer and Collector. 


SCHOOL NOTICE 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 
SCHOOL COMMITTEE. 


who has not demonstrated his ability 
and aptitude as a teamworker. 

A widely known out-of-town banker 
was being selected by the National 
City bank of New York as vice-presi- 
dent. Salary—a large one—had been 
agreed upon and other arrangements 
completed. Then he wrote wanting to 
know precisely where he would rank 
among the institution’s list of vice- 
presidents, and laid stress upon his 
“standing.” He was ‘immediately 
dropped. “He will not make a good 
teamworker,’’ was the manager’s ver- 
dict. 

The teamworker can be — must be 
—every inch a man. 

But he is something more. 

He is a diplomat. He is not bigoted. 
He recognizes that others, especially 
his superiors in rank, are also entitled 
to have opinions and convictions of 
their own. He is ready to give and 


7 


FOREST WARDEN NOTICE 


This is to inform the public that I have 

been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
ths appointed the following as my depu- 
1es: 

LORENZO BAKER 

ISAAC P. GOODRIDGE 

JOHN F. SCOTT 

JACOB H. KITFIELD 

JOSEPH P. LEARY 

ALLEN 8. PEABODY 

ARTHUR S. DOW 

PATRICK J. CLEARY 


PETER A. SHEAHAN, 
Forest Fire Warden. 


Tel 319-W. 
REMOVAL OF NIGHT SOIL 
Applications for the removal of the 


contents of cesspools and grease 
should be made to S. A. Sinnicks, 


Per order the Board of Health: 
WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NOTICE 


The regular meeting of the Park Board 
will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 
the following week. 

MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 
The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 
Per order, 
MANCHESTER WATER BOARD. 


traps 


take. He does not expect to have ev- 
erything his own way, to get always 
exactly what he wants. He is broad 
enough to try to see things from the 
other party’s point of view. 

And only teamworkers rise to the 
top under modern conditions, where 
one-man enterprises cannot withstand 
the competition of giant combinations 
of brains and capital. 

Carefully scrutinize your make-up, 
and if there be weak spots or links in 
it, apply yourself to remedying them. 

For large-scale success today is 
spelled ‘“Teamwork.”’—Forbes Maga- 
sine. 


“My wife prefers tea for breakfast, 
while I prefer coffee.” 

“Then I suppose it is necessary to 
have both?” 
“Oh, no; we compromise.” 
“Tn what way?” 
“We have tea.” 


Three may keep a secret if two of 
them are dead. — BENJAMIN FRANK- 
LIN. 
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E 
OLIVER T. ROBERTS WILLIAM HOAR 


ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty 
Particular Attention Given to Jobbing 
MANCHESTER-BY-THE-SEA Telephone Connection 


ee 
ESTABLISHED 1876 


ROBERT ROBERTSON CO. EEE 


Contractors for the Installation of Complete Plumbing 

Gas Lighting, Heating and Water Supply Plants 

BEVERLY Farms, MANCTIESTER AND HAmiLTon, Mass. 
Connected by Telephone 


BEVERLY, 


J. M. Publicover w. B. TOS ERE Babiingces coca a a GT 


PUBLICOVER BROS. 


Contractors and Builders 


g to Jobbing, Furniture Repaired, Etc. 
Special Attention Given to g, ep ait 


an 


‘Tel. Con. SHOP: Off High st. BEVERLY FARMS 


JOHN F. SCOTT 
Piumbing and Heating 


Personal attention given to all work 
35 years’ experience 


Shop and Office, 112 Pine St. Tel 12 Manchester-by-the-Sea 


Tel. Beverly Farms 130 


Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 
BEVERLY FARMS, MASS. 


Shop at Pride’s Crossing 


Edward r. Height 


Carpenter and Builder 


JOBBING PROMPTLY ATTENDED TO 
12 Desmond Ave., Tel. Con. MANCHESTER, MASS. 


GEORGE S. SINNICKS 
MASON, CONTRACTOR and BUILDER 


Manchester, Mass. 


Telephone 31 


JuDGE’s SIMPLE QUESTION on the left, and the carriage was try- 

“My good woman,” Said the learned ing to pass the omnibus, you saw the 
judge, “you must give an answer in plaintiff between the carriage and taxi- 
the fewest possible words of which cab, or whether and when you saw him 
you are capable to the plain and sim- at all, and whether or not near the 


ple question whether, when you were 
crossing the with the baby on 
your arm and the ommibus was coming 
down on the right side and the taxicab 


carriage, taxicab or omnibus, or 
either, or any two, and which of them 
respectively or how it was.’ — Reho- 
both Sunday Herald. 


street 


- dently a new road they have just | be 


Oct. 22, 1 D2 


==. THE BETTER HE BETTER PART OF VALO 
FICTION 


(Continued fr from page 6) 


After one particularly murderot 
outburst which was intensified and e 
larged by the quiet country, air, 
cried, ‘ ‘I do think you are using drea 
ful language, Jim Dalton! You don 
need to forget yourself at that 
Paul never talks like that when 
around !” bre 

“Hang Paul!” was his only reply, 

She tittered scornfully when sf 
heard his remarks as he slipped ¢ 
and slid full length beside the car. 

“Give me my shoes, if you can ste 
your silly giggling long enough,” 
growled in exasperation, drag¢ 
himself up out of the mire by the rut 
ning board. 

The light of the stars, faint as_ 

was, remained bright enough for he 
to be able to see the mud-encrus 
figure looming up stiddenly beside | 

With bursts of hysterical laughte 
she seized the shoes and held them ou 
but as he clutched frantically at t el 
with his slimy hands they _ slippe 
from his grasp and fell into the oo; 
beside him. ; 

Adele now was shaking with ar 
contrdllable hilarity. She rocked bae 
and forth clutching the silk scarf abot 
her shoulders while the tears stre 
down her cheeks. * 

Jim raised.a black and muddy fae 
sternly up toward her. 

“You are acting like a fool, Adel 
he said, coldly. “Don’t you realize # 
are probably stuck here for all night? 

“O, no,” she protested, weakly 
“Impossible! But you are so funny 
she shrieked again. 

“Well, if you can see anything iu 
ny in this mess you can do more tk 
I,” he retorted, grimly. “This is ey 
gun to make. As far as I’ve walke 
ahead there is no improvement, an 
these gullys and ditches to the 
hold us immovably. The car is s¢ 
ting in a bed of mud— : 

“What will it hatch out ?” Adele il 
terrupted still convulsed. 

Disgustedly he continued — “An 
we will have to see if we can cee ou 
I’m going over to that fence in 
field and bring a board—if I can fin 
one -and: then try to pry the ial 
thing up.” 

“Goodness !” she cried in sudd 
alarm. ‘You ‘surely aren’t going 1 
leave me here alone, Jim, I’d — 
afraid.” 

“Don’t be foolish,” he returned, pj 
tiently. “We have to do somethir 
or we're here for all night. 1€1 
isn’t a house anywhere in sight a 
it’s getting cooler and later all 
time. I’m dreadfully sorry, Ade 


. . 
; 
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2 JOHN SCOTT 
| HOUSE AND SIGN PAINTER 
| PAPERHANGER and DECORATOR 


Dealer in 
PAINTS, OILS, VARNISH, GLASS 
DeEsMOND AVE., MANCHESTER, Mass. 
| Telephone 106-M. 
M 


H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 
Rantoul St. a Hi BEVERLY 
Telephone 1377-M 


D. T. BEATON 


Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 
and Heating; Tin, Copper and 
Sheet Iron Worker. 

Tel. 23 Manchester, Mass. 


,- - 
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Telephone 687-W Gloucester 


J. H. MORROW & CO. 


41 Hartz Sr. GLOUCESTER 


PLUMBING 


HEATING | A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


20 Years’ Experience 
Practical Ideas 


Good Service 
Honest Advice 


CUE EEE 
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ar, but do be reasonable.” | 

“But, dear me,” she wailed, in 
rowing impatience, “can’t you tele- 
1one for someone to come out from 
wn to get us?” 

“Well, how in the devil,’ he cried 
exasperation, “¢an I telephone if 
e is no place for miles around and 
yuu don’t want to be left even for a 
inute? Will you come, too?” 

“Td rather do that than stay here 
; myself,’ she whimpered, pettishly. 
-m coming.” 

“You'd better take off your shoes,” 
®@ warned. “They’ll never stick on.” 
), dear, no, I wouldn’t think of 
ch a thing!” protested Adele, feeling 
r way cautiously. 

‘Heavens!” she cried, giving her 
ot a sudden jerk, “there goes one 
ee, capper. The mud just sucked 
ott ! 

Jim laughed shortly. “I told you 
* he retorted, unfeelingly. 

She settled back again in the car 
id moaned. 

“O, what shall I do?” she kept re- 
eating. 

*O, stop it, Adele,” Jim command- 
tL “Now keep still. It’s rotten 
ck, I know, but you’ll have to make 
le best of it. I’m going, as I said, 
ver in that field to get a board. _ I 
on’t be gone but a minute. Nothing 
il hurt you. In the first place I 


B. H. MOULTON | 
Carpenter, Contractor and Builder 


All work given personal supervision 


Tel. Conn. 


15 Cross St. 


SHEEHAN & MURPHY 
Plumbing and Heating Engineers 


Estimates given on new work and alterations. 


to all jobbing. 


Beverly 


_— 


Personal attention 


Turning on and off water a specialty 


“Best quality and workmanship’’ our motto 


SALEM 


2387W 181W-18IR 


BEVERLY 


BEVERLY FARMS 


Head office: 260 CABOT ST., BEVERLY 


THADDEUS F. CALL 


First 
Class 


All work personally attended to. 


46 WASHINGTON ST. 


TEL-CON: 


PAINTER AND DECORATOR Betz 


and Exterior 
**Do it now.’’ 


GLOUCESTER 


Our Motto: 


can’t conceive of the possibility of any 
approach to this God-forsaken hole by 
man or beast.” 

He turned and disappeared in the 
darkness. For a little while she could 
discern his ghostly figure in the dis- 
tance and then it faded completely 
from her line of vision. 

Everything was horribly still. A 
faint lowland mist was rising and she 
felt cold and chilly and angry. She 
also was miserably empty — and no 
wonder, she thought, as she realized 
that she had had no food since noon! 
Then the long afternoon of strenuous 
golf—and no dinner! What an idiotic 
performance, anyway ! 

Presently Jim appeared out of the 
blackness. He was dragging a long 
board after him which he pushed and 
shoved down into the mud around the 
submerged wheels. 

“T’m so sorry,” he called; abjectly; 
“this is a devil of a fix, but [’ll get 
you out—so don’t worry,” he coun- 
seled. 

She snorted derisively. “Get me 
out! When? I have to get home!” 

“T’m doing my best, Adele, but I’m 
afraid you'll have to get out of the 
car,” he announced, pausing for 
breath. “I’m trying to lift it up on to 
the board and I don’t want any unnec- 
essary weight.” 

“But I can’t get out into that mess,” 
she expostulated, angrily. “I don't 
weigh much, anyway. Why, only a 
little while ago you called me a fairy 
sprite !” 

“But you weigh enough to help 
make the car settle,’ he explained, 
trying to speak patiently. ‘“‘Come on, 
Adele, please get oft. 1 have to get 


you home, don’t you see that? I’m 
responsible for your safety, you 
know.” 


“Don’t worry!” she retorted, icily. 
‘I’m as anxious as you to get home 
and out of this fool thing.” 

“Well, move then,” he spoke sharp- 
ly, for his patience was fast seeping 
away. ‘Every extra minute you stay 
it sinks down that much faster.” 

Adele groaned and shuddered. 

“Do you want me to carry you over 
to some half-solid place?” Jim asked, 
solicitously. “I tell you frankly there 
isn’t any spot I can bank on.” 

“Q,. no; «don’t touch -me!” . She 
waved him away excitedly. “You are 
all mud, Jim—yow're a fright!” 

“You'll be the same before long. I 

assure you of that,’ he replied 
feeling. 
She stepped out cautiously and Jim 
put forth his hand to guide her, but 
she pushed him aside impulsively. 
With a sudden jerk she lurched for- 
ward and sat down with a hollow re- 
sounding smack. 


(Concluded next week) 


ve 


Brew PAstTor’s “IGASTEY?’ 


WHISTLE 


The railroad official invited the 
stern citizen to communicate his trou- 
bles. 

“[T want you to give orders,” de- 
manded the visitor, “that the engineer 
of the express which passes through 
Elm Grove at 11.55 be restrained 
from blowing his whistle Sunday 
mornings.” 

“Impossible!” exploded the official. 
“What prompts you to make such a 
ridiculous request ?” 

“Well, you see,” explained the citi- 
zen, in an undertone, “our pastor 
preaches until he hears the whistle 
blow and that confounded express was 
20 minutes late last Sunday.” — New 
York Central Magazine, 
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The Velvetice 
GIRL 


is the symbol of purity and 
excellence in ICE CREAM 
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Potted Plants 
and Cut Flowers 


Plant Now for Next Season’s 
Blooming 


PEONIES— have fifty varieties of peonies 


to offer at this time, some 
cheap, but good; some extra good, but expensive. 


—She is usually displayed where 
Velvetice Cream is being served 


Also Delphinium, Foxglove, Campanula, Iris, 
Phlox, Heuchera, Hupin, ‘Pyrethum, Enemone and 
several others—all good, strong plants that will 
flower the coming season. 


When a company produces goods which they are 
willing to stand behind and on which they are 


willing to stake their reputation, they distribute 


CY “ce »? 
At all times our ideas and experience are at your those goods under their own trade mark. 


service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


The Ice Cream of which ‘the North Shore 
Creamery Co., of Beverly, is justly proud 1s: 


Call or telephone; we are always pleased to be of 
assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 


Velvetice 
Cream 
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riday, Oct. 22, 1920 


/ 


Special Sale of a Manufae- 
turer's Surplus Stock of Cur 


tains at 4 to 4 less 


WOMEN’S WINTER COATS | 


Newest Styles in Smartest Winter Fabrics at 


$25.00 and $29.50 


MODEI_S that have taken their cue from the smartest creations, made with the 
exacting attention to detail that is the earmark of WeEBBER Quality. 


‘ 


PHI FABRICS employed in their development promise untold warmth and com- 
fort, as well as prolonged service. They are the coats for women who desire 
to restrict themselves to a certain expenditure, yet be assured of right quality. a 


MATERIALS include velours, mixtures and silvertones, half and fully lined, 
large cape collars as well as the more moderate collars. 


A STYLISH Bolivia Coat with large collar, lined throughout with all silk fancy vig 
lining ; colors include dark brown and musketeer. ....... $35.00 “ 


The Store for Quality as well as Service 
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Society Local Happenings Editorials 
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“Old Tree House,” at West Manchester, Residence of Mr. and Mrs. 
Lester Leland, of Boston 


a 
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Exchange Your Liberty Bonds 


Liberty Bonds from which all coupons have been de- 
tached may now be exchanged for permanent bonds. 


Bonds left at this bank for safe keeping will not be ex- 
changed without a request from the owner that such ex- 
change be made. 


We respectfully request that such owners attend to this 
matter as early as possible. 


Those who have already left bonds for exchange 30 
days previous to this date are requested to call for same at 
their earliest convenience, bringing receipt with them. This 
will confer a favor on this bank and be appreciated. 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


EDWARD A. LANE 


HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGINGS 
in Stock and EOE Sale 


FIRST-CLASS WORK GUA RANTEED 
55 SCHOOL STREET Tel. 247-R. MANCHESTER, MASS. 


- adopted by the legislature provides for 


W. B. CALDERWOOD 
Successor to DAVID FENTON CO. 
BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
| MANCHESTER, MASS. Telephones: Office 254-W; Res. 241-W 


AXEL MAGNUSON ~ WS 
llorist and 
Landscape Gardener 


BEDDING PLANTS 
Telephone 172-R IN GREAT VARIETIES 


Lehigh Valley Coal Sales Company 


COAL 


Samuel Knight Sons’ Co. 


32 CENTRAL ST. Tel. 202 MANCHESTER, MASS. 
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JUST AS DEAD ; 

‘“Why do you turn out for every | 
road hog that comes along?’’ said ; 
the missus, rather crossly. ‘‘The | 
right of way is ours, isn’t it?’’ yi 
‘*Oh, undoubtedly! ’’ answered he, ; 
calmly. ‘‘As for our turning out, | 
the reason is plainly suggested in | 
.this epitaph which appeared in a © 
newspaper recently: ‘ 
‘Here lies the body of William Jay, | 
Who died maintaining his right of — 


way; 
He-was right, dead right, as he 
sped along, oq 
But he’s just as dead as if he’d 
been wrong.’ ’’ 
—Boston Transcript. 
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SET YOUR CLOCK BACK 


Mass. wILL RETURN TO STANDARD 
Time 2 A. M. SUNDAY 
Anyone who forgets to set his clock 
or watch back an hour before he goes} 
to bed tomorrow night — Saturday,# 
Oct. 30—may be surprised to find} 
himself at church an hour ahead of 
time. For on Sunday morning at 2 
o’clock, all the clocks in the Common- 
wealth, which were put ahead an hour 
last April, will be set back for the¥ 
winter. 
This will bring the state back to 
Eastern Standard time, as the law 


the clocks to be turned ahead an hour 
on the last Sunday in March and back 
again on the last Sunday of October 
in each year. There was a month’s 
delay in setting the clocks ahead this 
year, due to the controversy stirred up 
by the passage of the bill and the sub- 
sequent decision of the Supreme Court 
judge sustaining the law. 

The rcilroad clocks have remained 
the same, as the railroads have to run 
on Standard time as fixed by act of 
Congress. So all timetables read ae- 
cording to the old time. Many local 
trains were moved up an hour on the 
schedule to accommodate commuters, 
but now they will be set back again, 
to compensate with the change of 
time. 

Massachusetts and New York are 
the only states that continued by tell 
islation the daylight saving scher 
which was first adopted as a war meas- 
ure. Although the other states in New 
England did not adopt the new time, 
many of their cities and towns did b 
local ordinances. . 

Unless the law is repealed, back 
again will go the clocks to an hout : 
ahead next April. 


Men are never so likely to settle a 
question rightly as when they discuss 
it freely —MAcAULAY. 


As a general | thing we obtain ver} 
surely and very speedily what we are 
not too anxious to obtain.— RoussEAU 
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Wuart A Story the cap’ns on the Esperanto will have 


| to spin when they come back to Gloucester ! 


| Tar AppEAL For Funns by the North Shore Society 
‘for the Prevention of Cruelty to Children should have the 
willing support of everyone. The society has an important 
field of service in the welfare work of the North Shore and 
should not want for funds for its important work. 


A Few WEExs On ty to Thanksgiving and yet the 
summer is not ended. 


THE PRESIDENTIAL CAMPAIGN is practically over and 


there are evidences from all over the country that the Re- 
publican party will be successful in its contest. Mr. Hard- 
ing has carried on a straightforward campaign. Begin- 
ning, practically unknown throughout the country, he has 


been able to win to his point of view-many who were in the 


opposition ranks and who were independent voters in other 
years. Vain efforts have been made to confuse the issues 


_ of the campaign over a discussion of the merits of a league 


of nations. The Democratic subterfuge has been revealed 


and strong opponents to the autocratic Wilsonian position, 


and proponents for an intelligent association of nations, 
have rallied to the support of Mr. Harding. Victory 1s in 
sight. It is important, however, for every Republican 
voter to consider carefully the ballot which has been pre- 
pared, for in the enthusiasm and distraction of a Presiden- 
tial campaign, the state issues may be overlooked. It 1s im- 
portant that the Republican governor be voted for by the 
electorate. The vote of the electorate will be scattered on 
the nomination for lieutenant-governor, but the issue should 
be faced. It is an important election and despite the cer- 
tainty of the victory of the Republican national program 
every voter should, as a loyal, patriotic duty, meet his—or 
her — obligation as a voter by casting a vote at the polls. 


The reins of power in this country during the next four 


years should be placed in the hands of a Republican presi- 
dent and a Republican Congress. The electorate has been 
restive and discontented and the coming election will regis- 
ter with no uncertain precision the purpose of the people. 
Every vote counts! 


Tue Coat DEALERS are as happy as the consumers, 
for the good weather affords them an opportunity to meet 
their obligations. 


Tue Harvarp FootsaLtt TEAM met a worthy adver- 
sary at the Stadium last Saturday, but the Harvard boys 
finally outplayed their contestants. The Center college 
team played a strong game, a clean game and a winning 
game despite the losses on the score. A game played in a 
true sportsmanlike manner 1s never lost. 


Tuer InTRopucTION of the principle of an internation- 
al court is only the extension of the common law of the 
community to the larger community, the community of na- 
tions. 
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THERE WILL BE PEACE, Prosperity and Progress after 
March 4. 


Tire, WONDERS OF SCIENCE ever increase! Amateur 
wireless operators on the North Shore have been able to 
listen in on steamers at sea calling telephone exchanges and 
have heard telephonic conversations maintained by wireless. 
The world “do move!” . 


Tue BatiotinG Boorus will be different this year, be- 
cause of the absence of tobacco smoke and the presence of 
the new voters, who have, at last, won their franchise. 


Tue NorrtH SHORE HAS ENJOYED one of the most de- 
lightful months of October that it has ever had in the re- 
memtbrance of the present generation. The days have been 
pleasant and warm. For most of the month piazza parties 
were as enjoyable and comfortable as in mid-summer. The 
days have been luxuries of unspeakable worth. There have 
been charming days when the woods allured and the grind- 
ing cares of the desk or the shop have had no attractions. 
The skies have been clear during the day and cloudless by 
night. The stars on the warm October evenings never ap- 
peared to be brighter or more numerous. ‘The pieasure 
seekers have had ideal weather and cottages and summer 
places have been kept open longer than ever. Week-end 
parties have been almost as numerous as in the summer. In 
truth the North Shore has had an autumn that has far sur- 
passed the summer season for its good weather and pleasure 
opportunities. The fortunate residents on the North Shore 
who have kept their homes open through October have en- 
joyed the season and learned the pleasures of a long season 
on the Shore. Motor parties have had unparalleled oppor- 
tunities and comforts, for the traveling conditions have 
been ideal for open or closed cars.~ The field workers—the 
farmer, who gathers for the market, and the gardeners, 
who develop estates—have all had an opportunity to finish 
their autumn work. They are happy at the fortune the sea- 
son of pleasant weather has brought. The autumn of 1920 
will be remembered as long as the terrible winter of 1919- 


20. 


THE Rep Cross HAS BEGUN a new drive, and the war- 
time fervor will not be forgotten in peace times. The 
amount needed is not so great, but will be given as willingly. 


Tue IrtsH Question looms large, but the brains of 
Ireland and Great Britain are working on the problem and 
neither Ireland nor England will admit they have not brains 
and political acumen enough to meet their problems. Amer- 
ica may well apply herself to the large problems at home. 


Ir WARNER WAS unfairly outwitted 1n his contest for 
lieutenant-governor the court findings may be in his favor, 
but it will not yield him the opportunity, which he deserved, 
of winning the nomination—and the election. 


Tue Democratic Party and the Republican party 
are both committed to a league of nations. Wilson had the 
pleasure of planning his league, but the Republican party 
will arrange for a league in which the sovereignty of the 
American people is maintained and our responsibilities to 
our international relations honorably fulfilled. 


Tue Boston AutnoritiEs have changed the hour of 
closing the polls from four o’clock to five o’clock. Is that 
to accommodate the ladies who may go from the booth to a 
five o'clock tea? 
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Here 1s To Hope THat the Esperanto wins the sailing 
contest at Halifax tomorrow because she proves to be the 
best boat. The coming contest between fishing boats is an 
event of great interest. It is worthy of more attention than 
it is receiving. The building of a freak yacht that has no 
practical value never can have the sentimental appeal that 
the sailing ability of a craft built for work can have. The 
American yacht was well and victoriously sailed in the in- 
ternational races last summer. Now sturdy men of Glou- 
cester have answered a challenge and behind them will be 
the loyal interest of everyone on the North Shore. When 
the Esperanto set sail for the race Monday she carried with 
her the well wishes of every American. The race will be 
an interesting one because it will be a race between profes- 
sional men of the most vigorous and severe training. In 
fact, the Esperanto will have aboard captains enough to 
man a fleet. Every man has been chosen for his merits, his 
ability to think quickly and to play the game to the end. It 
will be a race of ships and a battle of sea men. Strategy— 
seafaring men learn it in the school of experience — will 
have a decisive power. With the talent that there is on the 
ship and with strict obedience to discipline, when the plan 
has been arranged, the men from Gloucester should give the 
hardy fishermen of the north country a “pretty” contest. It 
will be a clean race. Already the challenging boat at Hali- 
fax has demonstrated its sailing ability. The crew has been 
carefully disciplined and has the enthusiasm which one vic- 
tory can carry with it. If the Esperanto does not win it will 
not be because of a lack of ability or good sportsmanship 
on the part of the crew. 


Ir 1s Stitt PossiBLeE to go to rest with the prospects 
of a snowstorm in the morning. But why worry, the past 
is secure. 


THE FooTBALL SEASON has only begun, but the clean, 
systematic game that has developed from the old type rough 
and tumble game of questionable merit is a testimony to the 
achievements of good sportsmanship and clean playing. 


True Women Who are determined to learn about the 
candidates could undoubtedly inform the old voters who 
have stopped learning. 

Tue CominG Evecrion will mark an era in the history 
of democracy in America, The nation has stood for many 
years for the principles of individual liberty and represent- 
ation, yet the nation has been committed to the policy of 
male suffrage. The war condition hastened the coming of 
woman's suffrage, but it did not cause the change of policy 
in America. The original protestants among the women 
were individuals of outstanding ability and influence, and 
their pioneer work was well and successfully done. There 
was a period when ill-advised and erratic reformers placed 
the movement in disrepute among the men,—and the wom- 
en, too. But the time came when the pioneer educational 
work of the sturdy and well-balanced minds of the intelli- 
gent workers among the women began to show its power. 
The development of public opinion has been slow, but 
steady ; there has been no meteoric growth, It is well that 
such a development has taken place. The co-education of 
boys and girls has been a remarkable factor in this develop- 
ment. For the boys and girls who have attended -high 
schools and colleges together have had the same training 
and have learned to respect the opinions and .ability of 
each other. So that the women of today, especially the 
younger women, have had just as much educational prep- 
aration for the franchise as the men of their own age. The 
women have won their victory, and on T uesday they will 
have the opportunity for the first time in the old Bay state 
towns and cities to vote for a President of the United 
States. 
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Ir 1s Important that the Presidential campaign be 
won, but the state ticket is of no small importance. 


THe NATURALIZATION CourTS are revealing honor 
among the aliens who have been seeking admission to cit. 
izenship. The delay is explained by many, because of loy- 
alty to the old countries while the war was on. Such honor } 
is its own reward. 


Tur NEAT AND CAREFUL preservation of public build- 
ings is a sign of the thrift and enterprise of the communi- 
ties. . 


THe PropaBLlE NoMINATION of Augustus Peabody } 
Loring, Jr., as a candidate for election to the School Board} 
in the city of Beverly will assure the Beverly Farms-Pride’s 
section a good representative on that important board. 


A CanpipaTe May break faith, but the mischief 
been done and cannot be undone. ; 


THE PLEASANT AND Farr WEATHER of October has 
not been unalloyed bliss; it has brought destruction and | 
losses from fire in the woods. All Massachusetts has been | 
threatened in the wooded sections with fire losses of great | 
magnitude. Fortunately Massachusetts has a fire warden 
system, which, while not developed as well as its most ar- 
dent supporters wish, has accomplished much in saving : 
woodlands from destruction. On Cape Cod the fires have 
been numerous and well checked. On the North Shore the 
serious fires in the Manchester and Essex woods given the 
fire fighters a serious task. The men have worked well and 
if it was not for their faithful service the losses would 
have been irreparable. The most frequent cause of the 
woodland fires has been due to the carelessness of hunter 7 
The state authorities have very wisely put a ban upon all 
hunting for the present ; only a heavy rain will make it pos- 
sible for the authorities to lift the ban. Woods fires are 
very deceptive, because the surface fires may be apparently 
extinguished as far as the eye can judge, though there may 
be a fire under the forest floor, many feet away from the 
observer, burning slowly, only to break out again many 
feet away, to be fanned into a blaze when the wind springs 
up. The perils due to the dry weather cannot be minimized, 
On the North Shore the volunteer and regular firemen have 
given efficient service and the fire wardens cannot be given 
too much credit for their intelligent and faithful service. 


Let Att Enjoy the good weather while it lasts—and 
pray for rain! 


Tue Deatu of John Larkin Thorndike, of Manches- 
ter and Boston, is a distinct loss to both communities. A 
man of ability and worth, he won the esteem of all who 
knew him, 


THE Size of the ballot boxes is worrying the election 
officers—and the number of .votes to be received is worry- 
ing the candidates. 


CENTRE COLLEGE could well afford to close its gates 
and its students northward from ol’ Kentuck’ for a day to 
see Fair Harvard and let Fair Harvard see them. Colle- 
giate athletics surpass every other type of college publicity. 


THE BELGIAN Pivots were unable to tell in English 
about their prize-winning balloon flight, but their success 
speaks for itself. 


Tue House Renters probably would appreciate the 
peace of renting if they could read the tax and other bills of 
the “profiteering landlords.” 


Tue Wuirte House bulletins have ceased. Has Mr. 


Reda lost all hope of the success of the Democratic pow- 
er! 


. 
| 
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As a weather forecast, it is expected 
there will be much fog between now 
and election, followed by a heavy 
frost. 


Secretary Houston has reminded the 
nation that during the year 1921 
Uncle Sam will probably spend four 
billions. A good many folk will be- 
gin to wonder how they can escape 
paying their share of this vast sum. 


Biss 
|The War Department is making grati- 


fying progress in its “round-up” of 
draft evaders. A careful investi- 
gation of many cases has revealed 
_ the fact that the total is much 
smaller than was thought at first. 
All loyal Americans will approve of 


| the action of the War Department 
| 


in apprehending the culprits and 
meting out to them the punishment 
they deserve. 


|e 0 
| The value of a newspaper as an adver- 


tising medium was thoroughly dis- 
cussed last week at a session of the 
New England Advertising confer- 
ence held in Boston. The newspaper 
was said to be one of the. greatest 
publicity mediums, and advertising 
experts spoke most highly of this 
method of reaching the purchasing 
public. 


ae 

If the election happens to be decided 
contrary to the straw votes, the bet- 
ting odds, and the polls of various 
newspapers it will be some surprise! 

es 

It has been a wonderful autumn! Day 
after day of bright, warm, beautiful 
sunshine, with hardly a drop of rain. 
But this has created a condition 
whereby forest fires, carelessly 
started, have done great damage. 


—o- 


The health commissioner of New York 
has made an arrangement whereby 
apartment houses will be supplied 
with coal to keep their occupants 
from freezing. Price is not a mat- 
ter pertaining to heaith, he says, but 
has it not been proven that worry is 
responsible for many bodily ail- 
ments ? 


The Boston pastor who deplores the 
slander and abuse in politics, saying 
that personalities obscure big issues, 
will find many people who agree 
with him. Human nature is not 
seen at its best during the heat of a 
political contest. 


The day of the big song hits is said to 
be gone. This should prove quite a 
help in saving paper. 


—o— 


If the weather man was running for 
office he would sweep New England. 
Such a beautiful fall will long be 
remembered. 

os 
TREE 

President Wilson has issued a procla- 
mation designating Sunday, Nov. 
14, as the time when the flags of the 
United States shall be displayed at 
half-staff as a token of the nation’s 
participation in the memorial ser- 
vices held for the American heroic 
dead who gave their lives in the 


World war. 


—o— 


Re-registration of motor vehicles 
owned in Massachusetts for next 
year has commenced. The state reg- 
istry department at the State House 
is ready to receive applications by 
mail or in person, but it is safe to 
say that the 3lst of next December 
will find long lines of auto owners 
awaiting their turn for number 
plates which could have been re- 
ceived two months sooner. 


Baste 
Well, “it’s all over but the shouting,” 
and there’s going to be some shout- 


ing. 


O 

Boston University will open a branch 
in Cuba? We trust that no person 
will view this with any trace of sus- 
picion. 

ee 

Chambers of Commerce, business men 
and several cities were represented 
at a meeting in Boston last week, 
held to discuss the matter of clearing 
state roads of snow the coming 
winter. In the interests of motor 
vehicles it is planned to keep the 
main thoroughfares open all winter, 
if possible. Among the routes men- 
tioned in this connection were: Bev- 
erly - Boston, Lawrence - Boston, 
Springfield-Boston, and Worcester- 
Boston. 
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He has achieved success who has lived well, laughed often and loved much; 
; who has gained the respect of intelligent people and the love of little children; 
j who has filled his niche and accomplished his task; who has left the world bet- 
i ter than he found it, whether by an improved poppy, a perfect poem, or a res- 
¥ cued soul; who has never lacked appreciation of earth’s beauty or failed to ex- 
{ press it; who has always looked for the best in others and given the best he 
‘ had; whose life was an inspiration and whose memory a benediction.—Bessie 


A. Stanley. 


Golden Thoughts 
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ee a a ee ae ete 
ONE RUN INTO BY TWO i 
5 “Youll, get rum -in,’?- said the 
t pedestrian to the cyclist, ‘‘if you ‘ 
§ ride without a light.’’ j 
j ‘“You’ll get run into,’’ responded ; 
¥ the rider as he knocked the other j 
§ down. ; 
j ‘‘You’ll get run in, too!’’ said j 
¥ the policeman, as he stepped for- ‘ 
{ ward and seized the cyclist. H 
; Just then another scorcher came " 
¥ along without a light, so the police- & 
{ man was run into, too, and had to § 
i run in two.—Tit-Bits. j 
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The brilliant young man who won the 
prize of $6000 for writing the Re- 
publican platform has bolted to the 
Democratic party. Did he take the 
prize money with him when he de- 
serted the. G. QO, P.? 


O 
“Coming events cast their shadows,” 
etc. Snow storms in Colorado re- 
mind New England that the Indian 
Summer may soon be_replaced by 
weather not quite so pleasing. 


The mid-season of football finds many 
good contests scheduled, with the 
teams shaping up for the “big 
games” which will mark the climax 
of the present year. 


—9— 


It is tacitly assumed the country over 
that the proportion of Republican 
voters among the women is greater 
than among the men. This is con- 
stantly cropping out. Harding and 
Coolidge, representing 100% Amer- 
icanism, are more popular than Cox 
and Roosevelt, hampered by the 
League of Notions. 


, 


apres 

Does the idea of a four billion dollar 
country next year fill you with a de- 
sire to hand the U. S. to our sisters 
across the sea on a basis of a 6 to l 
representation ? 


19) 

Massachusetts, ever progressive, has 
the absent voting privilege. It is 
hoped the voters will make the most 
of this opportunity and will not 
abuse it in any way. 

sores 

Milwaukee Sentinel—“Gov. Coolidge’s 
good advice resolves itself into the 
simple exhortation to get our feet on 
the ground and our heads out of the 
clouds. And, that having been 
pretty consistently the position of 
his own head and feet, he has a bet- 
ter right than many statesmen to 
offer the advice to his countrymen.” 

aD 

The race between the Gloucester and 
the Lunenburg, N. S., schooners 
has attracted much attention. Water 
sports events are gaining in popu- 
larity. 

aligns: 

Campaign managers of both parties 
claim the victory, but one of them is 
doomed to disappointment, 
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(Concluded ) 


ji snorted with glee. “I know you 

didn’t hurt yourself or I wouldn’t 
laugh, but that mud is soft and I’m 
quite sure you have chosen the deepest 
wallow of all. I know by bitter ex- 
perience.” 

“You mean brute!” she gasped 
floundering around to regain her bal- 
ance. “I think you are horrid! Tl 
never speak to you again!” 

While Jim dug and panted, and 
pushed and pulled, Adele felt around 
warily for a fairly firm hummock. 
She cried softly and miserably to her- 
self, wiping the mud and tears impar- 
tially on the limp and soggy organdie 
ruffles. Finally she took off her re- 
maining slipper and tucked it under 
her arm. It was filled with mud, but 
she still clutched it despairingly. 

At last, after volumes of incoherent 
curses he gave up in despair and dis- 
gust. 

“I throw up the job,” he pro- 
nounced, gloomily. Someone will have 
to haul us out—but who, or when— 
God knows—I don’t. The blooming 
car won't budge.” 

“T’ll go on down the road a bit. O, 
stop your sniffling, Adele, and brace 
up! You’re as cheerful as a tomb- 
stone!’ he cried, disillusioned. 

“What is there to be cheerful 
about!” she snapped. “A nice way to 
treat a girl! And I don’t care if I am 
crying, either. Don’t you see what a 
mess I’m in?” 

“Can’t you understand that I’m in 
just as much of a hole as you are? I 
have fully as much mud packed on me 
and my hair and mouth are full, too 
—and that’s more than you have!” 

“You ninny!” she sobbed wrath- 
fully. ‘I mean the mess at home! 
Paul is probably back by this time and 
is wondering where IJ am—and, O, 
dear, I wish I were there! Why did 
I ever leave!” 

“Don’t ask me!” Jim consoled with 
sarcasm. “I wish to the devil I were 
home, too. What an ass a man is to 
try anything once!” 

“What will Paul say?” she wept. 

“T have troubles of my own. It 
will be some little job explaining 
things to Rosamond,” he growled. 

“©, dear, dear,” she cried, in an- 
guish. “Jane and all those girls knew 
we were coming out together and 
when we don’t show up and Paul tel- 
ephones to know where we are—O 
goodness !” 

“Yes, it’s a mess, all right,” he 
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“But all that trouble 


agreed sourly. : 
It’s after 


has taken place already. 
midnight now.” 

“Horrors!” she shrieked. “O, think 
of the scandal!” 

“Scandal!” he jibed. “You’ve said 
something! It will be a dainty, juicy 
morsel for all the cats to chew over. 
Now listen, Adele, I’m going on down 
the road a bit and see if I can possibly 
discover a farmhouse anywhere. If 
they have a telephone we can get in 
touch with town or at least get under 
cover.” 

But Adele protested emphatically. 

“T will not be left alone here in this 
awful place, Jim Dalton. You need- 
n’t think you can get me out of the 
way as easy as that. I’m going right 
along. I hate the sight and sound of 
you, but you’re better than no one.” 

Jim grunted resignedly and they 
started off down the road. At inter- 
vals they varied the monotony by 
sliding helplessly along or assuming a 
swift and unpremeditated sitting pos- 
ture. Their clothes became so thickly 
coated that they were no longer able 
to see even the faint white outlines of 
each other in the inky blackness. 
Adele cried wearily all the way as she 
stumbled on. At first Jim tried to sup- 
port her, but she jerked herself away 
from his hand, and he gave up in des- 
peration. 

“There never was more mud in the 
trenches in France!” she wailed. 

“T’d choose any place anywhere in 
preference to this,” he grunted, sour- 
ly. 
“O, I’m so cold and hungry,” she 
wept anew. 

“Adele Keith, you haven’t the 
gumption or backbone of a fish! I’m 
just as cold and hungry as you are. 
Now keep still.” 

But Adele only cried the louder. 

Far down the road loomed vague 
outlines which gradually shaped them- 
selves into a farmhouse with its out- 
lying buildings. 

“Thank God!” Jim exclaimed, fer- 
vently. : 

They dragged weary feet up the 
path to the door and knocked. 

A newly awakened dog barked vici- 
ously inside the house and after a long 
interval a man’s voice boomed. 

“What do you want here?” he de- 
manded in a loud voice. 

“Our car is stuck way back down 
the road. I would be most grateful if 
I could use your telephone. I’m very 
sorry to have to trouble you, but this 
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lady is very tired and wet,” Jim ex- 
plained at length. 
“What you doing on that road any- 
way?” the inmate asked, suspiciously. 
“There ain’t no right of way there yet. 
Besides the telephone ain’t no good 
this time of night—the exchange closes 
at eight o’clock.” 
“O, Lord!” sighed Jim in disgust. 
“Well, can you haul us out, then?” 
“No, siree, no money on eart 
would get me or my horses out ’til 
morning.” 
“Well, at least you can let us come 
in,” Jim compromised. “This lady is 
very tired.” 
“Who is she? Is she your wife?” 
the voice on the other side of the door 
demanded. 
“O, no—I mean yes—O, no, tell 
him, no,” Adele counseled, hysterical- 
ly , 


f 


“T heard you a-talking. You don’t 
need to say no more,” he answered, 
decisively. ‘“You can’t come in here 
—no cheap joy-riders like you!” 

“O, Heavens!” moaned Adele in de- 
spair. ‘ 

“But that is outrageous!” Jim pro- 
tested, indignantly. 

“Tl tell you what you can do, 
though,” the man conceded, “you can 
sleep in the shed. There are two or 
three old horse-blankets out there on 
a shelf and there’s plenty of hay. 
You’re welcome to that,’ and he re- 
tired again into the back regions. 

“Of all the damn old fools!” Jim — 
swore angrily. “I bet I’ll make it hot 
for him tomorrow.” 

“Horrid, heartless beast,” Adele 
added wrathfully. Her sobs broke out 
afresh. 

“If you don’t cut out that crying 
I'll shake you!” Jim hissed, as mad- 
dened with rage and disappointment 
they turned toward the shed which 
they could faintly discern. . 

“Don’t you dare touch me!” she 
blubbered, incoherently. 

They stumbled inside the door and — 
groped around for the blankets. There 
were piles of hay in the end of the big 
shed and Adele dropped down in an 
inert heap. 

“Br-r-h!” she shivered. “I am so 
cold and wet! O, I’m dead tired!” ° 

It was pitchy dark, but Jim at last 
discovered the blankets and walked 
cautiously over in the direction of her 
voice. 

“Here, Adele, let me wrap this 
around you. I’m sorry you are so — 
wretched,” he said, sympathetically. 
“Where are you, anyway?” 

“O, here I am,” she replied in a pet- 
ulant manner, “O, ouch. Jim Dalton 
—you stepped all over my feet! Don’t 
be so clumsy.” 

“Be reasonable, 
can’t see a thing!” 


Adele, child —I_ 
he expostulated. 


@ 
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— “Don’t ‘Adele child’ me!” she mim- 
-icked. “You make me tired!” 

_ “Don’t be so childish,” he said in 
deep disgust. Then he added, con- 
ft ritely, “here let me wrap you up in 
is. | know you are worn out—and 


Bow. Now I'll put mother blanket 
over you and you'll soon be warmer 


/“O, I never. smelt such awfully 
‘horsey’ things! Generations of farm 
horses have slept in them! They make 
me itch, too—and there’s hayseed in 
my hair and eyes and mouth! What a 
‘horrid dark old hole! I can’t see a 
ung !” 

~“T can’t help the dark or the smelly 
blankets, but if you will be any more 
comfortable, Adele, do lean on my 
_ shoulder.” 

“QO, I wouldn’t have you touch me 


for worlds!” she assured him scorn- 


» “Well, if you feel more at ease I'll 

‘go outside,” he replied with dignity. 

*“T’m only trying my best to do what 

I can for your comfort.” 

_ “No, I won’t stay here in this hole 

alone, ” che said, stubbornly. 

Jim shrugged his shoulders. 

“Just like a fool woman,” he said, 

“never knows her own mind. Try to 
get her out of an unavoidable scrape 
and that’s what you get!” 


He felt genuinely sorry and abashed 
at Adele’s plight, but he was absolute- 
ly disgusted with her. He wondered 
why he had ever been such an ass as 
to be infatuated with such a petulant, 
‘spoiled doll. No mere beauty, he de- 
cided, could make up for the stamina 
and backbone that a girl ought to 
‘have. Now take Rosamond. He felt 
‘a bit shamefaced as he remembered 
This neglect’ of her for the past two 
"weeks, and his utter absorbtion in the 
golden-haired girl who was snifflng in- 
Beessantly beside tim. He felt he 
would give pretty nearly anything to 
e near Rosamond right now and have 
Ther calm and practical personality 
"soothe and brace him up. She never 
"would act this way, he knew—but 
then, of course, she would never have 
gotten into stich a compromising posi- 
tion in the first place. He sighed 


rolled into one. 
_ The hay, instead of being a soft 
and downy bed, insisted on slipping 
down and bunching into hard knobs 
under her waist and shoulders. She 
<new how the early Christian martyrs 
ust have felt who were hung with 
their feet higher than their heads. 
“And some people rave about the 
beauties of new mown hay! The hor- 
rid choky stuff! What is Paul doing 


—that nice dependable man! What 
does he suppose has happened to me! 
I wonder if he’ll be terribly angry and 
divorce me for utter frivolity or will 
he be just loving and sorry and for- 
giving? And to think that just a few 
hours before I thought it was high life 
to ride along with that horrid Jim Dal- 


ton and have him call me a fairy sprite 


and make love to me! O, why wasn’t 
I more discreet! What more could I 
want than my angel Paul and those 
two adorable children! If I ever get 
home again [’ll never look at another 


man,” she vowed solemnly. 


At last the faint streaks of dawn 
appeared in the eastern sky. Gradu- 
ally objects took on form and stood 
out clearer and clearer. 

“Did you get any sleep?” Jim asked 
compassionately. 

“Of course not!” she retorted an- 
grily. “What did you expect from 
such a devilish device as this hole!” 

“I’m going after that farmer, Adele, 
and make him haul us out the very 
first thing. Then we’ll beat it back to 
town just as fast as we can get there.” 

Jim helped her to her feet and then 
laughed outright. 

“O, good Lord!” he cried. “I wish 
you could see yourself! Your face is 
coated with dirt and caked with mud 
—and your hair, my child, is full of 
hay and straw! Ye gods! Your dress 
and feet—” 

He sank down howling with laugh- 
fer. 

Adele, still swathed in the horse- 
blankets, moved toward the door with 
outraged dignity. A long spear of 
bearded wheat waved majestically to 
and fro from her head as she walked. 

“No one but a silly, selfish brute 
like you would see anything to laugh 
at,” she hurled the words at him 
scornfully.. “Jt wouldn’t be possible 
for anyone to look worse than you do, 
Jim Dalton. I can tell you that. If 
yo think you are an Adonis you have 
another guess coming.” 

Jim surveyed his bare legs and feet 
and sighed ruefully. Black: as an Af- 
rican King’s they lied in color and 
consistency the once-creamy rajah silk 
suit. The rolled-up trouser ee held 
pounds of caked mud concealed in 
their folds. He chuckled and followed 
her out of the shed. 

Adele stood silhouetted against the 
dawn. She looked more like a carica- 
ture than a pampered young society 
matron. The dingy blanket trailed on 
the ground behind her and her head- 
dress bobbed airily in the morning 
breeze. 

“How! Heap Squaw!” whooped 
Jim, as he made his way gingerly 
across the yard in his bare feet. He 
was again convulsed with laughter. 

“Do excuse me, Adele. I really 
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didn’t mean to hurt your feelings,” he 
managed to stammer. 

“T won’t excuse you, Jim Dalton. 
In the first place it is all your fault, 
every single bit of it—and I want to 
go home.” 

Jim shrugged his shoulders in de- 
spair, but his hilarity was beyond his 
control and at intervals tears of un- 
curbed mirth ran down his face and 
washed little clean cut furrows. 

“You needn’t try to be so stand- 
offish, young lady,” he warned. “It 
doesn’t jibe with your looks.” 

She tossed her head in disdain and 
stalked moodily away from him. 

At that moment the farmer walked 
leisurely down the path and then 
stopped short. Amused surprise was 
written all over his face. 

“Well, I never!” he clapped his 
thigh with the palm of his hand and 
then doubled up while his widely 
opened mouth emitted loud guffaws of 
laughter. 

“T ain’t never seen no sight that was 
the like of this!” he howled. At 
length he was able to speak coherently. 

“What was you doing on that road 
anyway?” he asked. 

“T told you we got there by mis- 
take,” Jim informed him, coldly. 
“There was no sign to let me know 
that the road was out of commission. 
So there we stuck in the mudhole. 
Now I'll give you ten dollars to haul 
us out right now. Is the telephone ex- 
change open yet?” 

“No, it don’t open ’til eight—but I’ll 
get you out all right,” he promised, 
spurred on by the good-sized fee. 

A pair of stalwart farm horses was 
hitched to the axle and miraculously 
the mud-encrusted car moved out and 
on, back up the hill to firm and solid 
ground. 

“T’d like to rent these blankets for 
this lady’s use. [ll return them with- 
in a day or two,” Jim said, seating 
himself in the car by Adele’s side. 

“Yep — about two dollars I guess 
will be about right,” he drawled. “I’d 
give ’em to you for they’re full of 
fleas, I reckon, but I’m kind o’ short 0’ 
covers.” 

“Uuh!” shuddered Adele, scratch- 
ing surreptitiously. But the morning 
air was chill and she continued to keep 
the flea-infested mantle drawn close 
about her. 

The man grinned affably as the car 
started. Then he suddenly leaned for- 
ward and fished a black, high-heeled 
object out of the road before him. 

“Want your slipper, lady?” he 
called, shaking it at them. 

“Keep it!” she answered, with hau- 
teur. 

She drew herself over as far as pos- 
sible in the corner away from Jim and 


(Continued on page 26) 
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SHELDON’S § 
MARKET 


Best Grade of 
BEEF, LAMB 
POULTRY, PORK 
Vegetables, Fruit 
At Boston Market Prices 


24 Central Street 


Manchester 
Est. 1845 Tel. 67 


HE wonderful autumn weather has been a big factor in 
lengthening out the North Shore season this year. 
Scores and scores of families are still at their seashore es- 
tates. in some cases weeks later than usual. The entire 
month of October has been without rain or foul weather. 
Not until yesterday was there an unpleasant day. Those 
who like to follow the hunt in the Myopia Hunt club sec- 
tion have had a great opportunity to follow this sport dur- 
ing the autumn. The motor roads, too, have offered un- 
usual delight to those who are attracted to this sort of thing. 
The wonderful colorings of the trees and the hills and 
drives have been an alluring feature of a motor trip along 
the North Shore this month. 
O20 
Miss Clara Winthrop returned nearly two weeks ago 
from her trip to England and France and is with her 
mother, Mrs. Robert C. Winthrop, at West Manchester. 
They will remain until nearly mid-November before open- 
ing their Boston residence on Walnut st., Beacon Hill. 
O30 
Amory Eliot, of Old Neck, Manchester, plans to go to 
Phillips House, the new ward of the Mass. General hospital, 
the coming week, for an operation of a minor nature. 
OBO 
The Augustus N. Rantouls have closed ‘Thatch- 
banks,” their summer home on Argilla rd., Ipswich, and re- 
turned to Boston for the winter. The Roger Warners have 
also closed their summer home on North Gate rd., Ipswich, 
and opened their winter home in Boston. 
O39 
Mrs. Henry L. Higginson closed her residence at West 
Manchester this week and moved to Boston. 
oO 
Mrs. Albert J. Beveridge and young daughter left Bev- 
erly Farms this week for their home in Indianapolis. 
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| THE STATIONERY SHOP { 
Now is the Time to Order Your 
PERSONAL GREETING CARDS 
for 
CHRISTMAS and the NEW YEAR : 
| CENTRAL PAPER COMPANY | 
| 290 ESSEX ST. SA SALEM | 
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Card Tables 
Folding Chairs 
Gold Chairs 


BOSTON: Mass. Chambers 


SISIISLLILA LIS ISSLNIIDIGDIALADI Sa 


W. J. CREED, Caterer 


Private Waiting 
TELEPHONES: 
Back Bay 3040, Beverly 765 


WATCHES for MEN 


A very comprehensive showing of the most popular and 
desirable American movements in gold-filled and solid 


gold cases. 
WALTHAM - ELGIN - HOWARD 
HAMILTON - - ILLINOIS 


HALLMARK 
Every watch fully guaranteed 


F. S. Thompson, Jeweler 


THE HALLMARK STORE 


164 MAIN STREET GLOUCESTER 


HE ELEcTION next Txesday will bring many North Shore 
people back from their winter homes in order to cast 
their ballots at Manchester, and other North Shore towns. 
Many of the new yoters—the women—have registered at 
their Shore residence instead of at their city homes, despite 
the fact their husbands may be voters in the city. 


O08 co; 

Charles W. Ward and family, who leased their cottage 
at Old Neck, Manchester, the past season and have been — 
living at “Noke Farm,” Prospect Hill, Andover, have re- 
turned to their town residence, 67 Colchester st., Brookline. — 


OO 

John Larkin Thorndike, of Boston, died Sunday at his 
summer home in West Manchester, following an illness 
which began the latter part of June. Funeral services 
were held Wednesday noon in Emmanuel church, 15 New- 
bury st., Boston. | 

Mr. Thorndike was a lawyer. He was born in 1844 
and was’a graduate of Harvard in the class of 1866. He 
prepared for college at the Boston Latin school. He was a 
graduate of the Harvard Law school in 1868. Mr.,Thorn- 
dike was married June 4, 1878, to Miss Florence Greenough, 
daughter of Henry and Frances B. Greenough, of Cam- 
bridge. He is survived by his wife, two daughters, Miss 
Alice Thorndike and Mrs. Olivia Simpkins, the widow of 
Capt. Nathaniel S. Simpkins, Jr., A. D. C. headquarters, 
who served with the 26th Division and died in France two — 
years ago. He also leaves a son, John R. Thorndike, Har- 
vard ’04, of Southboro. 

Mr. Thorndike was recognized as an authority on 
wills and all forms of corporate instruments. By his will, 
filed yesterday, a bequest is made for the maintenance of 
his law library for the use of the judges of the Supreme 
Court of Massachusetts. The will provides the sum of $10,-_ 
000 for the maintenance and improvement of the law li- 
brary, and the trustees of the will are empowered at their 
discretion to transfer its care to any board or corporation 
and to expend the sum of $500 for the removal and proper 
placing of the library. Aside from certain bequests to em- 
ployees and the one public bequest, the estate is left in trust 
for the benefit of the widow and children. 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


Weddings 
Teas and 
Dances 


East Corning St., BEVERLY COVE 


Oct. 29, 1920 


J. M. Meredith E. W. Grew 


MEREDITH & GREW 


AO Central Street 


BOSTON (9), MASS. 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


NORTH SHORE PROPERTIES a Specialty 
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Henry Whitmore Norton Wigglesworth 


Telephones: Main 6772-3-4 


BUSINESS PROPERTIES 


NORTON WIGGLESWORTH 


ONGRATULATIONS are being extended to Mr. and Mrs. 
Frederick M. Burnham (Rosamond Eliot), on the birth 
of a son, their third, at the Somerset hotel, Boston, Sunday. 
The little chap will be named Henry Burnham, after a pa- 
ternal uncle. Mr. and Mrs. Burnham will return to Man- 
chester within a week, probably, and will be domiciled for 
the winter in the Richard Lovering house, at Old Neck, in 
the general vicinity where Mrs. Burnham’s parents, Mr. 
and Mrs. Amory Eliot, make | pet year-round home. 


Oo % 

Mr. and Mrs. J. Res Howard (Ruth Gaston), 
who have spent the summer in Manchester, are receiving 
congratulations on the birth of a son, the first of this week, 
at Phillips House, Boston. 


yor1a Hunt Crus steeplechase at Willowdale, Hamil- 

ton, Saturday (Oct. 30), will be quite an event. While 
the Middlesex Hunt club will be missed, through the ab- 
sence of its master, A. Henry Higginson, its place will be 
taken by Norfolk Hunt club, which will send three repre- 
sentatives. Among them, one of its lady riders, Miss Hilde- 
garde Porter, is pens her brown gelding, Sensitive, in 
the lightweight steeplechase; William Almy, Jr., is enter- 
ing his brown gelding, No Trumps, in the heavy weight, and 
Charles W. W. ar sHefienger, his chestnut gelding, Sensa- 
tion. The winners of both of the steeplechase events last 
year are again on the card, Isaac R. Thomas’ Moonstone in 
the heavyweight and Woodley in the lightweight. Woodley 
last year was owned by A. (Ss Burrage, Ais, ‘and furnished 
the surprise of that meeting. This year he will run in Bay- 
ard Tuckerman, Jr.’s co ors and is entered in the flat, as 
well as in the lightweight. It was a very close thing between 
him and Filili, N. W. Rice’s chestnut mare, last year, and 


that gallant little mare thus will have another chance. 


Call Mrs. Burnham, Y® Rogers Manse, Ipswich 85-M. 
Lobster and chicken mere? also a la carte service. 


adv. 


MANCHESTER, MASS. 


DBePaARTUREs this week include Mr. and Mrs. George E. 
Warren and household, who have closed their summer 
home at Singing Beach, Manchester, after a long season, 
and returned to their Boston residence, 148 Beacon st. 
Oo 3% O 
Dr. J. H. Lancashire and family, and Mr. and Mrs. 
Umberto Colletti left ““Graftonwood,”’ Manchester, the first 
of the week for New York, where the Lancashires have a 
residence at 7 East 75th st. Mr. and Mrs. Colletti will sail 
early next week for their home in Italy. 
Oo 3 O 
Mrs. Reginald H. Fitz and household closed the Fitz 
summer home at West Manchester, Wednesday, and re- 
turned to their Boston residence, 218 Beacon st. 
O32 O 
Mrs. Francis A. Lane is back to her winter residence 
in St. Louis, Mo., after a pleasant season at “Overledge,” 
her summer home in Manchester Cove. Mrs. Lane is al- 
ways one of the early arrivals in the spring, usually reach- 
ing her place at Manchester by the last of April. 
o 3 O 
Mrs. Frankiin Haven is closing her house on the Ha- 
ven estate, Beverly Farms, next Friday, Nov. 5, and will 
open her town residence on Beacon Hill, Boston. 
33 O 
Mr. and Mrs. Charles M. Amory and family left Man- 
chester this week for New York city, where they will re- 
main for the fall, going after the holidays to Palm Beach. 
3 O 
Mr. and Mrs. Thomas Taylor and family are the last 
of the summer colony to leave Old Neck, Manchester. They 
returned this week to their home in Columbia, S. C. ; 


Women’s Educational and Industrial Union cake may 
be had fresh from day to day at the Page & Shaw Tea 
Room, Pride’s Crossing. adv. 


The BREEZE Bye a year, $1 for six months. 


DESIRABLE - SHORE ie INLAND PROPERTIES 


FOR SALE 


BEVERLY 


PRIDE’S CROSSING 


BEVERLY FARMS 


WEST MANCHESTER MANCHESTER MAGNOLIA 
and 


WENHAM 


HAMILTON 


IPSWICH 


T. Dennie Boardman, Reginald and R. deB. Boardman 


56 Ames Bldg., BOSTON 


BrancH OrriceE, MANCHESTER, 


A. G. T. Smitru, Local Representative, 


Tel. Manchester 144-W. 
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Your Printing 


should not be a matter of who will do your 
work at the lowest price— but who will 
give you the best service — the least trouble. ; , 


rx 


Printing is becoming more 
and more a matter of giving 


Constructive Service 
— less and less, price competition 


That is what the NORTH SHORE BREEZE is doing—it is 
what it is equipped to do—give Constructive Service. 
The plant is equipped to do work of finer grade than 
the ordinary country print shop. It would be impossible 
to produce a weekly magazine like the BREEZE— « 
running into 80-odd pages a week for the summer 
months, with fine illustrations, etc—without the equip- 
ment. Though the business has been established since 
1904—-17 years ago—most of the equipment has been 
installed within the last four or five. years, and the 
Linotype shown above—the most modern improvement of this wonderful type-set- 

ting device—was installed last winter. The cylinder press shown below is the last 

word in printing press equipment—a Babcock Optimus— new last spring. Other 

printing and binding equipment, type faces and themany utilities of the modern 

plant, places the BREEZE in a position to handle the production of 


Books, Pamphlets, Reports and Smaller Job Work, 
as well as Publications 
The office is free to take on several 


Weekly or Monthly Publications 


The plant is now installed in a new building—built of concrete, fire-proof, especial- 
ly conceived and constructed for us, and owned by us. 
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Let the BREEZE plant handle your printing It is equipped 
ZE : pped especially for Book and 
Pamphlet Printing—but can also look after your smaller needs. : 


A telephone call will bring a salesman to your office. Prices given and samples submitted. 


NORTH SHORE BREEZE CO., PRINTERS and PUBLISHERS 


J; ALEX, LODGE, MGR. 
66 Summer Street Tel. 378, 379 MANCHESTER, MAss 
, 
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Lower Prices on the FLEISHER YARNS 


Just at the time you are planning your fall knitting we can offer you these lower 


prices: 
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John H. Newelil’s Dry Goods Store 220-224 Cabot St, Beverly 
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LARCOM THEATRE, BEVERL 
High Class Pictures — Grand Pipe Organ 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
Saturday Eveniugs 5.45 to 10.30 


eae 


POCIE PYINOTES 


R. AND Mrs. CHESTER L. DANE and children have closed 
their summer home at Marblehead and have returned to 
New York, making the trip by automobile. 
—<— 


Mrs. Y. Marcy Edwards, of Boston, a summer resident 
of Marblehead Neck, is one of the patronesses of the Sev- 
enty club dances to be held at Hampton ct., Boston, this 
winter. The first dance was held most successfully last 
Saturday evening. a 

The Phillips Beach: Neighborhood club was the scene 
of gaiety last Saturday evening, when about 60 persons 
gathered for the supper-dance. ‘Tuesday evening, all in- 
terests at the club will be turned towards the election, and 
special returns and announcements will be made from the 
clubhouse. 


Oo 
Mr. and Mrs. Wm. A. Paine, of Commonwealth ave., 
Boston, who spent the summer at Clifton, are now at Vir- 
ginia Hot Springs, where they have been entertaining ex- 
tensively. 


eae 

Hon. and Mrs. David M. Little, of Chestnut st., Sa- 

lem, who have been at their summer place at Lake Winne- 
pesaukee, have returned to Salem for the winter. 


Demarest Lloyd and family, who have spent a long 
‘summer at Marblehead Neck, have returned to their winter 
home in Boston. 
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THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 


KODAK DEVELOPING AND PRINTING 
Beverly, Mass. 


Tel. Conn. 


156 Cabot St. 


R. WILLIAM F. STRANGMAN, of Salem, who summers ev- 

ery year at Gloucester, has gone on the Esperanto for 
the international race in Halifax. He was fortunate in se- 
curing an opportunity to go with this picked crew. 

Frank W. Benson and family, who spent a long sum- 
mer in Maine, have returned to Salem for the winter. 

Mr. and Mrs. Benjamin Shreve, who spent the sum- 
mer with their family at Marblehead Neck, have returned 
to their winter home in Salem. 

Mr. and Mrs. J. Willard Helburn, of Salem, have re- 
turned to their home from Stockbridge, where they have 
been since their return from a summer spent in Switzer- 
land. 


rey, 

Mr. and Mrs. John Pickering, who have been honey- 
mooning in the Mountains, have arrived at their new home 
in Nashua, N. H. Mrs. Pickering was formerly Miss Ruth 
Benson, of Salem and Marblehead Neck. 

Mr. and Mrs. Francis W. Rice and family have re- 
turned to Lynn after spending the summer at East Glouces- 
ter, at their camp. 


a 
Charles Pierce, of Boston, who spent the summer at 
Flying Point, Marblehead Neck, has returned to his home 
in Boston. He spends much of his time nowadays in New 
York, where he is helping in the New York campaign for 
the Republican party. 
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Meats : 
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TELEPHONE 142 BEVERLY FARMS 


Edward H. Lally 


Poultry “ 
FRUITS and VEGETABLES 


Deliveries all along the North Shore between Beverly and Magnolia 
and inland to Hamilton and Wenham 


BUTTER AND EGGS 


Game 


BEVERLY FARMS 
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LOCAL SE@ Es 


MANCHESTER 


Harold Bater left Wednesday on a 
business trip to Chicopee Falls. 

Lewis Hooper is spending a few 
days sightseeing in New York city this 
week. 

Mrs. Edna’ Pelton has been substi- 
tuting at the Price school this week 
during the absence of Miss Coffin, who 
has been ill. 

Mrs. Donald Tarr and daughter left 
last week for Springfield, where they 
will make their home, Mr. Tarr’s busi- 
ness connection being in that city. 

George H. Gerard is concluding his 
engagement at B. L. Allen’s pharmacy 
this week. Mr. Gerard and family live 
in the J. S. Reed house, Summer st. 

The annual inspection of Allen Re- 
lief corps last evening at G. A. R. hall 
was an event of much importance 
among the members of this society. 
The inspecting officer was Mrs. Whit- 
tier of Danvers. 

It is with much pleasure the many 
friends of Mr. and Mrs. Herbert Shaw 
will read that Mr. Shaw is now on the 
road to recovery from his recent seri- 
ous illness. He is now at his home on 
Summer st., and is able to be up and 
about the house. 

Louis ©. Lations and family are 
moving from the tenement in the house 
on Washington st., owned by E. A. 
Lethbridge, to their newly - purchased 
home on Norwood ave., just bought 
from Mrs. W. H. Allen. Mrs. Allen 
and daughter will occupy the smaller 
apartment in the N. Martin Olsen 
house on the same street, where Bert- 
ram Floyd and family have been liv- 
ing. 

Manchester folk have a little more 
than a passing interest in the boat 
races to be sailed at Halifax begin- 
ning tomorrow in which the U. S. fish- 
ing fleet is represented by the Esper- 
anto, of Gloucester, for two former 
Manchester men are members of the 
crew of the Esperanto. Hugh Young, 
for a number of years a resident here, 
part of the time as caretaker of the 
Bremer estate, Smith’s Point, is one 
of the crew. Mr. Young, of late years, 
has been sailing out of Gloucester as 
a captain. George E. Roberts, at one 
time a rigger at Calderwood’s boat- 
yard, is another member of the crew. 
Mr. Roberts is now engaged in busi- 
ness for himself, as rigger, in Glou- 
cester. Selectman Wheaton and Lewis 
A. Leach were of those who visited 
the boat the day it sailed away from 
Gloucester. 


Friday, Oct. 29, 1920 


Moving Pictures 
Horticultural Hall —: 


A. N. SANBORN, Mgr. 


Manchester 


SATURDAY—OCT. 30 


One Evening Show Only 
Starting at 7.30 
First Three Reels Repeated 


TUESDAY—NOV. 2 


One Evening Show Only 
Starting at 7.30 
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SHIRTS, COLLARS 
STARCH-WORK to :: 


Thomas Saco, Barber 


and 


Tel. 137-M Postoffice Block 
Jos. Vasconcellos, Barber 
Tel. 53-3 Central Sq. 
James Beaton, Grocer 
Tel. 8341-W Central St. 
Frank B. Rust, Grocer 
Tel. 96 School St. 


— Agents for — 
MANCHESTER LAUNDRY 


Good work Prompt Service 


Telephone 85-W 


Work called for and delivered 
BOBWOBVOBORVOBOBROROBOBOBOBOBOS 
Mrs. G. A. Knoerr returned Wed- 

nesday morning from a two weeks’ 

trip to New York, where she went 
with her daughter, Miss Dorris 

Knoerr, who is to study vocal music 

in New York this fall and winter. 

The top floor of the Lee block has 
been leased by the Holy Name society 
of the Sacred Heart church and will 
be used as a sort of parish house for 
the men and women of the parish to 
hold their meetings, parties and class- 
es. The location is ideal and will meet 
a long-felt want by the members of 
this church and its allied organizations. 


NOTICE 


From Nov. 3 until April 1 
our store will close at 12 
o’clock noon on 


WEDNESDAYS 


—SHELpDoN’s Mrrt. 
Manchester 
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FIRE, LIABILITY, AUTOMOBILE, LIFE, 
ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


MANCHESTER 


James Hurley is moving his family 
to Brookline the first of next week. 

John Silva has severed his connec- 
tion with the Valentine Trucking Co. 

Curtis Stanley, of Waltham, has 
been renewing acquaintances in town 
this week. 

J. F. Noyes has been drawn as juror 
to serve at the sitting of the Superior 
Court at Salem, Wednesday, Nov. 3. 

Mr. and Mrs. Edward Case, of New 
Britain, Conn., are visiting at the home 
of Mrs. Case’s sister, Mrs. Wm. Hodg- 
don, Bridge st. 

Miss Helen Morley was home the 
first of the week for a short visit from 
her duties at the Long Island hospital, 
where she is training for nurse. 

Mr. and Mrs. E,’ Russell Lloyd 
(Annabelle Lodge) and their two chil- 
dren plan to leave Manchester toward 
the middle of November for their new 
home in Palermo, Cal., where Mr. 
Lloyd and his brother are in the Olive- 
growing business. 

The new superintendent of schools, 
George Francis, and family, will move 
to Manchester early next month — 
about Nov. 10—and will occupy the 
apartment in the E. A. Lethbridge 
house on Washington st. being vacated 
by L. O. Lations and family. 

Alex. Sjorlund left Manchester yes- 
terday and will sail from New York 
tomorrow for a brief trip to England. 
He expects to return about the 10th of 
December and will continue his ‘““Mod- 
el Shipyard” and manual training 
school in Boston this winter, he says. 

The State Guard service button au- 
thorized by Chapter 43, Resolves of 
1920, for service in the Mass. State 
Guard for a period of.one year during 
the World war, or thirty days during 
the Boston police strike, have arrived 
and are being given out to the former 
members of Co. I by Town Clerk 
Floyd. 

Raymond C. Allen moved his civil 
engineer’s office yesterday from the 
Lee block to the Bingham building, 
across the street, which has now been 
changed over from a dwelling house 
into a business block. Mr. Allen has 
been in the Lee block since 1899, first 
on the second floor, but since 1915 hay- 
ing the entire top floor. He now has 
the entire second floor of the Bingham 
block, four rooms, well appointed for 
a business such as his. The Manches- 
ter Electric Co. has already moved in- 
to the new store on the ground floor of 
this building. 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 
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LASSIFIED’) ADVERTISEMENT 


Advertisements under this head 2e a word the first week. l¢ 
a word after the first week. Stamps may be used in payment. 


Homes for Sale 


ANYONE DECIDING to purchase a 

home in Manchester should get in 
touch with me. I now have several most 
desirable propositions—GEO. E, WILL- 
MONTON, cor. School and Union sts., 
Manchester. 


Position Wanted 


CHAUFFEUR would like position; North 
Shore preferred. Experienced in driv- 
ing. Steady, reliable; good references. 
Apply: ‘‘Chauffeur,’’ Breeze office. 43-47 

WOMAN will accommodate by day. Any 
kind of work.—Apply: 26 Elm st., Man- 
chester. 32tf. 


Trained Nurse 
HOSPITAL TRAINED NURSE - MAID 
would like position. No objection to 


traveling. Address: Miss H. F. M., 
North Shore Baby Hospital, Salem, 
Mass. - 42-45, 


For Sale 


PEKINGESE for sale. Very handsome 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 
black mask. Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion.—Mrs. R. Curry, 603 
Essex St., Beverly. Phone 247-J. 20-22 


WOODS FIRE BURNED FOR A WEEK 


600 Acres Burned Over in Manchester-Essex-Hamilton 
Section—Worst Fire on Record in North Shore Woods 


FOR a full week one of the worst 

woods fires on record in this sec- 
tion of the North Shore has been 
raging. Starting in the town of Es- 
sex, Wednesday of last week, at noon 
it had burned over a territory of 600 
acres in the section where Manchester, 
Essex and Hamilton intersect in their 
boundaries. Starting on the old Man- 
chester-Essex road, it soon ate its way 
from a point half a mile in the town of 
Essex to Manchester, and then on 
toward the Manchester-Hamilton rd., 
to what is better known, perhaps, as 
the Pipe Line Road, running between 
the water works at Gravelly pond, 
Hamilton, to Manchester. 


The leave-covered ground, parched 
with the hot rays of the October sun, 
with not a drop of rain for more than 
a month, was a ready prey for the fire 
and the flames swept on faster than a 
man can walk at times. Fortunately, 
the larger trees were not touched. The 
fire seemed to eat only the small un- 
derbrush and leaves on the dry ground. 

Fire Warden Peter A. Sheahan, of 
Manchester, did a wonderful stunt in 

handling the fire as effectively as he did 
under the circumstances. Night and 
day for three days—Friday, Saturday 
and Sunday, with no sleep, he fought 
the flames with a gang of 100 men, un- 
til the fire was effectually under con- 
trol. Since then the force has been cut 
down to about half. 

Yesterday’s rain was a Godsend. It 
was impossible to put the fire out, for 
it would burn under the ground, com- 
ing out again fully 20 feet away, fol- 
lowing the trunk or roots of an old 
tree. Only thorough drenching could 
subdue the fire. 

While the fire centered first along 
on the Essex Old Road, it shifted Fri- 


day evening to the general vicinity of 
the Pipe Line Road. Mr. Sheahan had 
1000 feet of hose on hand from the 
start, and this was augmented shortly 
by 2500 feet more from the state quar- 
ters at Beverly. Water was brought in 
the highway watering cart into the 
woods to the spraying machine, and 
then forced through the hose line to 
the scene of the fire off in the woods. 

It was necessary to make a quick 
shift Friday night to the Pipe Line 
Road and wonderful work on Mr. 
Sheahan’s part prevented the fire from 
making much progress in that region. 
It did not cross the road, and, in fact, 
it was kept from reaching the road. It 
was feared at one time that the houses 
along Essex st. and Pleasant st. might 
be endangered, but the fire-fighters 
checked the flames before they reached 
that point. 

The fire was originally sighted by 
Lucius McCormick, from the fire-de- 
tection tower off in the woods between 
Manchester and Essex. The fire grew 
to be of such proportions that the 
state officials were attracted to Man- 
chester, and remained here for several 
days. The state offered its assistance 
and it was accepted by Mr. Sheahan. 
The state officials spoke highly of the 
manner in which Mr. Sheahan handled 


N. GREENBERG 


BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 
(Opp. P. O.) 


34 Union St. Manchester 


Manchester Magnolia Bev. Farms Boston 
SMITH’S EXPRESS COMPANY 
Principal Boston Office: 32 Courr Soa. 
Tel.: Boston Main 489; Manchester 119 
First-Class Storage for Furniture 
Separate Rooms Under Lock 


MANCHESTER MASS. 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


nage INSURANCE 
Any Kind Anywh Any A 
EO. E. B. STROPLE mount 
General Manager 


Also District Manager John Hancock 
Mutual Life Ins. Co of Boston 


ROCKPORT, MASS. 


the situation and one of the state war- 
dens was heard to remark that Mr. 
Sheahan deserved great praise for the 
manner in which he handled the situa- 
tion from start to finish. 


ANNUAL MEETING or Rep Cross 

The annual meeting of the Manches- 
ter chapter of the American Red Cross 
will be held in Manchester Town hall 
next Wednesday evening, Nov. 3, for 
the election of officers, the reading of 
reports, and transaction of such other 
business as may come before the 
board. F. J. Merrill is president of 
the local branch. 


Huntinc SEASON on AGAIN 

Word was telephoned to Manches- 
ter yesterday from the governor’s 
office that the hunting season could 
again be opened. Because of the seri- 
ousness of forest fires all over the 
state the season had to be suspended 
as a measure of caution, but with the 
coming of rain, yesterday, the ban was 
removed. 


Jobbing express and local trucking. 
—Augustus Ferreira. Tel. 318-J. adv. 
Seasonable underwear at W. R. 
Bell’s, Central sq. adv. 


RECKLESSNESS MAKES NEEDLESS FOREST FIRES 
Comment on Manchester-Essex Woods Fire 


By ALLEN CHAMBERLAIN, in Boston Evening Transcript 


THE third fire of consequence was 

one that thoroughly alarmed the 
people of Manchester, Hamilton and 
Essex. It was first detected about 
mid-day on Wednesday by the state 
observer on the Manchester tower. 
The Essex forest warden at once re- 


sponded to the alarm, and his men left 
it for dead before night. On Thurs- 
day smoke was again discovered in the 
same area by the watchman, and again 
the Essex crew supposedly put the fire 
out. On Friday that forty-mile wind 
broke loose, and in all likelihood it 
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found some slumbering embers and 
fanned them into vigorous wakeful- 
ness. Under such conditions a fire, 
especially one in the midst of a mess of 
woodcutters’ slash as this was, moves 
fast. First Essex turned out, then 
Manchester, and finally the state war- 
den ordered out his own crew from the 
Beverly storehouse. It was a day and 
night battle for these men, and on 
Sunday many residents from the 
Manchester and Hamilton summer col- 
ony not only volunteered in person, 
but lent their private chemical appar- 
atus as well, for it looked at one time 
as if one of S. D. Warren’s barns, and 
perhaps other buildings, might be en- 
dangered. 

How Did It Happen? 

For the most part this fire was on 
cut-over land, where the slashings lay 
thick, a ready fuel for the flames. One 
owner lost several cords of wood that 
had been piled on the lot ready for 
market, and in addition to this there 
was the loss of a good deal of prom- 
ising young sprout growth and some 
seed trees. Partly by good luck, but 
also through the hard work of the fire 
fighters, no buildings were lost, but 
now that the anxiety of the moment 
is over, some of the owners are not a 
little concerned as to how the fire man- 
aged to twice deceive the fighters into 
thinking that it was out. No one is 
disposed to criticize or blame, for ev- 
eryone concerned seems to have done 
his level best. 

The burden of the fight first fell 
upon Essex, since it originated in its 
territory. Essex, not being a town of 
large means, may have hesitated to run 
up its labor bill by leaving a man or 
two on guard through the-night. This 
is a practice that many wardens regard 
as good insurance where a fire has 
burned into the ground more or less, 
or where there are logs or stumps that 
might secrete fire. Again, it might be 
that it was not able to turn out a big 
enough crew on Friday when it had to 
compete with the high wind, or its 
equipment may not have been equal to 
the occasion. It is not impossible that 
this lack of equipment may have con- 
stituted a serious handicap to the men, 
for a reference to the state’s records of 
fire-fighting tools if the possession of 
the various cities and towns shows that 
Essex has less than a dozen chemical 
extinguishers, one of the most effective 
items in the up-to-date armament cf 
the forest warden. 

To fight a fire of that order with 
shovels and brooms, or with pine 
brush, as they were at one period 
obliged to do, is taking too great odds. 
It is altogether remarkable that, all 
things considered, this fire was con- 
fined to cut-over land, and that no 
more than three or four hundred acres 


were involved. 

The town of Essex is just too well- 
to-do to benefit by a helpful state law, 
enacted by this year’s legislature, 
which allows the state warden to bear 
a part of the cost of fighting forest 
fires, up to $250, after the town has 
spent one-tenth of one percent of its 
valuation from its own funds. This 
help is only available to towns with a 
valuation not above a million and a 
quarter. But for that it might have 
felt able to risk the cost of those 
watchmen on the first night of the fire. 
As it turned out, it was a poor econo- 
my. 

There is yet another, and much old- 
er state law, designed to aid small 
towns in the purchase of such equip- 
ment as is approved by the state war- 
den, that Essex might benefit by if its 
voters in town meeting would agree to 
raise half the cost by taxation. There 
is a limit of $250 in this case, also, to 
which the state may go, but the town 
of Essex could probably be well pro- 
vided for within that sum. Thus far 
it has only seen fit to provide the few 
extinguishers previously mentioned, 
and for these the state bore its half 
of the cost. 

If Congress sees fit this winter to 
provide, not $200,000, for fire cooper- 
ation with the states under the Weeks 
Act, but $1,000,000, as it is to be urged 
to do by Colonel Greeley, chief of the 
Forest Service, very likely there may 
be an opportunity to lend more help to 
such small towns as Essex. It 1s gen- 
erally agreed in all sections of the 
country that Federal forest funds 
could not be better applied than in lib- 
erally subsidizing a more efficient fire 
service, both on the part of the states 
and of the cities and towns. 

[t is axiomatic that if fires are con- 
trolled effectively the battle for refor- 
estation is half won. To undertake 
reforestation without liberal provision 
for fire control is to gamble recklessly 
with our funds. , 


Everybody's Business 


As long as the present drouth con- 
tinues every resident of the Common- 
wealth bears a personal responsibility 
in protecting the woodlands against its 
greatest of all enemies—fire. In such 
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: Better to weave in the web of life, 

' A bright and golden filling, 

' And to do God’s will with a ready heart, 

y And hands that are swift and willing,— 
j Than to snap the delicate silver threads 
; Of our curious lives asunder, 

‘ And then Heaven blame for the tangled ends, 
' And sit to grieve and wonder. 
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‘destruction of waste,-or a picnic fire 
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Golden Thoughts 
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fine, mild weather the temptation to 
wander in the open country, and to 
picnic by the wayside or in the woods, 
is irresistible when opportunity offers. 
A smoker’s careless match, a bit of to- 
bacco ash, but particularly a cigarette 
end, can easily start something that a 
hundred men cannot put out in days. 
This fact has been so repeatedly 
rubbed into the public mind that it is’ 
too readily assumed that it is every-— 
where appreciated. Unfortunately it 
is too often forgotten, especially by 
persons whirling along our roads in 
speedy cars, who toss the still glow- 
ing end of their smoke overboard 
without a thought of where it goes. 


Too few there are also who know 
the réquirements of the state law as to 
the setting of a fire, such as a bonfire” 
in a field or yard or garden, for the 


for the brewing of a pot of coffee or 
the broiling of a bit of bacon. Copies 
of the laws in full may be -had in ~ 
printed form by applying to the state 
fire warden at the State House, but it 
may not be inopportune to summarize 
them here in language less sounding ~ 
than the legal phraseology. 


Be it known of all men, therefore, 
and likewise of all women, since there 
is no chivalry in the law that exempts 
them from its provisions, that no one 
in this state may lawfully have any- 
thing to do with a fire out-of-doors be-— 
tween March 1 and December 1 unless 
there has first been obtained a written 
permit from the fire prevention com- 
missioner in the Boston metropolitan _ 
district, or from the local forest war- 
den in a town, or from the chief of — 
the fire department or the fire com- 
missioner where, as in most cities, and 
in some large towns, those officials act 
as forest wardens. But, if you have 
field, or garden or orchard rubbish to 
burn up, or there is litter in your yard 
that can only be disposed of by burn- 
ing, you may burn it, without a permit, — 
on a ploughed field provided that you 
possess one. Don’t take it on to your 
neighbor’s field, though, unless he 
gives his consent. And if you are out 
picnicking and want a little campfire 
you may — presumably — indulge in 
that luxury if you can prove that you 
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POLITICAL ADVERTISEMENT 


POLITICAL ADVERTISEMENT 


— POLITICAL ADVERTISEMENT 


VOTE FOR THE RE-ELECTION 


OF 


CONGRESSMAN W. W. LUFKIN 


OF ESSEX, THE NOMINEE OF THE 


REPUBLICAN PARTY 


AT THE ELECTION NEXT TUESDAY, NOV. 2 


SR OPES gt OR ee TOP IES SEEMS CEA Cedar 


CONGRESSMAN LUFKIN has that most necessary 
t qualification in public life today—COURAGE 
: AND BACKBONE. W. W. LUFKIN 


tt CONGRESSMAN LUFKIN has at all times placed the interests of his country 


£ and of his constituency above the interests of his own political advancement. 
be 


CONGRESSMAN LUFKIN has been the devoted champion of the service men 


and their families in their trials and tribulations during the period of the war, 


; _ and the subsequent days of reconstruction. 
RE-ELECT CONGRESSMAN W. W. LUFKIN and continue a Republican 
e Representative from this District in Washington for the next two years who will 


support and have influence with the new REPUBLICAN administration, led by 
President Warren G. Harding and Vice-President Calvin Coolidge. 
(Signed ) 


COL. FRANK 8S. PERKINS 
Salem, Mass. 


Rye 
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are eighteen years old, or if the fire 
is built on “sandy land, or upon salt 
“marsh or sandy or rocky beaches bor- 
-dering upon tide water,” but it must 
be enclosed within rocks, metal or oth- 
er non-inflammable material. That 
Sword “presumably” was injected 
_ above because the law does not speci- 
" fically mention picnicking, but it 1s 
generally assumed that that pastime 
“would fall within the meaning of the 
‘phrase “reasonable purpose,” as used 
_ in the law. 
mo Let the farmer, gardener, and or- 
 chardist, likewise the picnic party, be- 
"ware, nevertheless, for no such unli- 
censed fires are to be tolerated unless 
_ they are at least 200 feet distant from 
any sprout or forest land, and at least 
fifty feet from any building. 
Moreover it is salutary to remember 
‘that there are teeth in this law. Viola- 
~ tion means a fine of perhaps $100 or 
~ a month in jail, or perchance both. De- 
tection by any one of a long list of 


“.% 
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public officers will lead to the swift ar-~ 


rest of an offender, for no warrant is 
required. Finally that law calls upon 


_ 


CAPT. WM. 8S. WEBBER 
Gloucester, Mass. 


all persons to watch their fires the 
while they burn, and to see to it that 
they are dead and out before they 
leave. In short, it is not the gunner 
alone who needs to watch out in a dry 
time. The future of our forests is in 
the keeping of everyone who goes 


afield. 


HypraAnts SHOULD BE PLACED’ ON 
Woops Roap — FoLLowING 
WATER SUPPLY LINE 


The need of fire hydrants along the 
woods road between Manchester and 
Hamilton—the “Pipe Line Road,’ so- 
called—was never more clearly pointed 
out than during the last week, when 
fire ravaged the woodland in that sec- 
tion. For days the fire raged, and for 
days water was carted through the 
woods in the highway water tanks and 
other receptacles. A hydrant any- 
where on the road would have saved 
the town hundreds of dollars, to say 
nothing of the anxiety incident to the 
severe woods fire. - 

True it is, the fire did not center 
about the Pipe Line Road, so-called, 


HON. WALTER B. HOPKINSON 
Newburyport, Mass. 


Ernest INGERSOLL, 70 Sylvan St., Danvers, Mass. 


but on the old Essex-Manchester road; 
but a hose could have been laid through 
the woods a comparatively short dis- 
tance across lots to the Essex road. 

At any rate, it would be a good in- 
vestment for the town of Manchester 
to place two or three hydrants, or even 
more, along the road in question, even 
though it would be done now at con- 
siderable expense, whereas it could 
have been done when the pipe line was 
constructed a few years ago at practi- 
cally no expense, except material. 

Our woodlands should be protected. 
More thought, care and _ attention 
should be placed in this, one of our 
most vital assets. 


H. Rider Haggard, the English nov- 
elist, tells how Denmark manages to 
have strictly fresh eggs. The farmers 
are registered and required to number 
and initial each egg sent to market. If 
one or two are bad, the farmer is fined. 
{f three are bad, he is boycotted. 


The first springs of great events, 
like those of great rivers, are often 
mean and little—Swirr. 
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3 ONGREGATIONAL CHURG 
MANCHESTER 


Rev. Frederic W. Manning, Minister 


Sunday Morning Service, with Sermon, at 10.45 


Evening Service at 7.30—Oct. 31 


Illustrated Lecture by Rev. E. P. Horton, 
for 20 years a missionary in India 


SUBJECT: “EXCURSION IN THE TAMIL COUNTRY” 


60 Colored Slides 


Pusiic INVITED 


MANCHESTER CHURCHES 


Congregational church, Rev. F. W. 
Manning, minister—Morning service 
with sermon at 10.45; evening service 
at 7 o’clock. A stereopticon lecture on 
India will be the feature of the Sunday 
evening service, with Rev. E. P. Hol- 
ton, a returned missionary, who has 
preached in Manchester so many times 
the past year, as the speaker. “Excur- 
sion in the Tamil Country” will be the 
subject of Mr. Holton’s lecture, which 
will be illustrated with 60-odd beauti- 
ful colored slides. Mr. Holton was in 
India for 20 years as a missionary and 
his talk will naturally be full of per- 
sonal incidents. The public is cordial- 
ly invited to attend this Sunday eve- 
ning service and hear Mr. Holton. 

The hour of the Tuesday evening 
prayer meeting will be 7.30, beginning 
next week. 

The Ladies’ Social cricle will meet 
next Thursday evening with Mrs. 
Hattie Kitfield, Ashland ave. The 
meeting nights of the circle have been 
changed from Wednesday to Thurs- 
day evening. 

The next regular meeting of the La- 
dies’ Missionary society of the Congl. 
church will be held at Mrs. R. T. Glen- 
denning’s, Church st., Thursday, Nov. 
4, at 3 o’clock. The topic is “Re- 
joice.” 


Baptist church, Rev. H. E. Levoy, 
pastor.— Morning service, Sunday, 
Oct. 31, at 10.45. Sermon by the pas- 
tor, on the subject: “A Spiritual 
Feast.” 7.30. p. .m<_ “Eviderices.of 
Progress.” Everyone welcome! 

Rev. H. E. Levoy has been in Ha- 
verhill the past week attending the 


Baptist state convention. 

A free Christian Endeavor social 
will be held at the Baptist vestry Wed- 
nesday evening, Nov. 3. Each mem- 
ber is requested to bring a guest over 
16 years of age. The committee will 
provide a treat. 

On Dec. 6 Friendship circle will 
hold its annual sale and entertainment 
at the Baptist vestry. There will be 
tables of aprons, foods, jellies, pre- 
serves, fancy goods, and 10c tables, 
where those in attendance will be in- 
vited to lighten the pocketbooks. The 
talent for the evening’s entertainment 
will include Miss Mary Silveria, of 
Gloucester, soloist; Cyrus Weekes, of 
Boston, reader, and G. Allyn Brown, 
of Gloucester, pianist. 


MANCHESTER HOUSE WILL BE OPENED 
Soon? 

It is reported that the Manchester 
House will soon be opened as a public 
lodging house and hotel, as in the days 
of old. At least three parties are nego- 
tiating with Peter J. McDonald, the 
administrator of the estate of the late 
Michael J. Callahan, for taking over 
the lease of the property and pur- 
chasing the equipment. The hotel has 
not been opened for the last seven or 
eight years. Being ‘located in the cen- 
ter of the village, on the main road 
along the North Shore, and being one 
of the finest-equipped hotels in this 
section as far as furniture and fur- 
nishings are concerned, it ought to 
present a good opportunity for the 
right party to carry along a successful 
business. 


The Breeze $2 a year, $1 for six 
months. 


MEN’S SINGING CLUB 


of Beverly, will present 
MADAME HULDA LASHAUSKA, American Lyric Soprano, 
and ALEXANDER GUNN 
WEDNESDAY, NOVEMBER 17 
at DANE St. CHURCH, BEVERLY 


Tickets on sale at Varney’s Drug Store, Beverly Farms, 
and Baker’s Drug Store, Beverly 
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MANCHESTER 


Mrs. Samuel Lendall returned home 
from the Beverly hospital last week. — 

E. H. Wilcox arrived home Sunday 
after a few days visit with relatives 
in the western part of the state. a 

Mrs. Hooper’s dancing class will be ¥ 
held Monday, Nov. 8, instead of Novy. 9 
LE adv, 

Mrs. Lewis Hooper and daughter 
are spending a few days this week vis- 
iting at the home of Mrs. Hooper's 
parents in East Somerville. . 

Mrs. Curtis B. Stanley and child, 9 
and Mrs. Senter Stanley, arrived home 
last week after a visit to their former 
home at Bay Roberts, Newfoundland. 7 

Arthur Cutter has left for New 9 
York after spending the summer at } 
Mrs. E. M. Lations’, Union st. Mra 
Cutter is chauffeur for the Chas. M. 
Amorys. i 


Editor NortH SHORE BREEZE, 
Dearasee: 

A word or two in answer to some 
of the would-be wise critics on the 
handling of the serious conflagration } 
that has been raging in the forests the 
past six days will not be amiss in this } 
issue of your paper. 

First, the writer has been on th 
ground daily from early morning till 7 
late at night and is therefor ‘writing 
facts that came under his observation, 
and not heresy. I can vouch that 
our forest warden, Peter A. Sheahan, 
did not overlook a single opportunity 
to combat the enormous task ahead of” 
him, and did fight the stubborn fire, 7 
not at one point, but at several where | 
it seemed almost impossible to check; 
and if some of our people will take the 
trouble to walk over the ground, now 
that the fire in this district is practical- 
ly out, they will see that where valua- 
ble timber is standing the flames were 
fought so as to save this asset ; and this | 
not only saved the owners a monetary 
loss, but it also saved the beauty of our 
forest drives. 

This one point was highly com- 
mended by the general superintendent 
of forestry of the state and was con- 
curred in by the division and district | 
superintendents of the State Forestry — 
commission, who were daily on the ~ 
ground, and complimented our forest — 
warden on the successful fight against — 
the fire. 

In conclusion allow me to say that | 
the heroic work performed by the for-_ 
est warden and his men should be 
commended by the townspeople, who | 
should join with the writer in saying— | 
‘Hats off to our fire warden, Peter A. | 
Sheahan.” 


“ 


& 


Yours truly, 
Farr Piay,. — 

Manchester, 
Oct. 28, 1920. 
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exT~TuESDAY will be election day— 
an important event for thousands 
d thousands of women, who will for 
first time cast a ballot. “Vote 
ly” is the advice of all election 
rds, for with such an increase in 
aumber of voters, the election ma- 
y is apt to clog before the day is 
r, unless people heed this admoni- 
n and do not leave it until the last 
t before casting their ballot. 
en registration closed in Man- 
ster last Saturday night a total of 
women had been added to the vot- 
list, which, augmented by the 25 
t had already been on the list as 
ters on school matters, made a grand 
il of 443 female voters. The male 
numbers 704. This means that 
hester now has 1147 registered 
s—a respectable size vote. There 
only 800 assessed polls. | 
Notice is given that a committee will 
at Town hall, Manchester, Monday 
g, for the purpose of giving in- 
ons to the new voters on the 
y to vote Tuesday—that is, on the 
nner of voting and marking the bal- 
~ Sample ballots have been pro- 
led for this purpose. It is urged 
it the women take advantage of this 
portunity and be at the hall Monday 
ning. 
PUBLICAN RALLY IN MANCHESTER 
WELL ATTENDED 
epublican rally was held in Hor- 
Itural hall, Manchester, last Fri- 
evening. The speakers were 
ngressman W. W. Lufkin, of [és- 
¢; Judge Maloney, of Chelsea; for- 
r City Clerk J. Mitchell Galvin, of 
dS on, and Kennett McDonald, of 
chester. 
Sommunity singing, lead by Dr. F. 
Willis, was a feature of the gather- 
Long’s orchestra also furnished 
Patrick H. Boyle, chairman 
the Republican Town committee 
ided. The meeting, which was at 
ock, was well attended, the new 
men voters forming a fair percent- 
e of the audience. 
Congressman Lufkin was the last 
aker. He scored the Democratic 
ministration for its failure to take 
fon in the matter of the supply of 
al for New England for this winter, 
[also severely criticised President 
Ison for failing to purchase the Cu- 
sugar crop a year ago, which 
uld have resulted in keeping down 
: price of this necessary commodity 
‘the American consumer. The Con- 
ressman’s remarks in part were as 
lows : 
“Senator Harding and the Republi- 
an party in its platform promises that 
placed in power every effort will be 
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PRESIDENTIAL ELECTION NEXT TUESDAY 
= Vote Early is the Slogan 


made not only to reduce taxes, but to 
place the method of imposing these 
taxes upon a practical basis. Any man 
or woman in this audience who has 
had to pay an income tax in the last 
four years knows perfectly well that 
such is rot the case at the present 
time. The revision of our tax laws is 
one of the most vital questions now 
facing the American nation. On the 
taxation question rests the rise or fall 
of our prosperity. It affects the busi- 
ness man and the working man alike. 
High taxes and high cost of living al- 
ways go hand in hand. You cannot 
have one without having the other, and 
until we are able to greatly reduce the 
present big expenses of this govern- 
ment, we shall be unable, in my opin- 
ion, to greatly reduce the cost of liv- 
ing. True, there are exceptions to the 
rule. If President Wilson had seen 
fit to follow the recommendations of 
the Sugar Equalization board and pur- 
chase the Cuban sugar crop a year ago, 
we should not have had the high prices 
in this commodity for the past twelve 
months. Instead of 25-cent sugar, we 
should have been able to have pur- 
chased this most necessary commodity 
at twelve cents at the highest, with a 
resulting saving to the American con- 
sumer of over a billion of dollars. 


“If the Democratic administration 
had taken a firm stand on the coal 
question a year ago, we should not to- 
day be facing an almost complete coal 
famine here in New England with 
prices soaring every day. The New 
England people have/ protested again 
and again at the action of our govern- 
ment in the matter of coal supplies. 
The New England Senators and Con- 
gressmen even asked that an embargo 
be placed upon the shipment of for- 
eign coal until such time as the needs 
of the people of this part of the coun- 
try could be met. Our only answer 
was that only five percent of the total 
amount of coal produced in this coun- 
try is exported abroad. That may be 
true, my friends, but what the Secre- 
tary of Commerce neglected to tell us 
was that of that five percent of Ameri- 
can coal exported abroad, 90 percent 
of it comes from what is known as 
tidewater in and around Norfolk. 
Practically all of the New England 
supply likewise comes from _ this 
source, with the result that 90 percent 
of the coal which is today being sent 
abroad and sold to foreigners, while 
our own industries are crippled, comes 
directly from the New England sup- 


ply. 
“These are but two individual cases 


where the government might have 
stepped in and reduced the cost of liv- 


ay 
ing; but taking the question as a 
whole, until we can reduce the ex- 
penses of this government we cannot 
hope to reduce materially the cost of 
the things which we have to buy. The 
Republican Congress made a good 
start during the last year and a half. 
We reduced the amount of the bills 
which our Democratic predecessors 
had failed to complete in the first ses- 
sion of this Congress by a round two 
billion, and in the last session, reduced 
the estimates of the Democratic heads 
of departments by a billion and a half 
more. There was an awful howl, and 
some of these Democratic cabinet offi- 
cers and their subordinates told us that 
if we made such a cut as that they 
would have to close up shop. Well, 
we made the cut and from all I can 
observe, their shops are still running 
with their offices over-run with clerks, 
messengers and other helpers. A total 
of practically three and one-half bil- 
lion dollars is what the present Repub- 
lican Congress has saved as a start 
towards reducing the cost of this gov- 
ernment, and the corresponding cost 
of living. We shall hope to do more 
next year. The total of the appropria- 
tions for this year is four and a quar- 
ter billion dollars. It used to be about 
a billion before the war. We are go- 
ing to do our utmost in the next Con- 
gress to make another substantial cut ; 
but we can never, in my opinion, hope 
to get back to the pre-war basis.” 


MANCHESTER DEMOCRATIC LEADER 
IS witH HARDING 


Much political prominence was giv- 
en to the announcement of several 
Democratic leaders forsaking the 
Democratic party and going over to 
the Republican ranks. Former candi- 
date for governor, Richard H. Long, 
George F. Williams, former Congress- 
man, and Daniel T. O’Connell, for- 
merly director of the national bureau 
of the Friends of Irish Freedom, ex- 
pressed themselves as out of sympathy 
with the Wilson administration, which 
candidate Cox is following. Man- 
chester, not to be outdone in things of 
this sort, has one of its lifelong adher- 
ents of the Democratic cause, for 
many years a member of the Demo- 
cratic Town committee, who now says 
he will not vote for Cox. He is with 
Harding and Calvin Coolidge. This 
man is Clarence W. Morgan, whose 
opinions in matters of this sort carry 
with them the highest respect. 


Editor NortH SHORE BREEZE, 


May I send a message through your 
columns to the new women voters on 
the Shore, among whom I formerly 
had the honor to work for equal suff- 
rage? I would urge them—and all 
women—not to waste this great oppor- 
tunity of voting for the first time in 
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guaranteed. 


WANTED—Washings to do by the 
hour, day or week, at your own home. 
No muss or fuss and work fully 
For particulars call Man- 
chester 168-W and ask for Mrs. THor. 


FRANK A. EBBERSON 
PRACTICAL 
Horse Shoer 


5 Elm St. Manchester-by-the-Sea 
Telephone 53-X | 


for a state office in Massachusetts, al 

what more, she is a good woman ar 
an able one, and though running ¢ 
the Democratic ticket Mrs. Cram he 
self is non-partisan. : 


Dear women of Essex count 
you want to vote for local Republi 


ite Tri 
DEPOT SQ. 


3 foal iret nel as BG 
C/RRIAGE BUILDER — AUTOMOBILE REPAIRING 
| Special Attention to Auto nobile Painting 

ing—Slip Co ers—Tops Recovered 
Telephone 206-M 


RK 


don’t be afraid to split your ticket, k 
help send a woman to the State Hous 


+=Lournak STANWOOD. | 
October 27, 1920. . ; 


Erection Hours AnD OFFICIALS | 


Storage for Carriages 
MANCHESTER 


} a¢ § 
i238 EXOT RSS oe) 


Sat nia aa a | 
O° L_EXPRESSING 
| Fircit re and Piano Moving by 
Auto Trucks, long distance or local 
STORAGE FOR FURNITURE 
Rubbish and Garbage Collected 


1M Pp Oy Box 223 
Residence Viorse Ct.. Manchester 


G. A. KNCERR 
Everythng Elcctrical 
4 School St. MANCHESTER 
Telephone 259-R (House 259-W) 


MT. PLEASANT DAIRY 


Roa BIA Ee: 


Dealers in 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER ~-=- MASS, 
P. O. Box 129 - Telephone Connection 


this very important election; to vote 
thoughtfully and with open minds,— 
not in excitement nor with partisan 
bitterness. Among New England 
women there is a great chance for an 
intelligent vote; but already the parti- 
san spirit of party politics is getting 
hold of some of the women, and I urge 
them all, at least for this election, to be 
non-partisan and to remember that the 
great issue at this time is a cause and 
not a party,—a cause as great as the 
suffrage cause and even bigger, — I 


MANCHESTER 


The polls will open in Manchest 
Town hall next Tuesday morning” 
6 o’clock and will close “not later tha 
4.30 p.m.” It is urged that in vier 
of the great increase in the number @) 
voters, the citizens cast their ballo 
early—as early in the forenoon as poy 
sible. a | 

The following tellers and ball 
clerks were appointed by the Manche) 
ter Selectmen at their meeting @ 
Tuesday evening to serve at the ele 
tion next Tuesday: | 

Republican: Tellers, — Gustav # 
Knoerr, Richard L. Cheever and Ho 
lis A. Bell; ballot clerks, — Fran | 
Floyd, Lewis A. Leach and John ] 
Scott. 

Democratic: Tellers, — Oscar ] 
Wing, Edward P. Flynn and Gorde 
A. Slade; ballot clerks, — Richard 


mean the League of Nations, which is 
the greatest peace league ever known. 
™o not let the politicians frighten you 
into thinking it is a league for war! 
You have only to read the covenant it- 
self to see that it deserves the support 
of every good woman in this country. 
And the only way you can support it 
in this election is to vote for the lead- 
ers who have endorsed it,~—Mr. Cox 
and Mr. Roosevelt. You can do this 
without becoming a Democrat, for 
there is the “Non-Partisan committee 
for the League of Nations,” whose 
members include both Republicans and 
Democrats, all of whom will vote for 
Cox and Roosévelt. You can join them 
at this time without committing your- 
self further, and this leaves no good 
excuse for any woman to vote against 


the league. 

Remember, too, that it is perfectly Baker, Theodore C. Rowe and Peas 
proper to “split your ballot.” There 3B- Parsons. 4 
is no real virtue in “voting the straight 
ticket” of either party, which is a kind 
of superstition. I hope that women 
—and men, too—will learn to vote for 
the best men and the best measures at 
great elections, even while it is neces- 
sary to have party organizations and 
to join them. And in this connection 
I also urge the women to help elect 
Mrs. Cram to the office of state audi- 
tor. She is the only woman running 


‘= 


Keep your feet dry; buy rubbers j 
W. R. Bell’s, Central sq. ad 

Augustus Ferreira—jobbing expres 
and local trucking. Tel. 318-J. adi 

Latest styles in Lamson & Hubb 1 
soft hats and caps at Bell’s Beach §) 
store. ad 
If the power to do hard work is’ x } 
talent, it is the best possible substitut 
ior it—JAmeEs A. GARFIELD. . 


VALENTINE’S TRUCKING CO. 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 


Large and Small Shipments in Either Direction 


also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 


Telephone 375-W, E. L. Valentine, 49 School st., Manchester 


i} 


| 
| 


: © LLLLSSLSLSSALSLLILL ISSA, 
J. HARRIS 
CUSTOM TAILOR 


z= for 


LADIES and 
GENTLEMEN 


work done by first-class work- 
men; reliable, satisfactory and rea- 
nable. 


‘ Telephone 658-W 
CENTRAL SQ. MANCHESTER 
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LIBRARY NOTES 


New Books in Manchester Public Library 


hope ail the boys and girls will 
d “The Boys’ Life of Theodore 
osevelt,” by Herman Hagedorn. 
e author, in his prologue, says, 
jhis is a book for boys and girls, 
( tomboys and for men. The story 
Theodore Roosevelt is the story of 
}mall boy who read about great men 
1 decided that he wanted to be like 
»m. He had vision, he had will, he 
d persistence and he succeeded.” 
te volume is well illustrated. 
‘Anything by E. V. Lucas is always 
ll written. One critic says, “E. V. 
teas, bless him! has the magic gift 
_ endowing everything he writes 
out with charm and fascination.” 
's latest volume of essays, “Adven- 
ves and Enthusiasms,’ will add to 
3 reputation. 

“America’s Aims and Asia’s Aspir- 
ons,” by Patrick Gallagher, is an in- 
le story of the peace conference. 
le, writing about this volume, said, 
tis an entertaining and informative 
ok that reflects the humor and path- 
and the turmoil of the most re- 
tes and momentous assembly of 


| 


smen in the history of the world.” 
not fail to read such chapters as 
‘00 Proud to Prepare,” “A Sword 
i@ the ‘Fourteen Points,’” ‘For- 
omed to Failure,” “The Story of 
laochau,” “From an American Point 
View,” “Humiliation and Hone,” 
Voodrow Wilson and the Old Dip- 
mats,’ “The Shantung Decision,” 
tn American Answer,” and ‘The 
mnely One.” 

“People of Destiny,” by Philip 
ibbs, the famous English war corre- 
ondent, is a charmingly written 
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E and Reminder Ls 


‘ieca®” Staple and Fancy Groceries 
BULLOCK BROS. GROCERS 


POST OFFICE BLOCK Telephone 190 MANCHESTER 


(eee 


ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 
REGISTERED PHARMACISTS ALWAYS ON DUTY 


TELEPHONES: 217. 8388 


It one is busy call the other 


1o 
112. 
NMEA 


Ge m. Hopairin gs” ea a 
o! \ Wt O ia 3) ha \ <a | ~ 


change and rest and in “People of 
Destiny” he tells what he thinks of the 
American people. Here is an instance 
where it is very pleasing “to see our- 
selves as others see us.” 

Two volumes of witty reflections on 
books and authors, “Books in Gen- 
eral,’ by J. C. Squire (editor of the 
London Mercury), will be found very 
entertaining. 

It is a long time since we have had 
a novel from the pen of Gilbert Par- 
ker. His latest is “No Defense.’ The 
scene is laid in Ireland, England and 
the West Indies, in the strenuous days 
following the French revolution. 

“The Annual Report of the Smith- 
sonian Institution, 1918” is not a title 
that would attract many readers. 
However, it contains a number of 
very readable and informing articles 
such as “The Discovery of Helium 
and: What Came-of It”? "lhe Torna- 


| ELECTRIC oll? % $4 it NO, THEY 
i ‘ 


Let us see the shoes before you throw 
them away. You will be surprised at 
what wonders we accomplish with 
worn-out shoes with our up-to-date 
methods, machines, etc. In these days 
of high prices, it is a blessing for a 
man with a family to have such a re- 
pairing shop in town as 


29 Beach St., MANCHESTER 


Also Trunk and Bag Repairing 
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Ty 


ARE NOT 
TOO BAD TO MEND 


J. A. CULBERT’S 


dos of the United States,” and “His- 
tory of Tools.” 
Next week there will be a note on 
some books written many years ago. 
—R. T. G. 
When you think of painting think 
of Tappan, 17 Bridge st., Manches- 
res adv. 


stb a ASSO a a 
UNION ST. 
FISH MARKET 


W. H. Clancy, Proprietor 


40 Union St. - - - MANCHESTER 


OPEN ALL WINTER 


All kinds of Fish in season 
TELEPHONE 99-J. 


Telephones 610, 611 


HOOPER’S 
| GROCERY 


6 School St., Manchester 


High Grade 
i STAPLE and FANCY 
}] 


€sroceries 
Kitchen Furnishings 


S? S- PIERCE GROCERIES 


STOP! LOOK! 
LISTEN! 


When you want painting, pa- 
perhanging, decorating, furni- 


ture refinished, glass reset, pic- 
tures 


framed, window — shades 
made to order and mirrors re- 
finished, we will be pleased to 
give you an estimate, and satis- 
factory work will be guaranteed. 


No job is too large or too small 
for 


STEELE and ABBOTT CO. 


po. CON RAL ed 


Tel. 645-W 


MANCHESTER 


RAYMOND C. ALLEN 


Assoc. Mem. Am. Soc. C. E. 


Member Boston Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester - 


Perfection Oil Heaters $7.50 


Telephone 
245 


JOHN W. CARTER CO. 


‘ Tel. 73-R and W. 


IF YOU HAVE NOT HAD YOUR FURNACE 


attended to for the winter—let us 
look after it for you at once 


Sheet Metal Work a Specialty 


10 School St. 
MANCHESTER 


MANCHESTER 


The polls will open at 6 o’clock 
‘.uesday morning and will close ‘‘not 
later” than 4.30. 

Postmaster Frank A. Foster was 
elected a member of the executive com- 
mittee of the New England association 
of Postmasters at its annual meeting 
in Boston this week. 

John Dunn, the prescription clerk at 
Allen’s Drug store, returned to duty 
this week after a two weeks’ vacation, 
spent for the most part duck shooting 
in Ipswich bay. Mr. Dunn’s home is 
in Gloucester. 

Do not forget to turn back your 
timepiece an hour before you go to bed 
Saturday night and have an hour’s ex- 
tra sleep Sunday morning in order to 
make up for the hour you lost last 
April, when the daylight saving went 
into effect. 


Caps for men and boys at W. R. 
Bell’s, Central sq. adv, 


JAmes—MorskE 
Harriet Catherine Morse was unit- 
ed in marriage to Albert Wm. James 


Saturday afternoon, in Beverly, by the 


Rev. ‘Etigene: J) Vie Fiiuginna eine 
bride was attended by Alma Reed, of 
Wenham, and the best man was Jos- 
eph Dodge. After a short wedding 
trip the couple will reside at the home 
of the bride’s father, George A. Morse, 
on Union st. 


LocaL LEGION WILL OpservE ARMIS- 
TICE Day 


The local post of the American Le- 
gion will observe Armistice Day on 
Thursday, Noy. 11, by having an en- 
tertainment and dance in Manchester 
Town hall. A program of entertain- 
ment is now in the forming, and will 
be definitely announced next week. It 
is known that John Thomas, the enter- 
tainer, of Gloucester, will be one of 
the stellar attractions, and that there 
will be a young woman vocalist and 
other entertainers from Boston. Capt. 
Raymond C. Allen will also give a talk 
on the significance of the day. Long’s 
orchestra will be in attendance and 
dancing will bring the evening to a 
close. 


The Breeze $2 a year, $1 for six 
months, 


-_ 
Oct. 29, 1 
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PROF. JAMES» 


the brilliant psychologist at Ha 
vard, asked a carpenter who was 
working on the place if he though 
all carpenters stood on the same 
level, and if not how he would in 
dicate the difference between men— 
10, 20, 30 percent or whatever. 


The carpenter, after pondering th 
question all day, finally said: ‘‘ There 
ain’t much difference between men 
but what there is is mighty import- 
aut,” : 


CORSET SHOPS. 


look alike, and most of them ar 
alike, absolutely alike. The differ 
ence between them and us, howevei 
is ‘‘mighty important.’’? Our dis- 
tinctive work begins where their’; 
leave off. They merely ‘‘try-on’? ; 
ready-made model — we actually 
‘‘tailor-fit’’ it, alter it—in every in. 
stance—to fit just you. 1 


Ivy Corset Shor 
143 Essex St., Salem. 
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HIGH SCHOOL NOTES © 


MANCHESTER 


The Senior party last Friday” 
ning, at Price school hall, was not 
well attended as was expected. Da 
ing class met on the same evening, ; 
this attracted many. 

Senior class dance in Town hall 7 
evening—Oct. 29! ; 

Candidates were nominated 
Ihe Triton, the High school pay 
this week, as follows: Editor-in-ch 
—Jessie Kehoe, Roland Butler; as 
editor, — William Matheson, R 
mond Smith; advertising ager 
Myrtle Lethbridge, Howard: Flemi 


business manager, — Robert Fos 
Clifford Hildreth; social editor 


Mary Ferreira, Perry Allen; 
editor, — Gertrude Oakes, Dor 
Spry; athletic editor,—Howard } 
erts, Lawrence Croteau. The edit 
will be selected from these. 

The Sophomores are wearing s¢ 
very pretty class rings, which arf 
this week. The design on the top 
the ring is an oval, with a center 
blue enamel, on which are inscribet 
gold the letters “S: H. S.,” Waa 
figures “19” above and “23” belo v. 


How many Missouri born wor 
walked into the trap, when they re 
tered at the polls Tuesday, into wh 
Mrs. Gelatine Travers fell so sudd 
ly? Mrs. Travers gave her name, é 
then the registrar asked, “A 
“Over 21,” replied Mrs. Travers, ¢ 
tiously. “Born?” “In Missou 
“How long have you lived in the p 
cinct?” “One year.” “In the city 
“Ten years.” “In the state?? “TI 
ty-one years.” 
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LADIES’ 


MANCHESTER 


Mr. and Mrs. Hollis A. Bell are en- 
joying a vacation trip to Portland, Me. 
Peter A. Brown and bride returned 
Wednesday from their wedding trip 
to New York city. They are making 
their home on Morse ct. 
David Chadwick is returning to 
Bath, Me. Saturday, after a two 
weeks’ vacation spent at the home of 
his parents. 
Herman C. Swett has an option on 
the store in the Rowe block, just va- 
cated by the Manchester Electric Co., 
and thinks he may conduct a candy 
business there this winter. 
Hollis Roberts returned the first of 
the week from a hunting trip to nor- 
_thern New Hampshire. Mr. Roberts 
secured a fine deer as a result of his 
_ skill as a hunter. 
'~ Miss Olive Jenness, who has re- 
_ signed as teacher in the G. A. Priest 
school to accept another position, will 
leave next week. A new teacher has 
not yet been definitely decided upon. 
Mr. and Mrs. Fred Moye left Man- 
_ chester Monday inght for Island Pond, 
Vt., after spending more than a year 
in Manchester. Mr. Moye was fore- 
man on a big building and alterations 
contract on Smith’s Point. 
Mrs. Anna A. Phillips fell down- 
stairs at her home at 63 School st. the 
first of the week and sustained a com- 
pound fracture of the right elbow. 
Mrs. Phillips was taken to the Beverly 
hospital, where surgical treatment was 
given. . 


Lewis Hutchinson is tending store 


for Hollis A. Bell at Beverly Farms 
this week during Mr. Bell’s absence. 
Mr. and Mrs. Hutchinson are to occu- 
py the Patrick O’Brien house on Lin- 
coln st. the first of the week. The ten- 
ement on Brook st. vacated by Mr. and 
Mrs. Hutchinson has been rented to 
Wm. W. Scott, Pine st. 


Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv. 


Complete line of men’s belts at W. 
R. Bell’s, Central sq. adv. 
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Devoe’s Specialize 


BLOUSES 
SILK PETTICOATS 
LISLE 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


CENTRAL -PAPER .CO. 
290 Essex St. (YMCA Bldg.) SALEM 


The largest paper house in Essex County at 
Dealing Exclusively in Paper Goods 


in 
UNDERWEAR 


HANDKERCHIEFS 
and SILK HOSIERY 


SALEM 


FLORIST 
BOXES and 
WAX PAPER 


WHOLESALE 
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STRAND THEATRE, LYNN 

A rare treat is promised Strand pat- 
rons next week in the feature picture, 
“A Slave of Vanity,” starring Pauline 
Frederick, for Monday, Tuesday and 
Wednesday. This is from the stage 
play, “Iris,” written by Sir Arthur 
Wing Pinero. It is a story of a wom- 
an, who is forced to choose between 
riches as the wife of a man she does 
not love, and poverty and struggle 
with the man of her choice. With this 
will be shown Mahlon Hamilton in 
“Half a Chance,” a red-blooded drama 
of a man’s fight and a woman’s faith. 

Thursday, Friday and Saturday will 
be shown Nazimova in “Madame Pea- 
cock,” her latest and greatest picture, 
in which this star of a thousand moods 
displays them all. The companion fea- 
ture is “Fickle Women,” a_ brilliant 
comedy drama. 

Strand patrons will be pleased with 
the duets sung by Arthur Myers and 
Elsie Lukor, and also by the selections 
of the symphony orchestra and Miss 
M. Frances Doughty, organist. 


PPACIAIIDA SES 
SOBOWVOSS 


BWOBOBOBOS 
+2 
oe 
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LarcoM THEATRE, BEVERLY 
Week of Nov. 1 

Mon. and Tues.—Wm. S. Hart in 
“The Cradle of Courage.” Larry Se- 
mon comedy, “School Days.” 

Wed. and Thurs. — Constance Bin- 
ney in “39 East.” Tom Mix in “Three 
Gold Coins.” 


Reminder py) 


H. M. PERKINS 
haberdasher 


246 Essex St. SALEM 


WINER’S 
WOMEN’S SAMPLE SHOP 
Hos HSSEXIST:, SALEM 
Telephone 574-W Up one flight 
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Hawthorne Cafe 
271 Essex St. 


Salem, Mass. Tel. Conn 
CBOBWOBNOBOBOBOKOBOWOBWOWOBVOBOKS 
Fri. and Sat. — Douglas MacLean 


and Doris May in “The Jailbird.” 


TELEPHONE LINEMAN HAD TO SPOIL 
It, oF CouURSE 


We had had a slight fire in the base- 
ment of our apartment building, just 
enough to call out the fire department 
and cause a good deal of excitement. 
Having been thus interrupted I was 
hurrying to get through with a big 
day’s work I had planned. 

Glancing out the window, I saw a 
neighbor coming up the steps, knitting 
bag under her arm. As she was the 
type that never knows when to go, I 
felt justified in a little deception. Plac- 
ing the front door ajar, I hastened to 
the telephone (which had been out of 
commission since the fire), and as she 
entered I finished an imaginary con- 
versation thts: “Very well, IH be 
ready to go in five minutes. Thank 
you so much; it is a lovely day to 
drive.” 

Just at that moment a man appeared 
at the door and said: “I’m from the 
telephone company. I’ve come to re- 
place those wires burned out this 
morning so you can use your phones 
again in this here building.” — San 
Francisco Chronicle. 


The Breeze $2 a year, $1 for six 
months. 


HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 
Hrs., 6 to 10 p.m. Sat. Tel. 338-W. 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCIES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel. 68-M. 


“ 
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MAGNOLIA 


Miss Edna Symonds is spending her 
vacation with friends in Maine. 

Miss Peggy Abbott has been spend- 
ing a few days in Boston with friends. 

‘Mrs. Walter Cotting, of Wakefield, 
is visiting Mrs. Leon T. Foster, Fuller 
st. 

Mrs. Rachael Hadley has returned 
to Lynn after a week’s visit with Mrs. 
John B. Knowlton. 

' Miss Ada Hunt has returned to 
Magnolia after having been at’ the 
Weirs, N. H., all summer. 

Mr. and Mrs. Timothy McCarthy 
will occupy the Lycett apartment in 
Postoffice sq. for the winter. 

Mrs. William Knowles 
are visiting Mrs. Knowles’ 
mother, Mrs. Christine Brown. 

John Abbott leaves next Thursday, 
Nov. 4, for Anaheim, Cal., where he 
will spend the winter with his son. 

Mrs. Fred Lycett and daughter, 
Elizabeth, are spending the week-end 
with Mr. and Mrs. Edward Wilkinson, 
Western ave. 

Mr. and Mrs. Charles Wiikinson 
have been visiting Mrs. Wilkinson’s 
parents, Mr. and Mrs. Henry Clark, 
of Gloucester. 

Ms, and. Mrs: CPP, 
who motored to Provincetown last 
week, have just returned. Mrs: Vu- 
cassovich’s father, George Van Pelt, 
accompanied them. 

Everybody is looking forward to 
the Hallowe’en party to be held at the 
Woman’s club Friday, the 29th. 
Chane’s orchestra is to furnish music. 

Rey. Markham W. Stackpole and 
family, of Andover, will be at Magno- 
lia over the week-end and will have 
charge of the services at the Union 
Congl. church, of which he was at one 
time pastor. He will speak of his ex- 
periences in France during the war. It 
is hoped Magnolia people will avail 
themselves of seeing Mr. Stackpole 
and of hearing what he has to say on 
this occasion. The Sunday morning 
service will be at 10.45. 

Miss Elizabeth Abbott has returned 
from a visit with Mrs. Anna Peterson, 
at Norfolk Downs, where she attended 
the 10th wedding anniversary of Mr. 
and Mrs. Peterson—Mrs. Peterson was 
Mrs. Peterson— Mrs. Peterson was 
formerly Anna Chane of this place. 
Miss Abbott is planning to start a 
dancing class for children of Magno- 
lia. She expects to have it under way 
in a couple of weeks, but will let the 
parents know more definitely in next 
week’s issue of the Breeze. She hopes 
as many Magnolia children as possible 
will attend. 


and child 
grand- 


Vucassovich, 


One restaurant in Boston advertises 
“oyster stew, with crackers, sixty 
cents.” Why not include a spoon in 
the announcement ?—Lynn Review, 


JONATHAN MAY 


Shore Road, Magnolia, Mass. 


REAL ESTATE and INSURANCE BROKER || 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


MAGNOLIA MARKET. 


HAM, 
AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY : 


BEEF, PORK, MUTTON, 
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NOTARY PUBLIC 


POULTRY, VEGETABLES 


Tel. 449-W 


DORMITORY FOR 
WHEATON 


NEW 


“In these days of social unrest, 
radical theorizing and _ destructive 
propaganda, one of our aims is to help 
conserve, and use for the public good, 
all that is best in the pilgrim spirit and 
tradition,” said Samuel V. Cole, pres- 
ident of Wheaton college, at Norton, 
before taking up the first shovel of 
Old Colony sod in Wheaton’s pictur- 
esque ceremony of breaking ground 
for a Freshman dormitory last Satur- 
day. 

The only American college situated 
in the territory originally controlled by 
the Pilgrim Fathers needs new build- 
ings in this tercentenary year to house 
its mounting number of students and 
meet the need for adequate equipment. 
The work of procuring these buildings 
will be undertaken as a missionary en- 
terprise.—‘‘to help the college, in order 
that the college, reaching out through 
its graduates into so many states of 
this Union, may effectually help the 
homes, the schools and the citizenship 
of this land.” 

The ceremonies began when a pro- 
cession of about five hundred people— 
students, alumnae and guests, led by 
President Cole and the trustees and 
officers of Wheaton—moved to the 
southern end of the campus, where 
the new dormitory will stand. 

Marguerite Sawyer, president of the 
Senior class, dedicated this building as 
Wheaton’s contribution to the carry- 
ing on of American ideals by the 
trained women — “teachers and other 
workers ‘in the service of mankind’ ” 
—whom Wheaton will graduate. Each 
Senior in turn helped to break the 
ground. 


The BREEZE $2. year, $1 six months. 


Magnolia, Massachusetts 


BEVERLY FARMS 


Miss Helen Publicover won the cake 
given at the costume party in Beverly 
City hall last Monday evening. This 
party was given under the auspices of 
the Mothers’ Aid connected with St, 
Mary’s Boy Scouts. i. ; 

Mayor James McPherson, in an 
open letter to the voters of Beverly | 
this week, announces his candidacy | 
for re-election and gives his reasons 
therefor. Mayor McPherson 
served two terms—four years. 

The Beverly school board has adopt= 
ed resolutions upon the death of James 
B. Dow, representative from Ward 6, 
who served for 14 years as a member 
of the committee. Besides placing on | 
the records, a copy was sent to the sis- 
ter of Mr. Dow. | 

At the election next Tuesday, be- 
sides the selection of Presidential a 
state officials, the Ward 6 voter will — 
have the opportunity to vote “Yes” or 
“No” on the following local question? 
“Shall an act to provide for the diyvi- ~ 
sion into day and night forces of per- ; 
manent members of fire department be | 
accepted.” This is known as the two 
platoon system. Mg 

Your printing needs can be very 
promptly and carefully taken care of 
at the new. plant of the Norra Snore | 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends. 
—or telephone 378. adv. 


A CuLrnary Wounp ; 

They were discussing a case of 
shooting and one man ventured the — 
opinion that the victim would get well. 
“Get well!” cried the other. “Get 
well! Who ever heard of a man with 
a bullet in his utensils getting well?” 


Patronize Breeze advertisers. 
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BEVERLY FARMS 


Miss Emily McDonnell, a telephone 
operator at the local exchange, is en- 
joying two weeks’ vacation. 

Mr. and Mrs. Richard P. Young, of 
Bangor, Me., have spent the past week 
at Beverly Farms visiting friends. 

Police Officer Thomas J. McDon- 
nell has been doing night duty the past 
week, substituting on the Beverly 
Cove beat. 

Mrs. Albert E. Cleveland, of Bever- 
ly, has been substituting at the local 
telephone exchange as operator during 
the vacations of the regular force. 

Michael O’Connor, a former well- 


‘known Beverly Farms man, is now 


one of the crossing tenders for the 
Boston & Maine R. R., at Beverly. 

John Stewart, of Akron, Ohio, has 
been here several days this week, re- 
turning to his home on Wednesday. 
He is a nephew of the late James B. 
Dow. 

Hollis A. Bell, proprietor of the local 
gents’ furnishing store which bears his 
name, is enjoying a vacation. Mr. and 


Mrs. Bell are visiting friends in Port- 


land, Me. 

W. C. Eastwood, of Lynn, has been 
managing the Wholesale Distribution 
store on West st. this week during the 
absence of the regular manager, Mr. 
Gallagher. 

A large number of Beverly Farms 
people enjoyed the concert at the Bev- 
erly High school assembly hall last 
Tuesday evening. Roy K. Patch, the 
well-known local tenor, was one of the 
artists. 

On Wednesday evening members of 
the Republican City committee of 
Ward 6 gave instructions how to vote 
to quite a party of new women voters. 
A regular equipped voting booth was 
set up in G. A. R. lower hall, and the 
ladies were put through the same rou- 
tine that will be necessary on election 
day, next Tuesday. 

Six dates have been announced by 
the Beverly Registrars of Voters for 
registration for the municipal election 
in December. The dates assigned are 
as follows: Wednesday, Nov. 10, from 
fea. im. to 12 m., and 2 to 5 p. m.; 
Thursday, Nov. 11, from 7 to 9 p. m.; 
Wednesday, Nov. 17, from 10 a. m. to 
12 m., and 2 to 5 p. m.; Thursday, 
Nov. 18, from 7 to 9 p. m.; Saturday, 
Nov. 20, from 4 to 8 p. m.; Wednes- 
day, Nov. 24, from 12 m. to 10 p. m. 
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Poultry and Game 


BREWER’S MARKET 


H. L. Morriu. & Co., Inc., Successors to Walter P. Brewer 


Eggs and Butter 
Fruit and Berries 
The Best Quality 


EO > (0) (Do 


Telephone 9-W 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


Telephone 133 


CENTRAL SQUARE GARAGE. 


John A. Trowt and John J, Murray, proprs. 


BEVERLY FARMS 


AUTOMOBILE REPAIRING 


SUPPLIES AND SUNDRIES 
Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 
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THE TWO-PLATOON SYSTEM 


(Contributed) 


There is a class of public servants 
whose efficiency and discipline have 
impressed the general public not mere- 
ly on one occasion, but many times. 
This is the fire department. 


Anything legitimate that can be done 
for their happiness and promote the 
common weal lies well within the scope 
of legitimate endeavor. 


It is a fact quite beyond dispute 
that the father’s presence is indispen- 
sable to the proper bringing up of his 
children. It is his natural place in 
yearning for association with those he 
loves. He is obeying the conscience 
of nature. Good example is the duty 
not alone of the mother, but of the fa- 
ther as well. Correction and paternal 
advice are requisite in the rearing of 
his children that none will deny. 

With the thought in mind of closer 
association with their family, the Bev- 
erly firemen are making an appeal to 
the citizens of this city to extend to 
them a privilege already enjoyed by 
hundreds of fire departments through- 
out America and one that reports state 
has strengthened their morale and eff- 
ciency. That is the Two-Platoon Sys- 
tem, so-called. 

According to present arrangements 
Beverly firemen are on duty in the fire 
house ninety-six hours continuously, 
with the exception of three meal peri- 
ods of one hour each. At the end of 
this time comes a day off when they 
can be with their family. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 
Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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Have Your Prescriptions 
Filled at 


DELANEY?S 
Apothecary 


Corner Cabot and Abbott Streets 
BEVERLY 


We keep everything that a good 
drug store should keep. 


The two-platoon system would al- 
low the firemen to work continuously 
for ten hours and then have fourteen 
hours at home and on every third day 
the shift would be made so that they 
will work for fourteen hours and have 
ten hours at home. 

The division of time has the advan- 
tage of giving the father enough time 
to properly supervise, guide and direct 
his children. 

From a purely ethical point of view 
the two-platoon system appears to 
have much to recommend it. 


GUILTY OF MANSLAUGHTER 


At the Superior Court, in Salem, 
last Tuesday, Ludwig Buba, of Salem, 
was found guilty of manslaughter in 
causing the death of Miss Mary Col- 
lins, of Beverly Cove. Miss Collins 
was well-known at Beverly Farms, 
where she had been for so many years 
with the North Shore Fish Co. 


The accident through which Miss 
Collins met her death occurred at 
Chapman’s corner, on Sunday, June 6, 
as she was alighting from a street car, 
on her way home from church. 

The case was called in court this 
week and Buba was given two years in 
the House of Correction and fined 
$100. Execution of sentence was 
stayed until the exceptions filed be de- 
termined, and in the meantime Buba 
was-held in $3000 sureties, 
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BEVERLY FARMS 


Miss Sarah Miller, who has been 
living here during the summer and 
fall, has returned to Boston for the 
winter. 

Born, on Monday of last week, a 
baby girl, to Mr. and Mrs. Albert 
E. Simms, High st. The mother, be- 
fore her marriage, was Miss Alice 
Chapman. 

Some of the choice furniture and 
household goods belonging to the late 
Mr. and Mrs. James B. Dow have 
been disposed of this week at private 
sale to friends. . 

Rev. and Mrs. Clarence S. Pond, 
who have been enjoying a month’s va- 
cation at Pocasset and other places,on 
Cape Cod, returned to Beverly Farms 
last Saturday. 

Michael T. Murphy has purchased 
from Chas. Belfrey a lot of land on 
West st. which is a portion of the for- 
mer Linehan estate. Mr. Murphy will 
probably erect a small garage for his 
own use. 

Miss Mary Macdonald, who has 
been a member of the household of the 
late Mr. and Mrs. James B. Dow for 
the past 29 years, has gone to live in 
the parochial residence of St. Mar- 
garet’s church. 

Miss Mary Murray, daughter of 
of Mr. and Mrs. Dennis Murray, of 
Pride’s Crossing, is enjoying a vaca- 
tion here with her parents. Miss 
Murray is a stenographer employed in 
a government office in Washington, D. 
We 

Among this week’s real estate trans- 
fers recorded is the following: Her- 
bert G. Poland, et ux., Edith B., of 
Beverly, conveys to James B. Dyer, et 
ux., Margaret C., of Beverly Farms, 
land and buildings on Magnolia st., 
Beverly (Montserrat), 50 by 101 ft., 
being lot 124 of Peabody Field. 

The Presidential and ‘state election 
is next Tuesday. Ward 6 voters will 
cast their votes in lower G. A. R. hall, 
polls being open from 6 a. m. to 4 p. m. 
With 350 male voters and 250 female 
voters, there is a long and difficult vote 
to count including all the necessary 
clerical work in connection with same, 
and it looks as if the election officers 
in Ward 6 would certainly earn their 
money. 

At the meeting of the Beverly 
school board, last Monday evening, it 
was shown that the parents of 54 chil- 
dren at Beverly Farms expressed the 
preference that their children make the 
trip from the Farms to Beverly, to at- 
tend High school sessions, on the train 
rather than the auto bus. As a result 
of this poll the school committee de- 
cided that the present arrangement of 
making the trip by train be continued. 
There are 75 Beverly Farms pupils at- 
tending the High school. 


CoLE—CRESSY 


A pretty home wedding was sol- 
emnized last Saturday evening, at the 
home of Mr. and Mrs. William A. 
Cressy, 2 Monument sq., Beverly, 
when their daughter, Lydia Young 
Cressy, became the bride of Herbert 
Norman Cole, of Pride’s Crossing. 

Rev. Benjamin R. Bulkeley, former- 
ly of Beverly, performed the cere- 
mony, in the presence of the immediate 
relatives and friends of the couple; 
the double ring service was used. The 
wedding march was played by Mrs. 
Harry Hillary. 

Wearing the wedding gown of white 
brocaded velvet and satin that was 
worn by her mother, the bride was 
most charming. Her veil was caught 
up with orange blossoms and she car- 
ried a bouquet of bride’s roses. 

The bridesmaid was Miss Priscilla 
Cressy, sister of the bride, who wore 
gold cloth and brocaded satin, and 
carried roses and bachelor buttons tied 
with blue tulle. The best man was 
Donald H. Bell, of Beverly. 

A reception followed the ceremony, 
for which 300 invitations were issued. 
Mr. and Mrs. Cole were assisted in 
receiving by the bride’s parents. The 
ushers were Morton R. Cressy, of 
Brookline; Ensign John B. Lyon, U. 
S. N.; Charles W. Lamson and Percy 
A. Gray, of Beverly. 

After a wedding trip Mr. and Mrs. 
Cole will take up their residence on 
Bertram ave., Montserrat. 


GALLAGHER—McKay 

John Gallagher,. manager of the 
Wholesale Distribution store on West 
st., Beverly Farms, and Miss Mary A. 
McKay, of Brookline, were united in 
marriage last Sunday at the St. Law- 
rence church, Brookline, by the Rev. 
Fr. McManus. After a vacation trip 
to New York state they will take up 
their residence at Beverly Farms in the 
Gilmartin house, High st. 


Mr. and Mrs. Robert T. Jenkins, of 
Willimantic, Conn., have been among 
the visitors at Beverly Farms the past 
week. 

Among the recent real estate trans- 
fers recorded is that of Annie B. Foss, 
of Beverly, administrator of the estate 
of George M. Foss, who conveys to 
Wilbur E. McDonald, et. al., land and 
buildings on Bisson st., Beverly, 32.50 
by 105 ft. 

A number of Beverly Farms boys 
have become very much interested in 
the new organization, “The Winches- 
ter Junior Rifle corps, of America,” 
which is being formed for the purpose 
of teaching boys how to safely and 
accurately handle a rifle. These boys 
are to hold a meeting this (Friday) 
evening in the assembly hall of the 
public library. 


Oct. 29, 1920 ¥ 


7 N Gentlee & Son : 


C. H. GENTLEE 


S.A. GENTLEE 
Tev. 893-R. 


Tex. 893-W. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel, 480 


Calls Answered Anywhere 
: Day or Night 
Dee E> <i 
SeweLL Day Wins VerpuN MOopEL 
. * WatTcH 
J. Sewell Day, a Beverly Farms 
young man, employed as cashier at the ~ 
B. & M. freight office, Beverly, and 
who was in service with the U. Si) 
forces at Verdun, was the winner of 
the Verdun model Waltham watch giv-— 
en by J. M. Allen & Co., jewelers, last — 
Saturday evening, to the fortunate © 
possessor of the card upon which was _ 
written his name. All patrons of the 
store during carnival week weré given — 
a card upon which they were invited 
to inscribe their names. The cards — 
were deposited in a box and at 9 
o’clock Saturday night one card was — 
drawn out. It was the one bearing the ~ 
name of Mr. Day. He was present at © 
the time and was certainly some sur- — 
prised. In accepting the handsome — 
gold watch Mr. Day proudly displayed — 
a Verdun medal which was given him 
during his army services in that war- 
ravaged region in France and said that — 
he would treasure the watch as he had — 
the medal. It was a peculiar coinci- | 
dence that a Verdun veteran should | 
win the Verdun watch and Mr. Day is © 
very happy over his good fortune. 


Murdock Macdonald, who has been . 
quite ill for some time, is reported to — 
be convalescing at the present time. 

Mrs. Stewart, of Brooklyn, N. Y., 
a sister of the late James B. Dow, is | 
here on a visit pertaining to the settle- — 
ment of her late brother’s estate. i 

The local fire department has been — 
called out a number of times the past 
week to put out brush fires in the © 
woods in various parts of the village. 

Miss Wilhelmina Patterson, princi- 
pal of the Beverly Farms school and 
director of the Americanization work 
in the city, has been elected chairman 
of the membership committee of the 
newly formed state association. The 
association is made up of teachers and 
others engaged in Americanization 
work. , 
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SW CHES 


Along the North Shore 


MANCHESTER 
Orthodox Congregational, Rev. F. 
W. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 
school following the morning service. 


Sunday evening service, 7. Prayer 
meeting, Tuesday, 7.30, in the 
chapel. 


Baptist Church, Rev. Herbert E. 
Levoy, pastor. — Public worship, 
10.30 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.30. Y.P.S.C.E. meeting, 6.30. Eve- 
ning service, 7.30. Gospel Laymen’s 
league, Wednesdays, 8 p. m. Prayer 


meeting, Friday evening at 7.30. 
Communion first Sunday in the 
month. All seats free at every ser- 
vice. 

Sacred Heart Church, Rev. W. 


George Mullin, rector. Sunday 
masses—7, 9 and 10.30 a.m. Week- 
day mass, 7.30 a. m. Sunday eve- 
ning devotions at 8 o’clock. 


BEVERLY FARMS 

St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Sunday school at'10 a. m. Morning 
service and sermon 11 a. m. Holy 
communion first Sunday of each 
month, 11 a. m. Evening service 
and sermon 7.30 p. m. 

Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.45. 
Bible school at 12. Y. P. 8S. C. E,, 
7.15 p.m, Evening worship and ser- 
mon, 8. Communion service the 
first Sunday in the month. Mid- 
week service, Wednesday at 8 p.m. 

St. Margaret’s, Rev. Nicholas R. 
Walsh, rector. Sunday masses at 7, 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p.m. 


MAGNOLIA 
Union Congregational. Sunday 
morning worship with sermon, 10.- 


45; evening worship with sermon, 
8.15. For other notices see news 
columns. 


Poe yY LITTLE MEN ACT 


“You can sometimes tell what a man 
is earning by the way he acts,” says 
Mr. Hurley. “If he is very conceited, 
one of the quick know-it-all kind, you 
can put it down that he is earning 
about $5,000 a year or less. If he is 
just fairly feeling his oats and not 
really objectionable, then he may be 
getting up to $15,000. If he is very 
simple and unaffected, then probably 
his income is very large—for then he 
is spending none of his time thinking 
how much he knows, but is wholly 
taken up with learning more about the 
vast number of things which he dis- 
covers he does not know. It is only’ 
the little man who ever graduates ; the 


MANGA SiR: 


NOTICE 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o’clock. 


SAMUEL L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


HOWN, TREASURERIS/ NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a.m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

KE. P. STANLEY, 
Treasurer and Collector. 


~CHOOL NOTICE 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 
SCHOOL COMMITTEE. 


big fellow stays at school every day of 
the year. It is not easy to keep your 
mind open, to know that—no matter 
what people may tell you, or how 
friends may praise you, —really you 
never ‘arrive.’’’—From an article by 
Epwarp N. Hurrey in American 
Magazine. 


THe Funny Man. 


Jones met his friend, Stimson, in 
the street the other night. 

.“Halloa, old fellow!” he exclaimed. 
“How are you getting on?” 

“Pretty well, thank you,” answered 
Stimson; “but,” he continued, “I’ve 
something to say to you—you’ll have 
to keep your eyes open next week.” 

“How is that?” queried Jones. 

“Because you won't be able to see if 
you don’t,’ and before Jones could 
kick him he was out of sight——From 
the Edinburgh Scotsman. 
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TOWN NOTICES 


FOREST WARDEN NOTICE 


This is to inform the public that I have 
been appointed Forest. Warden for Man- 


chester by the Board of Selectmen, and I 


mS appointed the following as my depu- 
ies: 
LORENZO BAKER 
ISAAC P. GOODRIDGE 
JOHN F. SCOTT 
JACOB H. KITFIELD 
JOSEPH P. LEARY 
ALLEN 8. PEABODY 
ARTHUR 8S. DOW 
PATRICK J. CLEARY 


PETER A. SHEAHAN, 
Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 


Applications. for the removal of the 
contents of cesspools and grease traps 
should be made to S. A. Sinnicks, 


Per order the Board of Health: 
WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NU DICE, 

The regular meeting of the Park Board 
will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 
the following week. 

MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 
The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 
Per order, 
MANCHESTER WATER BOARD. 


Breap UpPon THE WATERS 

‘When I was a little child,” the ser- 
geant sweetly addressed his men at the 
end of an exhaustive hour of drill, “I 
had a set of wooden soldiers. There 
was a poor little boy in the neighbor- 
hood and after I had been to Sunday 
school one day and listened to a stir- 
ring talk on the beauties of charity I 
was softened enough to give them to 
him. Then I wanted them back and 
cried, but my mother said, ::Don’t 
cried, but my mother said, ‘Don’t cry; 
Bertie, some day you will get your 
wooden soldiers back.’ 

“And, believe me, you lob-sided, 
mutton-headed, goofus-brained set of 
certified rolling pins, that day has 
come.” 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the Norrn SHore 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 


The Breeze $2 year, $1 six months. 
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=, THE BETTER PART OF VALGS 


OLIVER T. ROBERTS = WILLIAM HOARE (FICTION ) 
ROBERTS & HOARE (Continued from page 7) if 
Contractors and Builders watched loathingly the black mud 
pel ha ET ad has tals ke 


ooze between Jim’s toes as he manipu- 
Contract Work a Specialty lated the foot levers. She hoped say- 


Particular Attention Given to Jobbing agely that they would burn his feet. 


(Giecriest Sears teeter ieee ane Me sc ci RG SN ANCHESTER-BY-THE-SEA Telephone Connection Then she observed the gaping holes 
worn in her own sheer silken hose by 
the weight of the plastered wet earth, 


ESTABLISHED 1876 INCORPORATED 1903 Ee She had an insane desire to laugh and 


ROBERT ROBERTSON CO. cry at the same time, but she knew 


that if she did Jim would either laugh - 
Contractors for the Installation of Complete Plumbing or scold—and she felt she would kill 
Gas Lighting, Heating and Water Supply Plants 


him if he did either. So she religious- 
ly controlled herself and turned her 
BevERLY, BeveRLY Farms, MANCHESTER AND HAMILTON, Mass. 
Connected by Telephone 


back on him. 

At the first little town Jim stopped 
the car and went to telephone. Adele 
thanked her lucky stars that it was so_ 
J. M. Publicover W. B. Publicover ES early for there were few people about. 


PUBLI COV ER B ROS. Those who were on the streets stopped 


Contract d Builders and gazed, and commented and 
ontiractors an u1itde 


laughed. She tried to sink into noth- 
Special Attention Given to Jobbing, Furniture Repaired, Etc. 


ing. 
Tel. Con. SHOP: Off High st., BEVERLY FARMS P. O. Box 74 Finally Jim returned and as they 


sped on, he said, “I got in touch with 
Paul, Adele. He was naturally dread- 
fully worried. Jane, it seems, had 
phoned in to him last night to know 
where we were and why we were not 
at the dance—so Paul knew  some- 
thing must have happened. He was 
afraid you were killed and he was just 
getting in touch with hospitals and 
morgues. I explained everything as 
fully as I could in such a brief time. 
—™\ I told him you were tired and cold and 
Tel. Beverly Farms 130 Estimates Furnished hungry—so a good hot breakfast and 


hot bath will b iting f A 
HOWARD A. DOANE, Carpenter || * "1 can teit you this thing sure” 
Buriinennny (Renna Adele assured him savagely. “After 


this when I go to ride it will be with 


my husband. Paul would never have 
ORDERS TAKEN FOR AWNINGS, SCREENS, ETG, made such a botch of things. He has 


BEVERLY FARMS, MASS. Shop at Pride’s Crossing too much sense!” 
TEETER LE eS Be Dn ee te “Well, Adele, I’m terribly sorry I 
eee — ——— ——_—_—_—_———- LP ihave been the cause of so much trou- 


Fdward rr. Height ble and discomfort for you,” he said 


contritely. “But I’ve done my best to 


JOHN F. SCOTT 
Plumbing and Heating 


Personal attention given to all work 
35 years’ experience 
Shop and Office, 112 Pine St. Tel. 12 Manchester-by-the-Sea 


Carpenter and Builder get you out of it safely, though.” 
JOBBING PROMPTLY ATTENDED TO Adele twitched petulantly. “T'll 
12 Desmond Ave., Tel. Con. MANCHESTER, MASS. never go anywhere again with you— 


—EE 


be sure of that!” 
Exasperated and disgusted, Jim | 
GE ‘ turned on her savagely. : 
ORGE 5S SINNICKS “Good God! Adele! Be human! 
MASON, CONTRACTOR and BUILDER You are absolutely unreasonable. You | 


haven’t one drop of good sporting — 


Manchester, Mass. Telephone 31 blood in your veins!” 
“T don’t care if I haven’t,” she re- 
BaLxy PrGAsus “Young man,” she said, “what do torted. “I hate you anyway.” 

An attendant, perspiring freely you do when a machine gets up in the The remainder of the ride was made 
from sundry trips to the flying field to air and runs out of gasoline?” in silence. As they drove swiftly 
carry gas and oil for the planes, had “Confidentially, ma’am,” he replied, down the familiar city streets both 
reached the end of his patience. Each “that’s just what’s Happened now. crouched lower and more inconspicu-_ 
trip he had been delayed by inquisitive There’s a couple of them stalled up ously in the car. It was plain to the : 


persons who bombarded him with there and we’ve got to take gas up in most casual observer that they pre- : 
Foolish Questions, Nos. 1-1000, inclu- the emergency balloon to bring them | ferred seclusion and retirement. 
sive. Finally an old lady stopped him: down.” Adele declined Jim’s proferred as- 


| 


Oct. 29, 1920 


JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 


Dealer in 
PAINTS, OILS, VARNISH, GLASS 
DesmMonp AVE., MANCHESTER, Mass. 
Telephone 106-M. 


H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 


324 Rantoul St. BEVERLY 


Telephone 1377-M 


D. T. BEATON 
Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 
and Heating; Tin, Copper and 
Sheet Iron Worker. 

Tel. 23. - - Manchester, Mass. 


SULTON 


Telephone 687-W Gloucester 


J. H. MORROW & CO. 


41 Harrz Sr. GLOUCESTER 


PLUMBING 


HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 


Tee eee 


SUE 


CUO eee 


sistance and dashed up the steps into 
the house and threw herself into her 
waiting husband’s arms. 

That is, she dashed as well as a girl 
in black face makeup hampered by 
soggy dress and squaw-like wrappings 
could dash. Her motions were uncer- 
tain and even overjoyed Paul Keith 
released her from his ardent embrace 
to gaze again with astonishment and 
carefully concealed merriment. 

“O, Paul, Paul,” she sobbed, tight- 
ening her hold on his neck, “I never 
was so thankful in my life to get 
home!” 

“There, there, dear,” he soothed, 
kissing the towseled hay-seedy head, 
“you're all right thanks to Jim here!” 

He stretched out a welcoming hand 
to the gloomy figure beside him. “One 
would hardly recognize you as the la- 
dies’ Beau Brummel,” he grinned. 

Jim nodded icily. 

“I trust Adele will be none the 
worse for her little adventure,’ he 
said, coldly. “If you will give me 
those blankets I’ll mail them to their 
owner today.” 

“O, but do stop for a hot breakfast, 
old man,” Paul insisted, as he pro- 
pelled the wailing damp girk toward 
the dining room. “I’m going to make 
Adele drink some steaming hot coffee, 
the first thing and then a hot bath will 
fix. her up all right. Come on Jim.” 

“No thanks,” Jim declined, quickly. 
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B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


Tel. 


loa;.Gross St 


to all jobbing. 
SALEM 


2387W 


BEVERLY 


181W-181R 


SHEEHAN & MURPHY 
Plumbing and Heating Engineers 


Esttmates given on ne work and alterations. 


Turning on and off water a specialty 
‘‘Best quality and workmanship’’ our motto 


Head office: 260 CABOT ST., BEVERLY 


27 


Conn. Beverly 


Personal attention 


BEVERLY FARMS 


WetAeD Dp EUS Fs C ALE 


First 
Class 


All work personally attended to. 
TEL. CON, 


46 WASHINGTON ST. 


PAINTER AND DECORATOR Btetir 


and Exterior 
‘*Do it now.’’ 


GLOUCESTER 


Our Motto: 


“I’m beating it to my home, for I 
leave today to join Rosamond for the 
rest of the summer. I miss her like 
the deuce.” 

“All right then—I’m sorry, though 
—and many thanks for Adele’s safe 
return,” he called to the departing fig- 
ure with the blankets. 

After a satisfying breakfast of 
coffee and rolls, bacon and eggs and a 
generous dab of her favorite marma- 
lade, followed by a hot and _ sadly- 
needed bath, Adele tumbled into her 
soft bed and sighed blissfully. Then 
she drew her husband’s face down be- 
side her own and kissed it solemnly. 

“Now that you’ve heard the whole 
story, darling, I want you to know that 
from now on I’ll devote my whole and 
entire life to you and those two pre- 
cious children in the nursery. I’m 
through forever with anything but un- 
adulterated domesticity.” 

Paul laughed and held her close. 

“Do you suppose we can get away 
tomorrow — Molly and _ the children, 
and you and I? I thought perhaps we 
could make the trip up to the lakes by 
motor. Or have you had enough of 
automobiling ?” he asked, slyly, pinch- 
ing her ear. 

“Don’t you ever mention that 
again!” she cried, punctuating each 
word with a kiss. “I’d go anywhere 
with you, Paul dear!” 


Tue Enp. 


EVADING THE ISSUE 


Wife— You have such execrable 
taste, George, I wish you’d let me buy 
your clothes. 

Hubby — You’re on, Annabelle! 
Soon as I have a suit to sell I’ll notify 
you!—Buffalo Express. 


The Breeze $2 a year, $1 for six 
months. 


SIX SIGNS THAT SHOW WHEN 
A’ MAN IS SLIPPING 


1. By his talk and his manner he is 
constantly “selling himself,” obvi- 
ously trying for an impression. His 
greeting is a bit too effusive, his 
self-confidence a bit too pronounced. 

2. He is concerned over titles and per- 
quisites. He wants to know: “Am 
I manager or am I not?” and, “Does 
Jones take orders from me or do I 
take orders from him?” The man 
who is forging ahead cares little 
who wears the red ribbon. Give 
him a pine table and elbow room; 
that’s all he asks. 

3. He is over-anxious not to be for- 
gotten. He appears much at din- 
ners and clubs. He visits busy men 
in their offices, with the phrase: “‘T 
thought I would just drop in and 
see you about a little matter.” 

4. He talks about the past, reminding 
you of what he did at such and such 
a time and of the big deal he pulled 
off with So-and-So. 

5. He discusses his employers with 
you confidentially, giving you to un- 
derstand that they are ‘‘fine people, 
and all that, but not as progressive 
as they might be—not much chance 
with them for a really big man.’ 

6. He is emphatic in his praise of your 
business. He says that he has al- 
ways thought he could have made a 
big thing of it if he had got into a 
line like yours. He hints that he has 
sometimes thought of changing— 
that, in fact, one or two important 
concerns similar to yours have ap- 
proached him only recently. — 
American Magazine. 


Without courage there cannot be 
truth, and without truth there can be 
no other virtue-——S1r WALTER Scort. 
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The Velvetice | 
GIRL 


is the symbol of purity and 
excellence in ICH CREAM 
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Potted Plants 
and Cut Flowers 


Plant Now for Next Season’s 
Blooming 


PEONIES— have fifty varieties of peonies 


to offer at this time, some 
cheap, but good; some extra good, but expensive. 
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—She is usually displayed where 


Velvetice Cream is being served 


Also Delphinium, Foxglove, Campanula, Iris, 
Phlox, Heuchera, Hupin, Pyrethum, Enemone and 
several others—all good, strong plants that will 
flower the coming season. 


When a company produces goods which they are 


willing to stand behind and on which they are 
willing to stake their reputation, they distribute 


. . . ; sé ”? 
At all times our ideas and experience are at your those goods under their own trade mark. 


service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


ATT OS HERES 


The Ice Creant of which the North Shore 
Creamery Co., of Beverly, is justly proud is: 


Call or telephone; we are always pleased to be of 
assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 


Velvetice 
Cream 
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Every Taste and Every 
Purse Finds Satisfaction 


~SALEM.MASS. : ai 
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' Beautiful Windows Are a Big 
Part of Beautiful Homes 


COLORFUL, harmonious window hangings and draperies mean so much. They give at- 
mosphere to the room. The most elaborate furniture is disappointing if it is not reinforced 
with artistic draperies. Even modest furnishings will assume a finer tone if drapery decora- 
tion is correct. From our large selection of rich, appropriate drapery materials you can se- 
lect patterns and designs that will give right touch of color and attractiveness to your home. 
We are featuring a manufacturer’s Over Stock Sale of fine Curtains 


1-4 TO 1-3 LESS 


than regular prices. It will be to your advantage to select your new Curtains now. 
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NORTH SHORE 
BREEZE. 


and REMINDER 


Local Happenings Editorials 


*, 
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“Glass Head,’ West Manchester, the residence of Gordon Abbott and family, 
of Boston 


Vol. XVIII, No. 45 NOVEMBER 5, 1920 Ten Cents a Copy 
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Exchange Your Liberty Bonds 


Liberty Bonds from which all coupons have been de- 
tached may now be exchanged for permanent bonds. 


Bonds left at this bank for safe keeping will not be ex- 
changed without a request from the owner that such ex- 
change be made. 


We respectfully request that such owners attend to this 
matter as early as possible. 


Those who have already left bonds for exchange 30 
days previous to this date are requested to call for same at 
their earliest convenience, bringing receipt with them. This 
will confer a favor on this bank and be appreciated. 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


EDWARD A. LANE 


HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGINGS 
in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
55 SCHOOL STREET Tel. 247-R. MANCHESTER, MASS. 


WwW. B. CALDERWOOD 


Successor to DAVID FENTON CO. 


BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res. 241-W 
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| AXEL MAGNUSON BRIDGE STREET 


MANCHESTER 


Florist and 
Landscape Gardener 


BEDDING PLANTS 
Telephone 172-R IN GREAT VARIETIES 
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Lehigh Valley Coal Sales Company 


COAL 


Samuel Knight Sons’ Co. 


32 CENTRAL ST. Tel, 202 MANCHESTER, MASS. 
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LET THERE BE LIGHT 


it HE end of government is 

to make the people hap- 
py, and that people is hap- 
piest which is most enlight- 
ened. Give your support 
to your home paper — the 
NoRTH SHORE BREEZE— 
that it may better do its part 
in the great upbuilding of 
the community. 
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QUESTIONABLE METHODS IN 
IPSWICH 


From “The Automobilist” 
Numerous reports have been re- 
ceived that the police of Ipswich, 
Mass., are stopping automobilists and 
instead of taking the name and address 
of the operator are taking the registra- 
tion number of the automobile and 
then summoning the owner into court 
regardless of whether he may or may 
not have been in the machine—an aet 
of gross injustice. 
It is further reported that certain 
Owners, On answering this sort of sum 
mons, have been informed that they 
could dispose of the case without ap- 
pearing in court by paying the Chief 
of Police $5. Others are reported to 
have received similar information to 
the effect that they could dispose of 
the matter entirely, without even re- 
ceiving a summons by the payment 0 
a like sum. Many of these complaints 
are said to have been of a very trivia 
and technical nature and not such as te 
warrant the attitude of the police o 
that town—an attitude which fortun-} 
ately is not in general practice in Mas- 
sachusetts. 

Anyone receiving such complaints 
might well draw the conclusion that 
the Ipswich authorities are more con 
cerned in the collection of money than | 
they are in an effort to regulate traffic. | 


BotH HAD EXPERIENCE 

The motor car was driven by a de 
termined ‘ooking woman who had 
knocked a man down without, how 
ever, injuring him much. She did not 
try to get away. Instead, she stopped 
the car, descended to the solid earth 
and faced him manfully, or rath 
womanfully. 

“I’m sorry it happened,” she said 
grudgingly, “but it was all your fault. 
You must have been walking careless 
ly. I am an experienced driver. I’ve 
been driving a car for seven years.” 

. “Well,” replied her victim airily, 
“I’m not a novice myself. I’ve been 
walking for fifty-seven years!” 


The Breeze $2 a year, $1 for six 
months. 
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Manchester, Mass., Friday, November 5, 1920 


Erection Day, November 2, 1920, marked the begin- 
| ming of a new era in the history of the American people. 


GLOUCESTER KNows how to celebrate. There is an 
‘esprit de corps in that grand old city-by-the-sea that is re- 
\freshing when one considers the lack of community spirit 
j}due to the changes of population in many other places. 
| When the victorious crew are entertained, there will be a 
good time in the old town for the veteran victors. 


Now THAT THE ELECTIONS are over, it is not too 
| much to hope that the business prosperity foretold will be- 
i . 

gin. 


THe Repusitican Victory, which was foreseen by 
practically everyone, is now a matter of history. The ava- 
lanche of votes which went into the ballot boxes all over 
the land was a testimony to the conservative spirit of the 
nation. It repudiated the efforts of the Democratic party 
to make the League of Nations the sole issue of the cam- 
paign and decided the question whether the nation was will- 
ing to entrust the care of the ship of state to Democratic 
management. The Democratic organization failed utterly 
in both their lines of attack, the one on the League of Na- 
tions as interpreted by the Republican party, and the ex- 
pense of maintaining the Republican campaign. The Re- 
publican party has never repudiated the debt which the 
nation owes to the rest of the world. The conservative, 
constructive, administrative party eventually must arrange 
for some method of adjudicating the differences of policy 
which arise because of our international relations. The 
League of Nations as a real vital force is more safe in the 
hands of the party which says, “let us consider” and then 
let us make our association. Mr. Wilson said, “I have 
considered and here is a league.” 


The Republican margins in the Senate and in the 
House of Representatives are not as large as was expected 
by the most sanguine wishers for a Republican success. 
This in itself may be a blessing in disguise, for it will knit 

the Republican forces together and compel unity of action 
for success. The balance of power is large enough to ac- 
complish such constructive work as may be necessary for 


the good of the country. The margin is so small that the’ 


Republican leaders will be obliged, constantly, to measure 
the positions and opinions of the Democrats. This will be 
a wholesome influence not only for the party in power with 
a Republican President, but for the minority, which can in 
an emergency with a just program hope to make a success- 
ful attack upon the other party’s lines. America has a 
government of parties and it will prove better for the na- 
tion to have a Senate and Congress most evenly divided. 

The President will have a strong, personally selected, 
cabinet. He will have a working majority with him in the 

Senate for the adjustment of a foreign policy. He will 
have a strong working force in the House of Representa- 
tives. The election will also have far-reaching importance 
in the judicial department. It is well-known that several 


of the judges of the Supreme Court are increasing in years. 
They may retire, now that a Republican President has the 
appointing power; they might have endeavored to retain 
their positions until another election, if a Democratic Pres- 
ident had been elected. 


The strength of the Republican party has been not the 
personality and the popularity of the nominee, but the 
teani-work of the entire organization, with a constructive 
program for the nation. The success of Governor Cool- 
idge is gratifying to all New England. The election of 
state officers was not a disappointment even to the oppo- 
nents. The Republican tide was coming in and has been 
recognized by every careful student of political events. 
Channing Cox will prove a worthy successor in the long 
line of able men who have served the state. The election 
of James Jackson effectively ends the unwholesome condi- 
tions that have existed in the State Treasury department. 
The defeat of Mrs. Cram was not unexpected and shows 
that the women have refused to vote for a woman merely 
because she is a woman. 

It was a momentous election. It means the beginning of 
a new era in the history of this country. Warren Gamaliel 
Harding has an opportunity which has never been faced by 
any President since Lincoln. May he have the grace, the 
reverence and the wisdom of a Gamaliel in the administra- 
tion of the great trust reposed in him! 


Tre War Witt Ber Over to the “kiddies” when they 
cease paying a war tax on the “goodies” they purchase with 
their pennies. 


ArMisTicE Day has returned again. Yet there is 
peace, but not a formal peace. A long waiting public 
would have rejoiced to observe the day if it could have cel- 
ebrated a technical as well as practical peace. 


Patience Is Nor a Virtue that is given as life is be- 
gun; it is a power gained as responsibilities are borne. 


‘Aucustus PEaxsopy Lorna, JR., of Pride’s Crossing, 
has received many requests from the constituents of the 
ward in which he lives to allow his name to be placed upon 
nomination papers for the vacancy on the Beverly School 
Board. There is no more important position in any com- 
munity than that on the school committee. It calls for a 
man of liberal training, business insight, good judgment 
and a community interest in the larger problems of educa- 
tion. The world is making great progress along education- 
al lines, and modern committees must meet the changing 
order with clear thinking, to conserve the best that has 
come to us from the experience of the past and with open 
minds to try the new fields of work. To make good judg- 
ments and to avoid fads and passing popular fancies in ed- 
ucation will require good sense. Progressive spirits are 
needed that have conservative powers. Mr. Loring will 
bring to the committee his willing spirit to serve his com- 
munity despite the pressure of his personal and business af- 
fairs. His ability has been tested in his service on the board 
of aldermen of the city of Beverly, his membership on the 
board of instruction, associated with the exemption board 
of the Beverly district during the war, and his position of 
leadership in the State Guard, which gave such loyal ser- 
vice throughout the trying war period. He will render 
good service and ought to be unopposed. 


It Is A Lone Time to March 4th, but the world knows 
who is going to live in the White House,—and codperate 
with the Senate in bringing order out of chaos. 


Tue [IRRITATION OF THE WomAN who threw a $13,- 
000 fragment of radium into a sewer was slight compared 
to that of the physician when he discovered his loss. 


One or THE Merits of the Esperanto appears in the 
fact that the schooner was built for service and not primar- 
ily for speed. The designer of the schooner and the crafts- 
men who worked on her hulk, shrouds and outfit shared the 
glory of the victory. 


Tue European Nations owe the United States a 
mint of money, but who will devise a way for this nation to 
pay the debt it owes for the valiant fighting of the days of 
the war preceding our entrance into the conflict. 


Tue Esperanto Wown the two races out of three, 
which made her the victor over the Delawana. Both races 
were cleanly won and the sportsmanship of both crews has 
demanded the respect of the people on both sides of the 
line. The journal which proposed and arranged for the 
races has made a tribute to the veterans of the Esperanto 
that is pleasing to every North Shore resident. To con- 
gratulate the winners with such a royal appreciation of 
worth and without a sign of the white feather or equivoca- 
tion, merits commendation as much as the meritorious con- 
duct of the men who sailed the two fishing schooners, the 
one to victory and the other with a clean loss to her credit. 
The race was satisfactory and decisive in every way. The 
seamanship of Welch, the strategy which he used, the abil- 
ity which he had to seize every advantage, were important 
factors in the race. The crew were trained men working 
in team play with a precision that only the perilous work on 
the banks can ingrain in the life of a sailor. These men 
were the real winners. Strategy, ability to command and 
daring manoeuvres are valueless without a competent crew. 
So the laurels are evenly divided between the skillful hands 
that sailed the ship and the clear brain that planned and 
won the race. The last race indicated clearly that the two 
vessels were quite evenly matched and that without clever 
and masterly control the Esperanto could have lost the race. 
If the Delawana had won one race, it is easy to suppose 
that she may have been able to have won a second race— 
and the victory. The very possibility of the Delawana 
having had a running chance to win only adds to the victory 
that was won by the fishermen of Gloucester. Another 
race will be held next year, and then off the North Shore 
the following year, if the American cup defender wins. 
Let it be hoped that in the autumn of 1922 there will be a 
cup race off these shores. 

Money Is Noruina, despite the fact that it pays bills, 
adjusts accounts and affords pleasure and comforts. What 
makes money worth while is the honor and pleasure that 
goes with gaining it and spending it. 


Miss RosAMonp Braptey, of Pride’s Crossing, made 
a winning address at the Boston City club last week. One 
telling sentence grips. “One can buy a pair of well-trained 
hands, but one cannot hire a sympathetic heart.’ Good 
nursing means trained minds that control trained hands— 
and sympathetic hearts. Miss Rosamond Bradley has taken 
a marked interest in social welfare work and is succeeding 
admirably in her work. Such self-denying community ser- 
vice is worthy. 

EXPERIENCE Is the best teacher, but it is not always 
easy to welcome the experience to gain the right instruc- 
tion. 


CONGRESSMAN LUFKIN has served his district effici- 
ently. The complimentary vote which he received all over 
the district was to have been expected. It was a testimony 
to his popularity, due to the painstaking care with which he 
has cared for the details of his important office. 
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A Secret WELL Kept gives one a mastery of a situa- 
tion. Once told it becomes the master of the unfortunate, 
whose lips betrayed him. 


THe Women SEEM to have learned the value of the 
respective parties very quickly. One striking fact is the 
slight gain in the radical vote. The women are conserva- 
tive and the two old line parties won the most new votes. 


Tue BEvERLY MEN’s SINGING CLUB is to present an 
attractive musical program that will afford music lovers on 
the Shore an opportunity to hear an excellent concert. The 
club has always been a leader in musical affairs and its ini- 
tiative in planning such an excellent program is worthy of 
its former record. It is a difficult task to promote musical 
programs in smaller cities, and the success which has at- 
tended the work of the Beverly organization merits praise. 


Tue Broap InTereEsts of the nation require a partic- 
ular study of a conservation program. It is worthy of the 
attention of the government; the director should have a 
seat in the cabinet of the President. 


*Tue Town or MANCHESTER should withhold no ap- 
propriation that is demanded to effectively guard against 
forest fires. The people of Manchester realize keenly the 
great asset which they possess. All North Shore towns 
should be awake to the value of protecting every asset that 
contributes to the beauty of the shore and country, irrespec- 
tive of its cost, because the Shore is a summer resort. The 
detection of the fire in the woods by a lookout in a state ob- 
servatory testifies to the need, the value and the success of 
this precaution. The providential rain, supplemented by 
the work of the volunteer and service firemen, saved the 
woodlands from destruction. 


WHILE AMERICANS are eating white bread and pur- 
chasing sugar at more reasonable rates, it must be remem- 
bered that the English people are still having coarse flour 
substitutes, and sugar is selling at abnormal prices. 


ANDREW W. Preston left Beverly Farms many years 
ago with a recommendation from a local grocer that suc- 
ceeded in opening a position for him in a Boston fruit com- 
pany with the world before him. Today that adventurous 
Jad is a man and the president of a fifty million dollar cor- 
porationn—the United Fruit Company, that is able to de- 
clare from its successes a 100% dividend. The dreams of 
fortune do come true! 


TuHereE Is SatisFaction in life when our errors are 
found to be errors of judgment rather than errors of pur- 
pose. The one will merit rebuke and the other has the de- 
fence of the conscience. 


THE JUDGMENT of the New York court, which gives 
the landlords the rights they claim by declaring the recent 
legislative act was contrary to the constitution, only begins 
the litigation. The question is a difficult and important one 
and should be carried to the highest tribunal of that state. 
Let it be hoped that exigency will be passed before the de- 
cision is reached. The very postponement of the final 
judgment of the courts is giving lessors of flats a respite. 


Tue Late Soyourners on the Shore have had a sea- 
son of unusual opportunities for pleasure. The months of 
September and October have rivaled those of the summer, 
and November has begun well. 


ONE OF THE SusTLE “Kinks” in the 2.75% beer bill 
appears in that it was by weight and not by volume. Mr. 
Coolidge vetoed the bill because of its merits as a legal mat- 
ter, not on the question of the advisability of permitting the 
use of light beers. It stands out quite clearly that a state 
law cannot blanket a national law. The conflict between 
the two laws is unmistakable. 


‘ 
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Bene oy Briefs 


“The country is saved and there will 
be four years of prosperity and 
plenty, good business and success 
for everybody.” “Too bad! The 
voters have given our nation over 
to the -‘bow-wows.’” It all de- 
pends on the political viewpoint 
whether the election results will be a 
benefit or a detriment to the coun- 
try. 


Massachusetts and New York are on 
winter schedule now. The sun and 
the watches agree, at least until next 
March in the Bay State. 

Oe 

Now that election is out of the way 
let’s see if there is going to be any 
shortage of turkeys for Thanksgiv- 


ing. 
ae ee: 


Football is demonstrating its popular- 
ity, which seems to increase from 
year to.year. Americans are al- 
ways interested in a sport which 
brings together competitive teams 
of well-trained and efficient, red- 
blooded athletes. 


—=—/)}——— 


This is “Apple Week.” Have you 
kept faith with the slogan: “Eat an 
apply every day?” 

It is a little early to hear rumors of 
trades among the major league 
baseball clubs, but these reports will 
doubtless be pecwated a little later. 


Do your Christmas shopping in No- 
vember. It is not too early to make 
“many of your purchases now. 


——— 


Seventy percent of all people killed or 
injured at railroad grade crossings 
in a three-year period were motor- 
ists. In addition to the safety de- 
vices now in use, why not place a 
jazz band at every railroad cross- 
ing. This extra attraction might in- 
duce the motorist to cease his speed 
for a few minutes and thus perhaps 
save his life and the lives of those 
with him in the auto. 

ae 

Paying an election bet with a hat this 
year may be expensive, especially if 
the recipient is a member of the 
newly-enfranchised sex. 


Hair cuts at a dollar per are in vogue 
in Chicago. Does the barber receive 
a tip proportionate to the price? 

Boston hotels have cut prices on many 
articles of food. Is this a result of 
the “carry your lunch” campaign? 


Cape Cod may be paying $24 a ton 
for coal, but what price are the 
Cape Codders asking for their cran- 
berries ? 


hte 

The warm fall weather which has pre- 
vailed in New England has effected 
a considerable saving in coal, and 
will be the means of preventing 
much suffering during the coming 
winter. 


Will the June brides wish they had 
waited for “October’s bright blue 
weather” for the staging of the 
wedding festivities ? 


Rote 
For a month of only thirty days, No- 
vember is honored this year with 
two Thanksgiving Days. The first 
of these was Wednesday, Nov. 3, 
and the other will be proclaimed by 
the President. In fact, a third — 
for Monday, Nov. 1, will long be 
remembered by the people of Glou- 
cester and vicinity as a day of 
thanksgiving. On that day the Es- 
peranto won the race at Halifax. 
And the biggest day of all will be 
recalled by eee as a eles of 
rejoicing 
tice Day—Nov. he 


a 
The National Grange will be enter- 
tained in Boston a few days next 
week. Agriculturalists are opposed 
to the daylight saving scheme and it 
is expected that the forthcoming 
sessions will consider plans for the 
repeal of this law. 
ee 
Adjt.-Gen. Stevens recently paid a 
well-merited tribute to the Massa- 
chusetts State Guard, when he said 
it was “always ready for the work 
to which it was called, and the work 
was well done.” This organization 
has a record of which it can justly 
be proud. 


Who can we blame for giving us the 
wrong number when we commence 
to use the new telephone apparatus 
and call the number ourselves with- 
out Central’s aid. 
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- Golden Thoughts 


Man is his own star, and the soul that can 
Render an honest and perfect man, 

Commands all light, all influence, all fate; 
Nothing to him “falls early 
Our acts our angels are, or good or ill, 
Our fatal shadows that walk by us still. 
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or too late; 


—Fletcher. 
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DIG 
Guesswork is the parent of fail- 


ure. Facts are the bricks that build 
success. It is easier to guess than 
to dig for facts, but it’s poor busi- 
ness. For several years goods have 
sold themselves. Now they have to 
be sold. To do this eroflta bie will 
take effort, money, investigation, in- 
formation. Sales research, intelli- 
gently conducted, can help more 
than you may realize. 


Forbes’ Magazine. 
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It is now possible to insure nearly 
everything under the sun. Would 
that the American people could se- 
cure insurance to protect them from 
the mud-slinging which usually 
characterizes the closing weeks of a 
political campaign! 


Se 
Eggs have attained to such heights in 
prices that it is now easy to see an 
analogy between eggs and egg coal. 
sige 
If a large percentage of immigrants 
now coming to our shores would 
populate the abandoned farms of 
New England, to make them pro- 
ductive, this section might soon en- 
joy a degree of independence in 
again growing enough food for 
home consumption. 


Paar 

New York Evening Mail — “There 
are two distinct opinions of profi- 
teers. One is held by the profiteers 
themselves and the other is held by 
everybody else.” 


———( = 


Have you accustomed yourself to 
catching the 5 o’clock train at 5 
o'clock or are you continuing-on the 
former daylight schedule? 

Baa. 

The Treasury Department has just 
declared that the per capita wealth 
in the United States is set at $51.06. 
Enough to pay the war tax per capi- 
ta on amusements, perhaps. 


ks 

An American talking machine com- 
pany has paid $9,000,000 for the 
control of the largest similar com- 
pany in Europe. Who will say that 

phalkuis cheapie v 
pts. 

The anniversary of Armistice Day 
will soon be here. The Legion mem- 
bers are planning several events in 
celebration of the occasion. It 
would be unwise, however, to have 
the day a legal holiday at present, 
as holidays are quite numerous 
without the addition of any more. 


Louis K. Liggett is very optimistic re- 
garding the business outlook in this 
country. In a recent address he 
spoke of business conditions as re- 
turning to normal and said it is non- 
sense to talk about the United 
States going to the “bow-wows.” 
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DAVID’S RETURN | 
By 
GWENDOLYN RALEIGH 
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és— Hate You, Jack Moore, whoever 


you are! You're nothing but an 
ugly devil!” ; 
As the words fell with bell - like 


clearness on the still October air, the 
man, lying flat on his back, started to 
his feet, alertly awake, and with an 
expression of incredulous surprise on 
his handsome, careworn face. 

Peering around the rock that se- 
cluded his retreat, he saw a young girl 
standing with her back towards him, 
her tiny hands clenched at her sides, 
and a crumpled paper lying at her 
feet. 

With a suddenness that was dis- 
concerting, the slim figure dropped to 
the ground and the bright head was 
buried among the dead leaves, while 
her shoulders heaved with uncontrol- 
lable sobs. 

For a moment the man stood irre- 
solute, then he asked uncertainly : 

“My dear young lady, may I be of 
assistance ?” 

Two very wet, very blue eyes 
flashed at him from a confusion of 
curly ash-blonde hair : 


“Oh! Where did you come from?” 
In the voice and expression there was 
no trace of confusion. “I thought 
there wasn’t a human being for miles. 
That’s why I came here to have it out 
with myself —and Jack Moore,” she 
added in an afterthought. 

“But what have you against Jack 
Moore, little Barbara kitten ?” 

The blue eyes opened wider and 
Barbara scrambled to her feet. 

“Why David Kitman, where DID 
you come from, and how did you dis- 
cover my hiding place?” There was 
nothing but surprise in her tone. 

“Prom: New. York. -lididn ta 
came here to rest for an hour or two 
and was just back of that rock, asleep, 
| believe. But what have you against 
Jack Moore?” he repeated with a di- 
rectness that was characteristic. 

“He is just hateful! Conceited 
prig! He writes just the worst letter 
you can imagine. Says my writing is 
no good and—,” but the remainder of 
the sentence was lost in a sob. 

“Come here, kitten. Right into my 
arms, up close.” 

“Oh, Dave, how perfectly darling 
of you to remember your pet name for 
me! I feel better now, so let’s talk 
about something else.” 

“No. Let’s talk about Jack Moore. 
| want to know by what right he tells 
my little kitten that she can’t write.” 

The man spoke firmly, but there 


was a twinkle in the dark eyes, and a 
smile tugged at the corners of his at- 
tractive mouth. His voice, too, some- 
how, lacked conviction. 

“Oh, he is perfectly right, I expect. 
Only he didn’t express his opinion in 
a way that would tend to soothe my 
feelings.” 

As David again turned to look at 
the winsome face that just reached his 
shoulder, it came to him that he was 
indeed talking, not to the_ thirteen- 
year-old spindle-legged child that he 
had left, but to a woman. 

Stooping to pick up the offending 
paper, he strove to adjust his mind to 
this new thought. Again he stole a 
glance at the dainty, delicate profile 
and noted the tiny curls falling over 
the white forehead as of old. The 
curls were all that remained of Bar- 
bara, the child, he decided. He was 
now confronted by Barbara, the wom- 
an, and a power to be reckoned with, 
for he knew that she was quite the 
prettiest girl he had ever seen. 

He recognized his signature on the 
typewritten sheet, as he had known he 
would. That he had not recognized 
the name attached to those very bad 
short stories did not seem strange to 
him, for he had never once thought 
his Barbara had grown up. Grown, 
too, into something of a stranger. He 
was surprised that she had not forgot- 
ten her favorite expression when an- 
gry. “Ugly devil” had been his despair 
and secret amusement, and one of the 
many reasons offered by her mother 
for sending the wild little girl away 
to school. 

“Kitten, you have been trying to 
write? Why?” 

“Why? Because I mean to be fa- 
mous, and I could not think of any 
other way of getting there. You see 
[ wrote Jack Moore because he has 
such corking articles in the Compan- 
ion, and that was his reply,’ contemp- 
tuously pointing to the paper. “Any- 
way I mean to keep right on in spite 
of him! He is an urgy dev—. I mean 
he probably has a mean disposition,” 
she finished hurriedly, praying that 
the man at her side had not noticed 
the slip. 

David bit his lip in an effort to re- 
press a laugh, though it is doubtful if 
she would have noticed it, so intent 
was she with the problem of why he 
had returned after ten years to the 
home he had left immediately after 
the death of his mother. 

As they walked along the narrow 


/ 
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path, Barbara replaced her very be- 
coming duvetyne toque, smiling de- 
murely as she realized that she was 


wearing one of her prettiest frocks— 


a coincidence, perhaps. 


“Do you know, Dave, .I think those 


letters of Jack Moore’s sound old and 
tired? Tl wager he has a nagging 
wife and a house full of children! Do 
you know him?” she asked suddenly, 
looking up at him. ' 

Dave threw her a startled look. 

“His writing sounds old?” 

“Oh, not his articles and_ stories. 
They’re lovely! His letters is what I 
said.” -She stole a roguish look at 
him, but with his searching eyes upon 
her, her face assumed a look of bland 
inrocence. 

“Perhaps he its tired, Barbara. He 
isn’t married,” he finished hastily, and 
regretted it the next minute, for her 
reply swept him off his feet. 

“Then you do know him, Dave? 
How lovely! Shall I tell you a secret ? 
I used to be very fond of his writings, 
and am crazy to meet him. Do you 
think you could arrange it?” 

“Heaven forbid that you~ should 
ever meet ‘Jack Moore,’” he said 
grimly, under his breath, but aloud he 
said—ignoring her ‘used to:’ 

“Er—it might be arranged some- 
time,” he promised vaguely, and: with- 
out giving her a chance for reply, he 
added: “Here we are at your gate, 
kitten. May I drop around after din- 
ner? 
er, you know.” 

Oh, David Kitman! He was try- 
ing to deceive, not her, but himself! 

“Mother?” <A tiny voice spoke at 
his shoulder. “She will be delighted,” 
she said stiffly, and then with a gurgle 
of impish laughter that made the man 
at her side tingle, she asked, her head 
on one side like an impudent, inquisi- 
tive bird: 

“What about me, Dave?” 

“Of course I want to see you too, 
kitten. Want to very much.” 

But the rich red color had mounted 
to his face, for man of the world 
though he was, he found it difficult to 
be at his ease with this child-woman 


that he had known since she was a ~ 


baby. 
That night, as he held her hand be- 
fore taking his leave, he again 


broached the subject of their conver- 
sation of the afternoon: 

“You say you hate ‘Jack Moore;’ 
that you admire his work; that he is 
conceited prig; that he must be old; 
yet, you want to meet him. Why?” 

“Only to tell him what I think of 
him,” Barbara admitted, flushing un- 
der his gaze. 
more steadily : 


“His work, so good and beautiful a 


(Continued on page 22) 


I have not yet seen your moth-— 


Then she continued, | 
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M* AND Mrs. J. WARREN MerrILt, who have been at 
their place on Smith’s Point, Manchester, since return- 
ing from Europe in the early autumn, left yesterday for 
Boston, where they will spend the winter at 16 Marlboro 
st., as last winter. 


OS 
Mrs. Gardiner Martin Lane, of Marlboro st., Boston, 
and her daughter, Miss Katharine Lane, who recently 


closed their North Shore summer home, ‘“The Chimneys,” 
in the Dana’s Beach section of Manchester, are now in the 
south, and at present are staying at the Hot Springs of 
Virginia. 
O89 

Mr. and Mrs. Lester Leland plan to close their West 
Manchester residence next week, and return to Boston. 
Others who will close their houses next week include the 


mo, Potters, T. S. pane, Philip Stockton. 
3° 


| Among those who are igi the delightful autumn 
on the North Shore are Geo. R. White and his sister, Mrs. 
F. T. Bradbury, who are still at “Lilliothea,” their estate 
on Smith’s Point, Manchester. They will remain until 
Thanksgiving, as usual. 
ORO 
Mrs. Eben D. Jordan, widow of the son of the founder 
of the Jordan Marsh Company, and whose Boston home 
was at 46 Beacon st., died suddenly yesterday morning in 
New York city. Mrs. Jordan had been in failing health 
for some time and last Saturday she went to New Y ork to 
remain for a month or so at the St. Regis. It had been her 
intention to go later to the Pacific Coast, for the winter, 
and to make her headquarters at Los Angeles. Mrs. Jor- 
dan recently has been occupying her Boston mansion in 
Beacon st., which was reopened after her return to town 
from Bar Harbor, Me., where for several summers she has 
had a cottage. Mrs. Jordan was formerly Miss May Shep- 
pard, of Philadelphia, where her family was well-known, 
members of which were prominently identified with the 
dry goods business. She was married to kben D. Jordan, 
Jr, as he then was, on Nov. 22, 1883, and since then ad 
resided in Boston. Her husband died on Aug. 1, 1916, 
his summer home, ‘:The Rocks,” at West eee 
Since then, Mrs. Jordan has preferred to spend her sum- 
mers at Bar Harbor, where her cottage is known as ““Sun- 
set.” Surviving Mrs. Jordan ts a daughter, Mrs. Monroe 
Douglas Robinson, of New York, who before her marri we 
was Miss Dorothy Jor dan, Me a son, Robert Jordan, of 88 
Beacon st., Boston, who is now on his way home from [u- 
rope, following a season of shooting in Scotland, with aft- 
erward a visit to Paris. 


Call Mrs. Burnham, Y° Rogers Manse, Ipswich 85-M. 
Lobster and chicken ooke aise a la carte service. 
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Iss RosAMOND Brap.ey, of Pride’s Crossing, is a most 

active worker in the cause of getting women and girls 
to become nurses. “It is the interest that you put into it 
and the amount of yourself that goes into your work that 
counts the most in the profession of nursing,” said Miss 
Bradley in addressing the members of the Women’ s City 
club at luncheon in Boston one day recently. 

Miss Bradley recalled her early experiences several 
years ago when she first volunteered for service, how she 
had no training, but offered to go out three mornings a 
week. Her first assignment was with a family of children 
in South Boston. She gave graphic incidents of her life in 
France, where she saw again ithe value of the personal 
touch in the work of a nurse. Three things Miss Bradley 
considered in the course of her talk. First, why is there a 
shortage of nurses? Second, what is likely to happen if 
the shortage continues? Third, how can everyone help to 
relieve the situation ? Answering the first query, she said 
that there was a natural and universal reactionary move- 
ment affecting the economic life of the country, and wom- 
en, now that Ae tension of the war is over, are looking for 
higher salaries and larger responsibilities, and the women 
of the leisure classes, w ho worked for patriotic reasons dur- 
ing the war, are now merged into their old environment, 
and they cannot be counted on. The demand for graduate 
nurses 1s great and the supply is inadequate, and it is safe to 
say, she declared, that every hospital is understaffed. 

The high cost of living and the mighty dollar are play- 
ing a part, “too, for the average girl is looking for higher 
wages and less training, and the necessity of spending three 
years in training for nursing does not appeal to her. At 
this point Miss “Br radley again emphasized the appeal that 
the spirit put into it measures the value of the nurse’s work. 
“If you want a pair of trained hands you can buy Hien, 
but you can’t purchase sympathetic hearts,” Miss Bradley 
declared. If the shortage continues, Miss Bradley said, 
conclusion, hospitals will have to be content with not the 
best, but the next best, and one of the results will be two 
grades of nurses. She told her hearers that everyone could 
assist in improving the situation by interesting girls or clubs 
of girls in the nursing profession. 

OO 

The following families closed their estates at Manches- 
ter this week and returned to their town residences: E. B. 
Bartlett for Boston, Monday; Gordon Abbott, Boston, 
Monday; John R. McGinley, New York, Sunday; Amory 
Carhart, Tuxedo Park, N. Y., Tuesday; George Putnam, 
Boston, Wednesday; Mrs. George N. Whipple, Boston, 
Thursday. 


OBO 
raticu tre ate family, have closed “Castle 
their estate in Ipswich, this week, and returned to 
1550 Lake Shore ai Chicago. 


Richard 7° 
lel 


their winter home, 


BEV DRE 


WENHAM 


Brancu Orrice, MANCHESTER, 


DESIRABLE SHORE ae | INLAND PROPERTIES 


FOR SALE 


PRIDE’S CROSSING 
WEST MANCHESTER MANCHESTER MAGNOLIA 
and 


HAMILTON 
T. Dennie Boardman, Reginald and R. deB. Boardman 


56 Ames Bldg., BOSTON 
A. G. T. Smiru, Local Representative, 


BEVERLY FARMS 


IPSWICH 


Tel. Manchester 144-W. 
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SHELDON’S § 
MARKET 


Best Grade of 
BEEF, LAMB 
POULTRY, PORK 
Vegetables, Fruit 
At Boston Market Prices 


24 Central Street 


Manchester 
Est. 1845 Tel. 67 
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EFFORT MADE TO SAVE OLD BALCH HOUSE 


Descendants of John Balch, Builder of Dwelling in 1638, 
asked to Save Old House, One of North Shore’s Landmarks 


N an effort to save what is said to be the oldest house in 

New England, located on the corner of Cabot and Rich- 
mond streets, Beverly, aid is being sought from the thou- 
sands of descendants of John Balch, the original builder 
and owner of the house. They are scattered throughout 
the United States, and several years of effort on the part of 
the present owners of the house and the Society for the 
Preservation of New England Antiquities have failed to 
locate all of them. 


The house, which was built about 1638, is still intact 
except for the sills and the greater part of the rafters. 
About 1850 it was enlarged by a two-story extension, and 
later the original cottage was made a full two stories in 
height, but with careful restoration, this unique example of 
an “Old Planter’s” home can be preserved. Unless the de- 
scendants of the original owner act immediately, however, 
the house is likely to fall into the hands of a real estate 
speculator, who will modernize it, and the house will be 
forever lost. 

. The house is owned by a group of persons, who bought 
it just before the war, when the continued existence of the 
building was in danger. So eager are they to have it pre- 
served that they will not only sell it for the original pur- 
chase price of $3025, but will contribute $1000 toward that 
amount, provided the balance is raised. If the money is not 
forthcoming to assure the preservation of this house as a 
relic of early Colonial days, it will be sold to the highest 
bidder, and the last opportunity for such restoration will be 
lost. 


John Balch, the original owner of the house, came 
from Somerset county, England, with Captain Robert 
Georges, who was commissioned governor of New Eng- 
land. Theirs was the first colony of settlers to come direct 
to America from England, as the previous settlers, the Pil- 
grims, had first gone to Holland. Balch was among the ori- 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


Card Tables 
Folding Chairs 
Gold Chairs 


BOSTON: Mass. Chambers 


W. J. CREED, Caterer 


Private Waiting 
TELEPHONES: 
Back Bay 3040, Beverly 765 


CUT GLASS 


Beautiful designs in fine cut glass at very 
moderate prices. y 


BOWLS WATER SETS PLATES 
SUGARS and CREAMERS CRUETS 


NAPPIES ICED TEA GLASSES 
VASES SALT and PEPPER SHAKERS 
CIDER SETS SHERBET SETS 


BERRY SETS MAYONNAISE SETS 
FRENCH DRESSING BOTTLES 


$2.50 to $25.00 
F. S. Thompson, Jeweler 


THE HALLMARK STORE 


164 MAIN STREET GLOUCESTER 


ginal members of the first church in Salem, was made 
freeman of that town in 1631, and figures prominently” 
the affairs of the time. According to earliest records, # 
energy and intelligence necessary for the success of 
early colony was supp'ied by four of the settlers, of who 
Balch was one. These four are known as the “Old Plai 
ters,” and the Balch house is the only one left belonging” 
one of them. ; 4 
The Balch family, even in earliest days, stood for # 
American ideal of freedom, as none of them took part” 
the persecution of the Baptists, the Quakers or witch 
and one grandson of John Balch was a strenuous remé 
strant against such persecution. His descendants were 4 
so among the first to oppose the British fleet and ar 
In the present generation the Balch family numbers disti 
guished ministers, lawyers, artists and writers, and, like f 
first John Balch, many of them are farmers. 
The present owners of the Balch homestead have ¢ 
posited an agreement with the president of the Society f 
the Preservation of New England Antiquities bindit 
themselves to turn the house over t6 whatever organizati€ 
he may select 1f the $3025 necessary for its purchase is f 
ceived by their treasurer, Wm. C. Endicott, of 2 Lynde s 
Boston, to whom all contributions should be sent. Tor 
ard this amount the present owners will subscribe $106 
In addition to this sum, however, about $6000 must 
raised to provide for the restoration and repair of ft 
house. 
The value of the Balch home as a relic of early Col 
nial days is inestimable, not only to the members of 
Balch family as an heirloom, but to the general public — 
well. It is to the thousands of descendants of the Ba 
family, however, that the present owners are appealing, 
though contributions from all-sources are welcome. 
Any member of the North Shore colony who m 
read this and who may desire to assist in the restoration 
this old North Shore landmark should get in touch wi 
Mr. Endicott at above address. 


Mr. and Mrs. E. Laurence White and family he 
closed their Beverly Farms residence for the winter af 
have moved to New York city, where they will.live at 
East 6lst st. 


Weddings 
Teas and 
Dances 


East Corning St., BEVERLY COVE 


Nov. 5, 1920 
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MEREDITH & GREW 


40 Central Street 


BOSTON (9), MASS. 


Telephones: Main 6772-3-4 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


BUSINESS PROPERTIES 


NORTH Sele PMO }steass UES a Specialty 


NORTON WIGGLESWORTH 


MANCHESTER, MASS. 
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SOCIETY NOTES 


yor1A Hunt Ciup’s annual steeplechase meet at Wil- 

*™ lowdale, Hamilton, last Saturday was a most success- 
ful affair and drew out a big gathering of North Shore 
folk who are still living at their country and seashore 
homes. Ideal weather favored the racers and made the 
conditions for an autumn event of this sort most attractive. 
In the Myopia Hunt club lightweight class, F. H. 
Prince’s Fatauta, ridden by A. F. Sortwell, fell at the first 
jump, and then followed a series of collisions with Wood- 
ley, owned and ridden by Bayard Tuckerman, Jr., and 
Filili, owned and ridden by N. W. Rice. The collision 
came at a time when Filili, the favorite, was in the lead, 
and compelled Rice to go out of the course. Woodley, 
owned and ridden by Bayard Tuckerman, Jr., won, with 
Sensitive, owned by Miss Hildegarde Porter and ridden by 
W. P. Heffenger, second. The time was 8m., 51s. In the 
heavyweight class there were six starters with Red Bud, 
owned by J. P. Bowditch and ridden by Bayard Tucker- 
man, Jr., finishing first; Moonstone, owned by Isaac R. 
Thomas and ridden by L. M. Weld, second; and Dr. Mar- 
tin, owned by Herbert Hughes and ridden by Charles Ap- 
pleton, third. The time, 8m., 13s., was the fastest ever 
made on the course. Pocket Change, owned by the Laven- 
der Hill stables, with the owner, A. C. Burrage, Jr., up, 
won the Willowdale cup on the flat; with Virginia Flan- 
nery, owned and ridden by A. F. Sortwell, second, and 
third. 


Harry Bassett, as and ridden ee H,-B. Shaw, 


“LARCOM THEATRE, BEVERLY 
High Class Pictures — Grand Pipe Organ 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
ee ae Evenings ee to 10.30 
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fot HOUSE PRODUCTS 


Meats ~ 


WEST ST. + 


UT dE 


a acannon PU 


TELEPHONE 142 BeverRLY FARMS 


Edward H. Lally 


Poultry ~ 
FRUITS and VEGETABLES 


Deliveries all along the North Shore between Beverly and Magnolia 
and inland to Hamilton and Wenham 
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The time was Im., 3-5s. W. . Heffenger, riding Sensa- 
tion and leading at the time, fl near the ‘finish. 
Oo 3 bs 

Dr. and Mrs. James erat Huntington (Sarah Hig- 
ginson Pierce) and family, after a long season on the 
North Shore, where they occupied the Knowlton cottage on 
West st., Beverly Farms, have moved back to Boston, to 
their residence at 311 Marlboro st. 

7 

Mr. and Mrs. Geo. E: Me Ane and family, after spend- 
ing the summer at Manchester, will go to Santa Barbara, 
California. for the winter, as they did last year. 

Ou O ; 

Mrs. George A. Goddard and family closed their sum- 
mer residence on Everett st., Beverly Farms, late last week 
and returned to their town residence at-12 Chestnut st., 
Boston. 

030 

Daniel A. Sullivan and family have closed their place 
on Beach st., Manchester, the past week, and returned to 
their town residence, 1774 Beacon st., Brookline. They al- 
ready plan to return to the seashore with the first sign of 
spring next year. 

LAd 


98 O 
Mr. and Mrs. Allen Curtis have closed “Sunfield,” 
their estate at Beverly Farms, this week, after a long sea- 
son on the North Shore, and returned to their Boston resi- 
dence, 51 Beacon st. 


THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 
KODAK DEVELOPING AND PRINTING 


156 Cabot St. Beverly, Mass. 
Tel. Conn. 


BUTTER AND EGGS 


Game 


BEVERLY FARMS 


See 


OCAL SEC iia 


MANCHESTER 


Miss Ina Huddell, of Chelsea, spent 
the week-end with relatives in town, 

Mrs. Harry Purington arrived 
home last Saturday from the Beverly 
hospital, : 

Miss Anna Stanwood is having a 
vacation from her duties at Stone & 
Webster's, Boston. 

District nurse Miss Nellie Long 
has moved this week to the John Fer 
yuson house on Allen ave, 
~ Mrs. John Riggs went to the Bev- 
erly hospital yesterday in anticipation 
of an operation at an early date. 

The public schools are closed today 
to permit the teachers to attend the 
I’ssex County teachers’ convention 1m 
Boston, 

Randolph Knight was home from 
Albany, N. Y., ‘Cuesday, for a short 
visit and incidentally to cast his ballot 
in the election, 

Miss Marion lations entertained a 
her friends at her home on 
Union st., Wednesday evening, Mu 
sic was enjoyed and light’ refresh 
ments were served during the evening, 

The picture show next ‘Tuesday 
evening will be a Red Men’s benefit. 
There will be two complete evening 
shows—7 and 9, ‘The feature picture 
will be Alice Joyee in “The Sporting 
Duchess,” a Z-reel special. There will 
also be a comedy, news reel and Ford 
Weekly. All tickets will be 33c. 

lt is reported that a new business 
concern will open in town about the 
nuddle of next weelk and will be 
known as the Cool Music Store. Ar- 
chie Cool will be the proprietor, and 
the store will be located in the room 
recently vacated by the Manchester 
lectric Co., Central sq. Mr. Cool 
will deal in pianos, victrolas, records, 
sheet music, ete.,, and also sewing ma- 
chines, 


few ol 
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MANCHESTER WOMAN'S CLUB 
Hoty Music CONFERENCE 


The Manchester Woman's club has 
invited the clubs of the Fifth District 
to a music conference on ‘Tuesday, 
Nov. 9 at 2 o'clock, in the chapel, 

Miss Annie lL. Lane, director, will 
present Mrs, Arthur EH. Davison and 
Mrs. Mina Del Castillo, who will talk 
on “What the Music Department of 
the Federation Means to a Communi- 
ty.” “Community Singing,” and “Ap- 
propriate Music for Different Types 
of Motion Pictures,” 

Mrs, Carolyn I, Allen will be hos- 
tess of the afternoon, 
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Moving Pictures 


Horticultural Hall =: Manchester 
A. N. SANBORN, Mgr. 


SATURDAY—NOV. 6 


One Evening Show Only 
Starting at 7,30 
First Three Reels Repeated 
Jack London’s 
“THE MUTINY OF THE 
ELSINORE’’ 
Bryant Washburn in 
‘WHAT HAPPENED TO 
JONES”? 


TUESDAY-——NOV,. 9 
SPECIAL SHOW 
RED MEN’S BENEFIT 
All Seats 33c 
Complete Evening Shows 
7 and 9 
Alice Joyce in 
“THE SPORTING DUCHESS’’ 
7-Reel Special 
Also Comedy, News Reel 
Ford Weekly 


Two 
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SHIRTS, COLLARS 
STARCH-WORK to :: 
Thomas Saco, Barber 
Tol, 187-M Postoflice Block 
Jos, Vasconcellos, Barber 
Tel, 538-J Central Sq. 
James Beaton, Grocer 
Tel. 8341-W Central St. 
rank B,. Rust, Grocer 
School St. 
— Agents for — 


MANCHESTER LAUNDRY 
Good work Prompt Service 


Telephone 85-W 


and 


Tel, 96 


Work called for and delivered 
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Mretinec or N. S. H. S. 
TONIGHT 


ANNUAL 


The annual meeting of the North 
Shore Horticultural society will be 
held in the society’s hall at Manches- 
ter this evening, Friday, Nov. 5, at 
which time the reports of the year 
will be heard, and officers for the en- 
suing year will be elected. 


CHILDREN'S BooK-WrEEK 


Boys and girls like good books for 
Christmas, Give them — something 
worth while. The week of Nov. 15 to 
20 is to be observed as Children’s 
Book-Week, 

The next meeting of the Manches- 
ter Parent-Teacher association comes 
in that week. Come to the meeting 
and hear about good books for chil- 
dren, Further notice in next week’s 
BREEZE, 


MANCHESTER 


Born, Tuesday, Nov. 2, a son, 
Mr. and Mrs. Gordon Burgess, 
Morse ct. 

Mr. and Mrs. John Singleton, 
Tappan st., are receiving congratula 
tions on the birth of a son yesterda 
morning. 

John Van Hees and family hay 
moved this week from the tenemer 
over the Green & Swett store to 
sridge st. 

Percy Baker, youngest son of Mr 
Hattie D, Baker, entertained a n 
ber of his boy friends at a Hallowe’e 
party at his home on Pleasant st. lg 
Saturday evening, 

A pitch tournament between tl 
several lodges, such as held the atten 
tion of so many last winter, will soe 
be started. It is said the Firemen 
put a team in the field this winter the 
will defy all-comers. 

A bowling team has been organize 
to represent the local Odd Fellows 
and is looking for some matches. 
is proposed to have a_ schedule ¢ 
games arranged with out of tow 
teams at once and start a tournamer 
The team as at present made up cor 
sists of Archie Cool, Walter R. Bel 
Chas. Elmer Smith, Lewis Hutehit 
son and Hollis A. Bell. 

The property of the late Lewis 
lam was sold at public auction Wee 
nesday to settle the estate. The larg 
tenement house on Desmond ave. w: 
bid in by Nathan Greenberg, who rep 
resented one of the sons, Edward A 
Killam. The old church building 
the Sacred Heart church, on Bu 
ham ct. and Friend st., was also bi 
in. It is reported this was bid in fe 
Rev. Fr. W. George Mullin, of th 
Sacred Heart parish, in the interes 
of some of the parish societies. 


Mancuester District NuRsE 
SIGNS 


After a service of eight years, Mis 
llen Long, Manchester’s distri 
nurse, has ,|handed in her resignati¢ 
this week to take effect on Dee. 
Miss Long has served the townspeop 
well and faithfully in her chosen pre 
fession, but she now feels her heal 
will not permit her longer to conti 
the work which at times is arduovt 
The board has made every endeave 
to retain Miss Long and it is unde 
stood an increase in salary has bee 
offered, but Miss Long has decide 
definitely to give up the work in Mar 
chester this month, 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 
ACOIDENT, HEALTH, BURGLARY, 
PLATE GLASS 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 


WILLMONTON’S 


INSURANCE GENERAL INSURANCE AGENCY 
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Advertisements under this head 2e a word the first week. le 
a word after the first week. Stamps may be used in payment, 


: 


Homes for Sale 
ANYONE DECIDING to 

home in Manchester 

touch with me. 


purchase a 
should get in 
I now have several most 


desitable propositions.—GKO. HK. WILL- 
MONTON, cor. School and Union sts., 
Manchester. 


Position Wanted 


CHAUFFEUR would like position; North 
Shore preferred. Experienced in driv- 
ing. Steady, reliable; good references. 
Apply: ‘‘Chauffeur,’’ Breeze office. 43-47 

WOMAN will accommodate by day. Any 
kind of work.—Apply: 26 Elm st., Man- 
chester. 32tf. 


Trained Nurse 


HOSPITAL TRAINED NURSE - MAID 


would like position, No objection to 
traveling. Address: Miss KH. FF. M., 
North Shore Baby Hospital, Salem, 
Mass. 42-45, 


For Sale 


PEKINGESE for sale. 
sleeve puppy. ‘Three 
14 pounds. , Lovely 
black mask. 


Very handsome 
month, Weighs 
short face, with 
Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
T'weaken. One year. House broken, 
Lovely companion.—Mrs. ht. Curry, 603 
Essex St., Beverly. Phone 247-J, 20-22 
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BREEZE FREE BALANCE 


2, 
Od 


OF 1920 
OLLOWING a practice of 
16 years, the NORTH 


SHORE BREEZE makes this 
offer to all new subscribers. 
All subscriptions received in 
these last two months of 
the year will date from Jan. 
1, 1921—-but the paper will 
go forward the balance of 


this year free. 
$2 a year —4c a copy 
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(10c at newstands ) 
MANCHESTER 


The Soldiers’ Home committee of 
Allen Relief corps will go to the Sol- 
diers’ Home, in Chelsea, this Friday 
evening, and present a musical pro- 
gram there. ' 

Fred A. Tibbetts, treasurer of the 


Manchester ‘Trust Company, _ left 
Wednesday afternoon for a_ two 


weeks’ vacation, part of which he will 
spend at the Boseberck camps, Wilson 
Mills, Me., hunting. Then he will go 
to Palermo to visit his father, stop- 
ping at Bethel on his way home to vis- 
it his brother, Dr. Tibbetts. 


MacQuEEN—KELLIHER 
Roderick MacQueen, of Manches- 
ter, an employee on the Dexter estate, 


Forest st., and Miss Julia Kelliher, 


until recently a member of the house- 
hold of Mrs. R. H. Fitz, West Man- 


chester, were united in marriage last 


- Sunday afternoon at the parochial res- 


idence, Manchester. <A reception fol- 
lowed at the home of the groom’s sis- 
ter, Mrs. Stewart Macdonald, Forest 
st. After a honeymoon trip of a 
week, Mr. and Mrs. MacQueen will 
reside in the residence of another sis- 


ter of the groom, Mrs. Mary Phillips, 
Summer st. Mrs. Phillips and her 
two sons are living this winter at 
Dobbs Ferry, N. Y. 

BREEZE MAN Enrers [nro BUSINESS 
FOR HIMSELF 


H. Burr Eldredge, who has been at 
Manchester the last year, and has 
been connected with the Norrn 
SHORE BREEZE in the capacity of as- 
sistant editor, left last week to take up 
his new work as editor of The Courier 
at Winchendon. Mr. [Eldredge and 


his brother, Cranston D. Eldredge, 
who has been foreman of the Dart- 
mouth Press at Hanover, N. H., for 


several years, have bought the job 
printing plant and good will of The 
Courier Publishing Co., which has 
been running as an established busi- 
ness more than 60 years, and they 
have organized a Massachusetts cor- 
poration, known as the Courier Press, 
Inc., to continue the printing office 
and newspaper, the latter founded 
some 40-odd years ago. 

The best wishes of Mr. Eldredge’s 
many friends in Manchester go with 
him in his new business venture, One 
of the distinct features of his work 
with the Breeze is the page of short 
editorials, “Breezy Briefs,” which he 
has maintained since taking up his 
work here last January. ‘This depart- 
ment will be continued for the present, 
at least. 

The young men ought to prove suc- 
cessful in their new work, as both are 
experienced printers and accustomed 
to newspaper and printing work, an 
experience gained by early training 
with their father, who is editor of a 
weekly paper, The Reporter, at Ant- 
rim, N. H., only 30 miles from their 
new home at Winchendon, 

The phrase “closed shop” has taken 
on a new meaning in quite a few in- 
dustrial centres. 


Reminder 


1] 
N. GREENBERG 


BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 


34 Union St. (Opp. P. O.) Manchester 


Manchester Magnolia Bev, Farms Boston 
SMITH’S EXPRESS COMPANY 


Principal Boston Office: 32 Count So 
Tel.: Boston Main 489; Manchester 119 


Hirst Class Storage for Wurniture 
Separate Rooms Under Lock 
MANCHESTER MASS, 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


INSURANCE 
Any Kind Anywhere Any Amount 
GEO, E. B, STROPLE 
' General Manager 
Also District Manager John 
Mutual Life Ins, Co., of 


ROCKPORT, MASS, 


Hancock 
Hoston 


ARMISTICE Day Witt Bre Opservep 
By MANCHESTER Pos1 
Armistice Day—Nov. 11—will be 


observed by the Manchester post ol} 
the American Legion, next Thursday 
evening, when an entertainment and 
dance will be given in Town hall, 
John Thomas, of (,loucester, the 
well-known entertainer, will appear on 
the program twice, and there will be 
vocal solos by Miss Silveria, of Glou 
cester, who is well-known as a 
woman of marked talent as a singer; 
there will also be a young woman 
banjo soloist from Boston. The ad 
dress of the evening will be by Capt. 
Raymond C. Allen, who will give a 
short talk on Armistice Day, 
Following the entertainment there 
will be a dance, with musie by Long’s 
orchestra, Tickets for the affair may 
be purchased at Allen’s Drug store. 


YOUN 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the Norrm Snorer 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 


or telephone 378. adv, 


The drifter ends up on the rocks, 


Do you know that if you marry the 
enthusiasm in your heart to the opti 
mism in your soul, the result will be 
pleasure in your work and happiness 


in your life?-—The Ess-Air News. 


The unsound social and economic 
theories which deluge the earth from 
time to time are not the progeny of 
stalwart men and women, Sound 
bodies do not breed that kind of un 


sound doctrines,—Catvin Coo.ipaor. 
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Theatres 


QUOMOBOVOMOBOKOBOBVOBOBOBOBOS 
TrREMONT THEATRE, BOSTON 
Lenore Ulric in “The Son-Daugh- 

ter,” now in her third week of the en- 

gagement at the Tremont theatre, 

Boston, is meeting with the greatest 

success of her career. 

“The Son-Daughter” is a play of 
New China, by George Scarborough 
and David Belasco, and no expense 
has been spared in casting the piece or 
giving it adequate stage embellish- 
ments. It bears the Belasco stamp 
and this fact gives it the Broadway 
prestige that insures metropolitan fa- 
vor in every sense of the word. One 
cannot possibly go wrong seeing “The 
Son-Daughter.” 

The play is breaking all records for 
business at the Tremont theatre, ‘Bos- 
ton, and there is a big demand already 
indicated for seats far in advance, evi- 
dently owing to the limited engage- 
ment allowed at that theatre. All mail 
orders from out-of-town are receiving 
prompt and careful attention. 

Miss Ulric’s popularity in this su- 
perb play is every bit as pronounced 
as it was during her engagements in 
“Tiger Rose” two seasons ago, and she 
is rapidly scoring a notable personal 
triumph. Taking the play in general 
it is a success of remarkable propor- 
tions. 
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STRAND THEATRE, LYNN 

The management of the Strand 
theatre takes great pleasure in an- 
nouncing the coming of Clara Kimball 
Young’s latest photoplay, “For the 
Soul of Rafael,’ Monday, Tuesday 
and Wednesday of next week. A story 
of the golden days of California, when 


stout hearts conquered a_ strange 
land and a stranger people, when 


adventure, romance and love drove 
men to deeds of valor and courage, it 
is one of the big pictures of the sea- 
son and a truly great love story with a 
beautiful star. In conjunction with 
this feature will be shown Olive 
Thomas in “Everybody’s Sweetheart,” 
which was completed just before the 
little star’s death. A Larry Semon 
comedy, “The Suitor,” and Review 
complete a well-balanced program. 
On Thursday, Friday and Saturday 
will be shown Tom Mix in “The Un- 
tamed,” a whirlwind tale of the wild 
and of three strange pals, a man, a 
shorse, and a dog. On the same pro- 
gram will be shown, “The Saphead,” 
co-starring Wm. H. Crane and Bus- 
ter Keaton. Mary Mitchel, brilliant 
soprano, direct from the New York 
Strand, will be the soloist, and fitting 
musical selections will be rendered by 


Miss M. Frances Doughty and the 
Strand Symphony orchestra. 


OLyMpPIA THEATRE, LYNN 


Coming from a remarkable run at 
the Boston Opera House, where it 
was shown four weeks at dollar prices, 
Wm. Fox’s nineteen-twenty cinemelo- 
drama of the great metropolis, “While 
New York Sleeps,” will be presented 
at the Lynn Olympia for the entire 
week of Nov. 8. 

Scenes of gaiety among the gayest 
of New York’s gay along the well- 
known Gay White Way; the merri- 
ment in the famous cabarets and 
cafes, and life in the most squalid 
quarters of New York’s East Side 
have been woven in a masterly man- 
ner in “While New York Sleeps.” It 
is difficult to lay a finger definitely on 
the element in this remarkable produc- 
tion which makes the greatest bid for 
interest, but it is safe to say that no 
other picture ever maintained a great- 
er degree of gripping suspense. 

The picture is told in three stories, 
each intensely dramatic in interest, the 
first representing a crucial incident in 
the life of a millionaire, and a woman 
who has married him, believing her 
real husband, a worthless cad, has 
been killed. The second version is 
that of the notorious badger games, 
which were, and are still, prevalent in 
New York; while the third story re- 
lates a tragedy of the East Side, 
“where civilization’s veneer is the 
thinnest; where men do not weigh 
measure, but give and take; where im- 
pulse is stronger than reason and laws 
are defied; where lust and love and 
foe and woe play together in the game 
of jie,” 

In the last story occurs what is 
probably the most amazing character- 
ization ever seen on stage or screen, 
where Mare MacDermott, as the par- 
alyzed, dumb father of a night watch- 
man, creats a _never-to-be-forgotten 
personality without ever moving from 
the chair. He performs this feat of 
expressing the entire range of emo- 
tions through the medium of his eyes. 

In addition to this super-feature 
four vaudeville acts will be presented, 
each a recognized hit in itself. 

Another feature on the bill will be 
an episode of the new serial, to be 
shown during the first half of the 
week, “Bride 13.” This picture will 
be of especial interest to the inhabi- 
tants of the North Shore because of 
its wonderful marine scenes, which 
were filmed in Gloucester, in codpera- 
tion with the United States navy. 


Larcom THEATRE, BEVERLY 
Week of Nov: 8 
Mon. and Tues.—Viola Dana in “A 
Chorus Girl’s Romance.” Enid Ben- 
nett in “Hairpins.” Pathe Review. 
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Wed. and Thurs. — Marshal Neil- 
an’s super-production, “The River’s 
End.” Kinograms. 

Fri. and Sat. — “The Fighting 
Chance,” by Robert Chambers. Booth 
Tarkington story. Kinogram News. 


HorricuLTuRAL Hatt, MANCHESTER 

Jack London’s “The Mutiny of the 
Elsinore,” will be one of the features 
of the picture show at Horticultural 
hall, Manchester, Saturday evening. 
A companion picture will be “What 
Happened to Jones,” featuring Bryant 
Washburn. 

The show next Tuesday evening 
will be for the benefit of the local 
tribe of Red Men. Manager San- 
born has arranged to run two com- 
plete shows—at 7 and 9 o’clock. The 
feature picture will be a 7-reel special 
—‘“‘The Sporting Duchess,” featuring 
Alice Joyce. There will be a comedy, 
a news reel and the Ford Weekly. 


MANCHESTER 


The inventory has been filed on the 
estate of the late Michael J. Callahan, 
$18,258.70. 

Domnick Flatley, the local contrac- 
tor, is carrying his right arm in a 
sling. While cranking his Ford re- 
cently he broke his wrist. 

An oil painting of the “Esperanto,” 
by A. C. Needham, is on exhibition 
this week at Hodgson, Kennard & 
Co.’s jewelry store, State st., Boston. 

Attention is called to the “Books 
for Everybody” fund, details of 
which are set forth in the “Library — 
Notes” column on another page. Man- 
chester’s quota is $147.25, and it is 
hoped the citizens will do their part in 
this worthy cause by contributing 
their small mite—25c or so. 

James J. Hurley and family have 
moved from Manchester this week, to 
Brookline. Their cottage, rear of 24 
Norwood ave., will be occupied by 
Lester F. Goldthwaite and family. 
Thomas Saco and family will occupy 
the cottage at 90 Summer st., owned 
by Dr. Blaisdell, to be vacated by the 
Goldthwaites. 


The true way to be humble is not to 
stoop till you are smaller than your- 
self, but to stand at your real height 
against some higher nature that shall 
show you what the real smallness of 
your greatest greatness is.—PHILLIPS 
Brooks. 


You look at your own troubles 
through the magnifying end of the 
telescope, at the other fellow’s through 
the other end. His are probably big- 
ger than yours. 


Each of us carries within us a more 
accurate recording - machine than any 
made by human hands. Only, we don’t 
always exhibit the record. 


_ 
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J. HARRIS 
CUSTOM TAILOR 


for 


LADIES and 
GENTLEMEN 


All work done by first-class work- 
men; reliable, satisfactory and rea- 
‘sonable. 


(“Ax 


Telephone 658-W 
CENTRAL SQ., MANCHESTER 
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LIBRARY NOTES 


New Books in Manchester Public Library 


I wish to call your attention to a. cir- 


cular of the American Library associ- 


ation about the “Books for Every- 


body” fund which they are trying to 
raise at the present time. 


They claim 


that this enlarged program, “In co- 
operation with existing library agen- 
cies, will: 


“Promote better citizenship by pro- 
viding books for the foreign born, in 


their own and the English language, 


on America and its institutions ; 
“Continue the establishment of li- 

braries on the vessels of the Ameri- 

can Merchant Marine, and in coast 


guard stations and lighthouses ; 


“Continue libraries in Public Ser- 
vice hospitals for use of disabled ser- 
vice men; 

“Produce books for the blind, in the 
new uniform type; 

“Continue to supply books to ex- 
service men, who formed the habit of 
reading and studying during the war 
and who are not served by local libra- 
ries ; 

“Urge increased support for all li- 
braries by the persistent use of educa- 
tional publicity ; 

“Carry on a sustained program of 
education resulting in an increased 
recognition of the value of library 
service in adult and juvenile educa- 
tion, and making the library a more 
potent factor in the life of every com- 
munity ; 

“Work for the extension of library 
facilities to the 60,000,000 of the pop- 
ulation who are without them.” 

In order to carry out these provi- 


‘sions of the program it will be neces- 


sary to raise a fund of $2,000,000. 


Massachusetts’ share is $250,000. 
Manchester is asked to raise $147.25 


A Complete 
Line of 


POST OFFICE BLOCK 


_————— 
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Staple and Fancy Groceries 


S. S. PIERCE GOODS 
BULLOCK BROS., GROCERS 
Telephone 190 


MANCHESTER 


TELEPHONES: 217. 8388 


ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 
REGISTERED PHARMACISTS ALWAYS ON DUTY 


It one is busy call the other 


FirctTnic. 


5) 


un 


NO, THEY ARE NOT 
TOO BAD TO MEND 


Let us see the shoes before you throw 
them away. You will be surprised at 
what wonders we accomplish with 
worn-out shoes with our up-to-date 
methods, machines, etc. In these days 
of high prices, it is a blessing for a 
man with a family to have such a re- 


pairing shop in town as 


29 Beach St., 


J. A. CULBERT’S 


MANCHESTER 


Also Trunk and Bag Repairing 


of this amount. 

Here is a good opportunity to show 
your appreciation of your local l- 
brary by giving something to help pro- 
vide books for the 60,000,000 that do 
not have your book privileges. Make 
checks payable to “Books for Every- 
body” fund, and send to Miss Jennie 
C. Sargent, librarian, care Manchester 
public library. Any money left with 
Miss Sargent will be forwarded to the 
treasurer of the fund for Massachu- 
setts. 

It was felt that the importance of 
the “Books for Everybody” fund was 
such that this week’s space for book 
notices should be given to it. 

Next week there will be a note on 
some old but interesting books. 

—R. T. G. 


Augustus Ferreira—jobbing express 
and local trucking. Tel. 318-J. adv. 


A party of tourists were examining 
the curios in a little shop on a back 
street in a certain European city. The 
aged dealer, desirous of making a sale, 
picked up an ancient-looking sword, 
and said: “You see, my friends, this 
most wonderful sword; this is the 
word that Balaam killed the ass with.” 
“But,” said one, ““Balaam didn’t kill 
the ass; he only wished for a sword 
that he might kill her.” “Well,” said 
the dealer, “this is the one he wished 
for.”—Kind |W ords. 

When you think of painting think 
of Tappan, 17 Bridge st., Manches- 
ter. adv. 

Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv. 

Jobbing express and local trucking. 
—Augustus Ferreira. Tel. 318-J. adv. 


It isn’t a big success if there wasn’t 
big effort. 


Telephones 610, 611 


HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
Kitchen Furnishings 


S. S. PIERCE GROCERIES 
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WANTED—Washings to do by the 
hour, day or week, at your own home. 
No muss or fuss and work fully 


guaranteed. For particulars call Man- 
chester 168-W and ask for Mrs. THor. 


J. P. LATIONS 


CARRIAGE BUILDER — AUTOMOBILE REPAIRING 
Special Attention to Automobile Painting 


Auto Trimming—Slip Covers—Tops Recovered 
Telephone 206-M 


DEPOT S8Q. 


Storage for Carriages 
MANCHESTER 


8 4 
Silva's Express 
Joun L. Sitva, Proprietor 
LOCAL EXPRESSING 
Furniture and Piano Moving by 
Auto Trucks, long distance or local 
STORAGE FOR FURNITURE 
Rubbish and Garbage Collected 


TeL. 11-W. P. O. Box 223 
Residence: Morse Ct., Manchester 


G. A. KNOERR 
Everything Electrical 


4 School St. MANCHESTER 
Telephone 259-R (House 259-W) 


MT. PLEASANT DAIRY 
Ret EeB AK TGR 


Dealers in 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER - -- MASS. 
P. O. Box 129 - Telephone Connection 


Fine feelings, a noble nature, good 
cheer—these are the things that go to 


make a man liked. When a man is 
not well liked, what happens. An- 
swer: Who cares what happens? — 
The Silent Partner. 


Small minds are too much hurt by 
small things; great ones take every- 
thing into account and are not hurt. 


If a price strikes you as too high, 
don’t be afraid to say so—and to walk 
out. 


HIGHesSCHOOEAMNO Tiss 


MANCHESTER 


The editors of The Triton for this 
year are as follows: Roland Butler, 
editor-in-chief ; Wm: Matheson, asso- 
ciate editor; Clifford Hildreth, busi- 
ness manager; Miss Myrtle Leth- 
bridge, advertising agent; Miss Mary 
Ferreira, social editor; Howard Rob- 
erts, athletic editor; Miss Gertrude 
Oakes, alumni editor. 

The Hallowe’en dance in Town hall 
last Friday evening under the auspices 
of the Senior class was largely attend- 
ed and proved a most enjoyable affair. 

The Seniors are planning to give a 
moving picture show some time in 
December. 

The Junior class is planning to hold 
a dance on Thanksgiving eve. 

On Thursday evening, the 18th, the 
Seniors will hold a supper in the ves- 
try of the Baptist church. 

Florence Lucas entered school Mon- 
day and is taking up the subjects with 
the Freshman class. 

Roland Butler was elected _presi- 
dent of the student body and Miss 
Mary Knight, secretary, at a meeting 
held the first of this week. 


Latest styles in Lamson & Hubbard 
soft hats and caps at Bell’s Beach st. 
store. adv, 


a 
UNION ST. 
FISH MARKET 


W. H. Clancy, Proprietor 


40 Union St. - - - MANCHESTER 
Open all Winter 


All kinds of Fish in season 


— Also — 
MEATS AT CUT PRICES . 


TELEPHONE 99-]J. 


MANCHESTER 


Chester Dodge is taking his annual 
vacation from his duties at Bullock 
Bros.’ store. 

G. Ekelund is leaving Saturday for > 
Palm Beach, Fla., after spending the 
summer in Manchester. 

Wm. Mettler, of Auburn, N. Yjag 
visiting at the home of his sister, Mrs. 
Edward Crowell, Lincoln st. 

A photograph of the fishing schoon- 
er Esperanto is on display in the win- 
dow at Bullock Bros.’ grocery store. 

“Meat at cut prices” is being adver- 
tised at the Union st. fish market. Mr. 
Clancy, the proprietor, says there is a 
demand for fresh meats at reasonable 
prices and he intends to cater to this 
trade. 

Since the town voted “Yes” Tues- 
day on the question of giving the po- 
lice one day off in eight, many people 
have been wondering just what it all 
means and in what way it would affect 
the town. Manchester, by the way, is 
only one of the places in the state vot- 
ing favorable to this. It is now very 
generally in effect all over the state. 
The “Yes” means that beginning next 
Wednesday evening the members of 
the Manchester force will start having 
a night off, one member at a time, for 
four nights and one day — starting 
with the ranking officers, and continu-~ 
ing down the line to the last appointed 
officer. The next week, on Thursday, 
the next in rank will have a night off, 
continuing, in line, for four nights 
and one day, etc., indefinitely. In the 
meanwhile the law says the beats must 
be covered. This means special offi- 
cers will be on duty for four nights” 
and one day each eight days beginning 
next Wednesday. 


Profiteering is now proving to have 
been unprofitable. 


VALENTINE’S TRUCKING CO. 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 


Large and Small Shipments in Either Direction 
also large shipments direct by truck to New York 


CAPACITY: 3 TO 7 TONS—4 TRUCKS 
Telephone 375-W, E. L. Valentine, 49 School st., Manchester 
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ELECTION IN MANCHESTER 


ToTaL oF 980 Vores Cast, 797 oF 
Wuicu WERE FOR REPUBLICAN 
CANDIDATES 


Manchester came out strong for the 
Republican candidates at the election 
Tuesday. Out of the 980 ballots cast, 
substantially 154 were Democratic 
and 797 Republican. Out of a total 
registration of 443 female voters, 407 
cast their ballot Tuesday. Of the 704 
males registered, 573 voted. Twenty- 
five absent voters were heard from. 

The vote was announced at 9 
o'clock. The Republican Town com- 
mittee had arranged to have a Wes- 
tern Union wire in the Town hall, and 
many of the voters, both men and 
women, were at the hall all evening to 
hear the returns. 

The result of the voting in Man- 
chester : 


Whole number of votes ........... 980 
President and Vice-President 
ox and Roosevelt, Dem. .......... 154 
fox and) Gilhaus, Soc. Lab. ........ 1 
Debseand stedman, Soc. .......... 6 
Harding and Coolidge, Rep. ...... 197 
Governor 
ianninewki Cox, Rep, .......... 781 
Mialteres es Hutchins, Soc. -......... 5 
Patrick Mullican, Soc. Lab. ...... 0 
Wobnedem walsh, Dem. .....2.-....5% 137 
LTRS) 5 So ab eae Ro ustecmiasc timer’ 57 
Lieutenant-Governor 
Marcus A. Coolidge, Dem. ........ 147 


Mmvmioraig, Soc. Lab. ............ 0 


iieenullers Rep. ...5.5--..+- 546 
MuomaseeNIChOlsOn, Soc. ".........- 5) 
mobert Ms Washburn, Ind. ....... 199 
“SIEVE! on, oe BI Ree 87 
. Secretary 
ipredercics W. Cook, Rep. ......... 753 
Edward E. Ginsberg, Dem. ........ 106 
Anthony Houtenbrink, Soe. Lab. ... 1 
duchies Williams, Soc. ..... 0... 6. 6 
ISTESTIRS) conse 3 Cee 114 
Treasurer and Receiver-General 
George H. Jackson, Citizen ........ 14 
PeMNGNmACKSON, URED. 2... ae cess eee 775 
PPPMTSMOVLAT CUS. SOC. 606s yee ust ca ene 4 
mation Ocdearnm, Dem. .....5...5- 99 
Albert L. Waterman, Soc. Lab. ..... 2 
JCS: 33.6 6S ROIS Dena eee 86 
Auditor 
PeouzOeb em COOk, Rep... js... es eee 746 
euncomtescram, Dem. .i........00.- 112 
Stephen J. Burridge, Soc. Lab. ..... 0 
ierbert H. Thompson, Soc. ....... 4 
UP PACING - 2 5.ca Se ee ee 108 
Attorney-General 

emvveston Allen; Rep. .......25.5% 753 
Morris Li, Decker, Soc. Lab. ...... 2 
John Weaver Sherman, Soe. ....... 4 
Michael L. Sullivan, Dem. ......... 123 
CULLUAISS! 2a cad te geen ee ee 98 
Congressman, Sixth District 

Muired W. Lufkin, Rep. ......... 795 
Jerr. O'Connell, Lib. Lab. Dem. .... 118 
VII! ogni Ome Sia eRe ean 67 

Councillor, Fifth District 
ames E. Ingraham, Rep. ....:.... 765 
Mreorge M.. Webster, Soe. ......... 15 
AT SMMMMEET Pasay i tiven les casieos 2 fee yee 2 200 
Senator, Third Essex District 

Parle Oo MMOLYs LOD. ache «sae. ace oot fel 
‘SLA eng. 6 Site ois Re sce a ee 209 


Representative in General Court, 
20th Essex District 


people Wer llerrick, HED. 6s. 0 et ae ss 773 
DSMeAd LC cmadey seers ve ed G 7 tis, cipotat Sum sinesoebenn ee 201 


BRED CROSS 


ANNUAL MEETING oF MANCHESTER 
CHAPTER—Miss Lortnc Gives 
INFORMAL TALK 

The annual meeting of the Man- 
chester branch, American Red Cross, 
was held in Town hall, Wednesday 
evening, Nov. 3. Though the attend- 
ance was very small, the meeting 
proved exceedingly interesting to 
those who did attend. 

In the absence of the treasurer, Wil- 
lard Rust, the secretary, Mrs. Wm. 
W. Hoare; read the report, as fol- 
lows: 


Receipts 
Balance, Nov. 29, 1919, $7,273.64 
Membership and magazines, 269.20 
Interest credited by bank, 86.06 
Material sold (yarn) 87.50 
Golf Tournament Oct. 1918 (just 
received), 34.00 
Balance, $7,750.40 
Expenditures 
Expenses, $32.25 
Chapter’s share of money raised 
on drive, 2,867.80 


Balance Oct. 1, 1920, 4,850 
$7,750.40 
Balance as per bank statement 
Oct. 1, 1920, $4,850.35 


Mrs. Hattie F. Baker read a report 
of the Home Service .committee. It 
was voted a note of thanks be extend- 
ed to the North Shore Horticultural 
society for its many kindnesses to the 
committee. 

Mrs. Chas. E. Bell read a report on 
knitting, having received $68, $19.50 
and $46 from sales of wool, and sent 
away one box of knitted goods. 

Mrs. E. L. Rogers made only a ver- 
bal report of sewing committee, as the 
work was practically completed last 
year. 

The following officers were elected : 
Dem jeevierall, chairman Dr, RT. 
Glendenning, vice-chairman; Mrs. W. 
W. Hoare, secretary; Willard Rust, 
treasurer. Executive committee: Mrs. 
R. C. Allen, Mrs. Allen S. Peabody, 
Dr. F. L. Burnett, F. J. Merrill, Mrs. 
f; J..Connors, Mrs. Seddie’L.. Follett, 


County Commissioners 


Parkman B. Flanders, Soc. ........ 26 
Benjamin B. Gilman, Rep. ......... 688 
HERINeS MOG AEE A Oe Clon cae biti’ oe 535 
ES TGS ame peeve teh ore hele tole. 48. Gino Terereheastts 411 
Sheriff 
divclitias 10% JSAWna wine [SOKA Goo coon ou 20 
PAcrt Miran Grae WELIS = ROD se) servers eis 2c ol 728 
TES SD eae Rne, Rae seca <A Set arar hs Oe teres 232 
Register of Deeds 
Mood yam ball Rep. 9... 2... «6 710 


I ATi GeR Meet cda. a che eialebsle os cleats oie 269 
Approval of 2.75 Percent Beer Act 


WO eo EO a Re er 402 
IN hs ee es ei aki tite os py sal, suatonenens 404 
OES aralch ae e pe 8  Jk certs, oe ov elie agaiialist ahec'e 174 
Granting One Day Off in Hight to Police 
Officers 
LViCSRaene Eo Gite tenet eels Grek: & pets, © eats 413 
INOUE teen ere choices soon as a eae 318 
ES LEI Ay Meer beak Se anal MER ators ernest 249 
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Dr. Glendenning, Mrs. Ellery Rogers, 
T. Beaton and Mrs. Hattie F. 
Baker. 


Miss Louisa P. Loring then spoke 
very interestingly of the work accom- 
plished by the Essex county chapter 
in the past year and some of its aims 
for future work. She presented to 
the Manchester branch a beautifully 
bound little book of her own design 
containing articles about the county 
chapter work since 1906. The book 
is to be placed in our public library. 
A copy of this book rests in the ar- 
chives at Geneva, for which Miss Lor- 
ing has received a letter of apprecia- 
tion. 

She spoke very highly of Miss Par- 
ker’s work during the heavy snow-fall 
last winter in preparing and sending 
food to the sick. 

The Red Cross has asked Manches- 
ter for a detailed statement of gar- 
ments and equipment in case of emer- 
gency to know just what to count 
upon. 

Miss Loring also told of a plan of 
the Red Cross to obtain pledges from 
workers to give 200 hours a year to 
Red Cross work, or, if that is not pos- 
sible, 100 hours. In the first case the 
worker will receive a badge from the 
national Red Cross for services; in 
the latter case one from the Essex 
chapter. 

Miss Grace Monks was the next 
speaker. She made it very plain that 
although the actual war is over its ef- 
fects are as bad if not worse than war 
itself in the terrible suffering and pri- 
vation of the devastated lands, especi- 
ally among the children. The older 
people they cannot save; their hope is 
for the children. 

The meeting was adjourned at 9 
o’clock.. Miss Loring reported a mass 
meeting at the Larcom theatre, Bev- 
erly, on Sunday afternoon, Nov. 7, at 
4 o’clock. Music and good speakers! 


THE SHORTEST ROUTE 


Hundreds of years ago a river 
flowed from the mountains of Nor- 
thern China to the sea. Although not 
deep, the current was swift. Coolies 
carrying heavy burdens could not ford 
ite 

Queer, hump-back stone bridges 
were built across 1t—such as you see 
on “willow” plates—and over these 
the coolies crossed in safety. 

Years passed—the stream dried up 
——but they continued to cross over by 
way of the bridge. Toiling with their 
heavy loads over the cumbersome 
stone—while they could save limitless 
tinte and labor by going over the now 
dry river bed. 

Are you still going over the bridge 
of years ago, or using your brains 
over the shortest route? — Reliance 
Bulletin. 
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STOP! LOOK! 
LISTEN! 


When you want painting, pa- 
perhanging, decorating, furni- 
ture refinished, glass reset, pic- 
tures framed, window — shades 


made to order and mirrors re- 


finished, we will be pleased to 
give you an estimate, and satis- 
factory work will be guaranteed. 


No job is too large or too small 


for 


STEELE and ABBOTT CO. 


23 CENTRAL SIs 


Tel. 645-W 


MANCHESTER 


Assoc. Mem. Am. Soc. C. E. 


Lee’s Block, Manchester - 


RAYMOND C. ALLEN 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Member Boston Soc. C. E. 


Tel. 73-R and W. 


Perfection Oil Heaters $7.50 


Telephone 
245 


IF YOU HAVE NOT HAD YOUR FURNACE 


attended to for the winter—let us 
look after it for you at once 


JOHN W. CARTER CO. 


Sheet Metal Work a Specialty 


10 School St. 
MANCHESTER 


GLOUCESTER BOAT WINS 


VicTror IN FisHING VESSEL RACE AT 
HALIFAX 


The Esperanto, pride of the Glou- 
cester fishing fleet, won the interna- 
tional fishing vessel championship sea 
race off Halifax last Monday, when 
it defeated the Delawana, of Lunen- 
burg, for a second time. The victory 
gives the Americans the Halifax Her- 
ald trophy: cup and $4000 in cash, 
which was put up as prize money. It 
was an exciting race and a good one 
for the American boat to win, as the 
Gloucester craft was far in the rear of 
the pride of Lunenburg. Seamen of 
long years of experience pronounced 
Monday’s battle a great race won in 
the last miles by the skillful handling 
of the American boat by its Cape Ann 
sailors. 

The grand old banker, with Capt. 
Marty L. Welch at the wheel, defeat- 
ed the challenging Lunenburg schoon- 
er, Delawana, Capt. Thomas Himmel- 
man, by seven minutes, 25 seconds, 
making it two straight. 

It was a red-blooded contest be- 
tween men of the sea, with the result 


very much in doubt till more than half 
the journey had been traversed. A 
young gale aided the Esperanto when 
the Lunenburg schooner had led her, 
at one time, more than a mile. 

Incidents of the contest are charac- 
terized by veteran fishermen as among 
the most exciting in their remem- 
brance. 

For miles the vessels plunged along 
with booms almost sweeping each oth- 
er’s decks. Once they drove so close 
into boiling surf while battling for the 
weather berth that a lighthouse keeper 
kindled his beacon in warning and the 
Iesperanto had but a scant foot of wa- 
ter between her keel and the beckon- 
ing reef. 

“There'll be another race next year 
and Lunenburg is going to challenge,” 
said Capt. Himmelman tonight. 

“We will defend the trophy against 
all comers,” said T. J. Carroll, repre- 
senting the Gorton-Pew Fisheries Co., 
owners of the Esperanto. 


GLOUCESTER’S TRIUMPH 


Through the skill and pluck of Cap- 
tain Marty. Welch and the crew of the 
Esperanto, Yankee seamanship has 
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PROF. JAMES 


the brilliant psychologist at Har- 
vard, asked a carpenter who was 
working on the place if he thought 
all carpenters stood on the same 
level, and if not how he would in- 
dicate the difference between men— 
10, 20, 30 percent or whatever. 


The carpenter, after pondering the 
question all day, finally said: ‘‘ There 
ain’t much difference between men, 
but what there is is mighty import- 
Qntee? 


CORSET SHGEs 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
‘‘tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 
143 Essex St., Salem. 
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scored another triumph. The Esper- 
anto, Monday, won the second race in 
the series, and thereby demonstrated 
that her initial victory was deserved 
and her title to first honor and the 
cash prize was unassailable. The’ Del- 
awana proved a worthy foe, and her 
captain and her crew ably defended 
the aquatic reputation of Nova Sco- 
tia. But they were unable to outsail 
the pride of Gloucester, and thus were 
forced to taste the cup of defeat. 

Monday’s race, by all accounts, was 
one of the most thrilling that has ever 
been contested on American waters. 
During a greater part of the forty- 
nule course, the Esperanto was forced 
to follow in the wake of the Dela- 
wana. But second place was not in 
accord with the never-say-die spirit of 
Gloucester mariners. A _ last-minute 
rally, a bold marshaling of all the Es- 
peranto’s resources in canvas, caused 
the Esperanto to put forth the added 
burst of speed which was required to 
put her across the finish line nearly 
eight minutes ahead of her opponent 
from Halifax. 

Both boats reflected honor to the 
deep-sea fishing fleets of the United 
States and Canada. The contest was 
not so much between two different 
schools of design, as it was between 
the seafaring abilities of the men from 
Gloucester and Halifax. Gloucester 
has won in 1920, to the joy of Ameri- 
can sportsmen the country over. And 
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It is to be hoped that in 1921, Nova 


Scotia will be given another opportu- 
nity to test its seamanship against the 
best that Gloucester can offer.—Bos- 
ton Evening Transcript. 


The Breeze $2 year, $1 six months, 
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LADIES’ 


Devoe’s Specialize 


BLOUSES 
SILK PETTICOATS 
LISLE 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


in 
UNDERWEAR 


HANDKERCHIEFS 
and SILK HOSIERY 


SALEM 


ONGREGATIONAL CHURC 
MANCHESTER 


Rev. Frederic W. Manning, Minister 


ENTERTAINMENT in the CHAPEL 


followed by Social Hour and Refreshments 


WEDNESDAY, NOV. 10, 8 P. M. 


Auspices of Church and Associated Organizations 
All who consider this their church home are cordially invited to be present 


SUNDAY: Morning service, 10.45; evening service, 7 0’clock 
Tilustrated lecture on China, ‘‘In Far Shansi’’ 


MANCHESTER CHURCHES 


Congl. church, Rev. F. W. Man- 
ning, pastor.— Sunday morning ser- 
vice, with sermon by the pastor. Re- 
ception of new members, followed by 
the Sacrament of the Lord’s Supper. 

At 7 p. m., an illustrated lecture on 
China, entitled “In Far Shansi,” 
written by Rev. W. Fairfield, will be 
given in the church auditorium. The 
public is cordially invited. 


Harmony Guild will meet in the 
’ chapel, Monday, Nov. 8. 


The Ladies’ Social circle will hold 
a food sale in the chapel on Friday, 
Mov. 12,from3to5. — 

The Congl. church and associated 
organizations are giving an entertain- 
ment at the chapel on the eve of Ar- 
miistice Day—next Wednesday, Nov. 
10, at-8 o’clock. A social hour and 
refreshments will follow the enter- 
tainment program. All who consider 


this their church home are cordially 
invited to be present. 

Harmony Guild will hold its first 
vesper service, Sunday, Nov. 28, at 5 
o’clock, in the Congl. church. 


Baptist. church, Rev: H. E.. Levoy, 
minister.-—— Sunday morning service, 
10.45. Subject of sermon: “Matthew: 
the Grateful Disciple.’ Evening ser- 
vice at 7. Sermon: “President-elect 
Harding and his Admirable Charac- 
teristics.” Come and hear about Mr. 
Harding. 


On Tuesday evening, at 7.30, the 
Cape Ann Baptist Men’s Union will 
hold its quarterly meeting with the 
Manchester Baptist church. Rev. 
Geo. A. Lamson, of Somerville, will 
speak. This is to be ladies’ night. 
All are welcome. 

The Women’s Missionary society 
will meet at the parsonage next Tues- 
day afternoon. The first chapter of 


THANKSGIVING LINENS 


LUNCH CLOTHS—-PATTERN CLOTHS — NAPKINS and HEMSTITCHED 
CLOTHS—Also DAMASK by the yard 


Now is the time to see what you need in Table Linens 


Our special effort is to give the people the right goods at right prices 


JOHN H. NEWELL’S DRY GOODS STORE 


220-224 Cabot St., 


In Plain and Fancy 
Patterns 


BEVERLY 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel. 68-M. 


H. M. PERKINS 
Daberdasher 


246 Essex St. SALEM 


WINER’S 


WOMEN’S SAMPLE SHOP 
AAO ESSENOCS I ., SALEM 
Telephone 574-W Up one flight 


ORBOROKROBOBOROBONOE 
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Hawthorne Cafe 
271 Essex St. 
Salem, Mass. Tel. Conn 
MOMOBOBOBOBOS 
the new mission study book, “The 
Bible and Missions,’ will be taken up. 
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and IMPROVEMENTS 
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The following real estate transfers 
have been recorded at the registry of 
deeds at Salem: 


MANCHESTER 

Salem Securities Co., of Boston, 
convey to Susan M. Cox, Boston, 10 
acres of land near Pine st., Manches- 
ter. 

Mary F. Allen et al., Manchester, 
convey to Anna M., wife of Louis O. 
Lations, Manchester, land and build- 
ings on Norwood ave., Manchester, 
oO bys Ol sect. 


HAMILTON 

Mary C. W. Thayer, Hamilton, 
conveys to Emily P. Mandell, Hamil- 
ton, land and buildings, County rd. to 
Topsfield, Hamilton, seven rods, eight 
links by 13 rods, five links. 

David Pingree, Wenham, trustee 
under will of Samuel E. Thayer, of 
Hamilton, conveys to Emily P. Man- 
dell, Hamilton, land and_ buildings, 
Topsfield and County rds., Hamilton, 
10 rods, 15 links by 15 rods; also land 
on County rd., Hamilton, three rods, 
seven links by 12 rods, 20 links. 


The happiness that comes from get- 
ting isn’t one-two-three with that 
which comes from giving. If you 
haven’t found it so, overhaul yourself. 


Whenever we think of our own 1m- 
portance it is good to read some book 
on astronomy. That shows us how 
small, how insignificant we are. 


HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 
Hrs., 6 to 10 p.m. Sat. Tel. 338-W. 
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NORTH SHORE’ B 


MAGNOLIA 


Services will be held in the Village 
church on Sunday morning at 10.45. 
Sunday school at 12. 

A goodly number of the ladies of 
the village cast their first vote for 
President on Tuesday. 

Mr. and Mrs. Jonathan May enter- 
tained Rev. and Mrs. Markham W. 
Stackpole while they were in Mag- 
nolia. 

Magnolia had another community 
sing on Wednesday evening. Miss 
Maude Smith, of the War Community 
Service, again offered to help in this 
matter. These sings are very enjoy- 
able and a goodly number come out to 
them. 

On Friday evening, the Ladies’ Aid 
society will begin a series of whist 
parties. These will be held in the 
Woman’s clubhouse on alternate Fri- 
day evenings during the winter. An 
admission will be charged and the pro- 
ceeds will be devoted to helping the 
Ladies’ Aid. 

From 4 to .6 o’clock, Wednesday, 
the younger children of the village 
were invited to a party at the Woman’s 
clubhouse. About 40 were present. 
All kinds of games were played and 
ice-cream completed the joy of the 
party. Several of the mothers accom- 
panied the children. 

Miss Elizabeth Abbott will open a 
dancing class for children at the 
Woman’s clubhouse, on Saturday aft- 
ernoon. Miss Abbott has been very 
successful with children’s classes in 
different places and we feel sure that 
the children who join this class will 
get much pleasure and profit from it. 

An engagement of interest to Mag- 
nolia people has just been announced, 
—that of Miss Marion Scott, daugh- 
ter of James Scott, for. many years 
residents of Magnolia, and Ellsworth 
Lucas Duclon, of Beverly. Miss 
Scott has made her home the past year 
with her sister, Mrs. Russell Lucas, of 
Beverly. 


A. ENTERTAINS CITY 
FATHERS 

It was a great night at the Men’s 
club, Monday, when the Magnolia A. 
A. entertained the city fathers from 
Gloucester. Much interest had been 
shown in this affair, the feature of 
which was a bowling match, and a 
goodly number of interested specta- 
tors were on hand and watched the 
plays. 

The line-up was as follows: Glou- 
cester — Webber, Griffin, Wadell, 
Stoddard and Barrett; Magnolia — 
Kehoe, McCarthy, Dunbar, West and 
Burke. 

The playing was snappy and some 
good scores were made. The final 
score was: City Hall, 1324; Magno- 
lia A. A., 1290, 


MaAGno.Lia A. 


REEZE and Reminder 
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JONATHAN MAY 


Shore Road, Magnolia, Mass. 


REAL ESTATE and INSURANCE BROKER 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


NOTARY PUBLIC 


MAGNOLIA MARKET 


LAFAYETTE HUNT, Proprietor 


BEEF, PORK, MUTTON, 


HAM, 


POULTRY, VEGETABLES 


AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


Tel. 449-W 


—— 


After the game a fine clam chow- 
der was served by the president of 
the association, Gilbert Ryan, and 
Mrs. Ryan, assisted by Mrs. Fred 
Dunbar and Mrs. Chas. Hoysradt. 

To say that full justice was done 
to this delightful part of the entertain- 
ment is speaking mildly, at least. Ev- 
eryone was loud in their praise and 
hoped there might be many more of 
these pleasant occasions during the 
winter. 

The ‘scores: 

CITY HALL 


1 2 3 Tt 

Webbetee ieee 83 90 97— 270 
Cagbiiii, ee ae cc Socom 93 79 86— 258 
Wise kal Nine Pon 2 ais rteoda 103 92 85— 280 
SLOddaT OMe eee (Koy oh 90— 257 
Barrette akikattoe 97 82 80— 259 
TNotalstermreere 452 434 4481394 

MAGNOLIA A. A. 

1 2 3 ils 

KiGHO 6S wierd seiner 96 88 82— 266 
McCarthy mnreer ice 72 70 78— 2380 
DuUunbDa Teese eee 85 103 90— 278 
Westie ni cee 89 65 93— 247 
Burkey. en eee 84 98 87— 269 
Totalsgreeee Lee 426 424 435—1290 


Women Wit Bowt 

Tuesday evening is Ladies’ Night 
at the bowling alleys. Much interest 
is felt in this sport. It is hoped that 
several teams will be made up and 
that a tournament will be held. 

Last Tuesday, Mrs. Philip Lycett 
made the highest score—83. Monday 
night, Miss Abbie May scored 83, 
making them tie, while Tuesday Mrs. 
Lycett led again with a score of 85. 


PLEASANT EVENING PLANNED BY 
Macnoria A. A. 

Pres. Gilbert H. Ryan has a pleas- 
ant evening planned in the near fu- 
ture, with the help of the Ladies’ Aid, 
for all the members of the Magnolia 


Magnolia, Massachusetts 


A. A. and their friends, at the club. 
Due notice of the affair will be given 
in the columns of the BREEzE, and it is 
hoped every one will attend and make 
it a banner night for the Magnolia 
eee : 


HALLOWE’EN Party AT MAGNOLIA 


The Hallowe’en party at the Wom- 
an’s clubhouse last Friday was a great 
success. The hall was decorated with 
oak leaves and yellow crepe paper, 
while grinning jack-o-lanterns covered 
the electric lights everywhere. Corn- 
stalks were banked beside the fire-: 
place and two huge pumpkins, with 


good-natured faces, decorated~ the 
piano. 

The children arrived early and 
played some Hallowe’en games, while 
later the older people came and 
danced. Many of the little folk were 


in cute Hallowe’en costumes. Little 
Helen May, not yet five, captured the 
prize given for the youngest one in 
costume. Each child also received a 
“lolly-pop.” 

The music, by Chane’s orchestra, 
was good; so, also, was the ice cream. 

Mrs. Fred Dunbar was chairman 
of the music committee and Mrs. Phil- 
ip Lycett, of the refreshment com- 
mittee. 

During the evening Miss Elizabeth 
Abbott gave a solo dance that was 
much enjoyed. Her dainty costume of 
green was typical of spring. 

A goodly number of people were 
present from Gloucester and Man- 
chester. These parties will be given 
by the Lend-a-Hand at stated inter- 
vals during the winter. 


* 


Today is the tomorrow of yesterday — 
—the day on which you said you — 


would accomplish so much. Have 


you done it?—Temco Pep. 
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BEVERLY FARMS 


Miss Alice J. Sweeney, of Hart- 
ford, Conn., has been spending her 
vacation the past week visiting friends 
at Beverly Farms. 

Alderman Daniel M. Linehan and 
Michael T. Murphy enjoyed a few 
days’ vacation trip the early part of 
this week, by taking an automobile 
| trip through western Massachusetts, 
and the Mohawk Trail. 

Beverly Farms is to have a new 
provision store. Homer Callahan and 
Peter F. Ward, two well-known Bev- 
erly Farms young men, are soon to 
open up the new venture in one of the 
stores in Neighbor’s hall block. 

Ernest Babkirk, who recently pur- 
chased the Mrs. George Pierce estate 
on High st., plans to move into the 
house early next week. He has been 
making some improvements to the 
house since becoming its owner. 

Word was received here on Tues- 

day of the death at Brookline of Mrs. 
Agnes Frances (Pembroke) Williams, 
wife of Fred Williams, a former well- 
known Beverly Farms young man. 
Besides a husband, a 5-year-old son 
survives her. 
__ The two-platoon system for Bever- 
ly firemen was overwhelmingly de- 
feated in the city by 1790 votes. There 
| was much interest in the result, as the 
firemen put up a great fight for the 
bill, and the defeat by such a large op- 
position was a surprise. 

The first candidate for mayor to of- 
ficially get into the field was Frank D. 
Tuttle, a well-known business man. 
His nomination papers were taken out 
on Wednesday morning. Mayor Mc- 
| Pherson announced his candidacy for 
re-election some weeks ago. 

_ On Tuesday, one Beverly Farms 
‘man, Daniel Murray, of Haskell st., 
had the pleasure of seeing five of his 
daughters, all at the same time, go to 
the polls and vote. Another sidelight 
of the election was the coming to the 
polls of a man and his wife with an in- 
fant in her arms. They took turns 
tending to the baby while they voted. 
At last Tuesday’s election there 
were only a small number of stay-at- 
homes in Ward 6. Out of a total reg- 
istration of 644, there were 587 who 
voted. A summary of the vote in the 
Beverly Farms ward is as follows: 
Cox and Roosevelt, 105: Harding and 
Coolidge, 461; for Governor — Cox, 
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Poultry and Game 
Eggs and Butter 
Fruit and Berries 
The Best Quality 


—— 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


BREWER’S MARKET 


H. L. Morritt. & Co., Inc., Successors to Walter P. 


Brewer 


Telephone 133 


\/ 
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WINTER 


Telephone 9-W 


AUTOMOBILE REPAIRING 


SUPPLIES AND SUNDRIES 
Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 
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405; Walsh, 123; Lieut.-Gov.—Cool- 
idge, 106; Fuller, 298; Washburn, 
100; beer and wine amendment, “‘yes,” 
261; “no,” 238; two-platoon system, 
myes; 16078"no, 341: 

The election officers in Ward 6 dur- 
ing the counting of the ballots on 
Tuesday evening took a recess for 
half an hour and enjoyed a nice sup- 
per sent to them by Hersey’s restau- 
rant, after which the pile of uncounted 
ballots didn’t look quite as big to them. 
They finished their job at 10 o’clock 
and Ward 6 was the first in the city 
LO Teport: 


Money Unvber FALtseE PRETENSES? 


When the average working man can 
earn the living of seven days in two, 
it is a great temptation for him to loaf 
during the other four days of the 
week. It is not the rich oppressing 
the poor; it is getting money under 
false pretenses. Therefore, I would 
suggest an amendment to the profiteer 
price law. If you are going to fine 
the merchant for charging too much, 
you ought to fine the mechanic and 
working man for accepting three times 
what their labor is worthy simply be- 
cause they can get it, and it naturally 
follows that, in order to bring down 
the scale of prices all round the circle, 
you ought to fine the man who pays 
three times as much for an article as 
he can afford to pay. — Chancellor 
JAmeEs Roseor Day, Syracuse Univer- 
sity. 


Science is nothing but applied com- 
monsense. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 


Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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STORAGE 
CENTRAL SQUARE GARAGE 


John A, Trowt and John J, Murray, proprs. 
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BEVERLY FARMS 


> > OD EE ED ED ED Oe 


LPO) >) ) A () SD () ()- () A () a ( *¢ 


Have Your Prescriptions 
Filled at 


DELANEY?S 
Apothecary 
Corner Cabot and Abbott Streets 
BEVERLY 


We keep everything that a good 
drug store should keep. 


bravery andes eat eat Miia mae 
MAGNOLIA 


Many Out To Hear Rev. Mr. 
STACKPOLE 


People turned out in goodly num- 
bers on Sunday morning to hear Rey. 
Markham W. Stackpole, of Andover, 
speak on his experiences while chap- 
lain with the 26th Division in France. 

Twenty-one years ago, Mr. Stack- 
pole came to Magnolia for his first 
pastorate, remaining here five years, 
and it was with great pleasure that 
Magnolia people welcomed him among 
them again. 

The preaching desk now in use in 
the church was built as a surprise for 
Mr. Stackpole while he was _ pastor. 
It. was built by Joseph Crispin, and 
the secret was so well kept that not 
until Mr. Stackpole entered the pulpit 
on Sunday morning did he have an 
inkling of what was being done. 


Mrs. Stackpole accompanied Mr. 
Stackpole last Sunday. They drove 
here from Andover on Sunday morn- 
ing in their car. Mrs. Stackpole came 
to Magnolia as a bride and she still 
feels an active interest in the village. 

It is hoped Rev. and Mrs. Stack- 
role will be at Magnolia again many 
times during the winter. 


The ass is noted for his braying, 
the mule for his kicking. Don’t ape 
either, 
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«BEVERLY FARMS 


Two new members were initiated at 
last Tuesday evening’s meeting of 
Preston W. R. corps. 

Miss May Drinkwater has gone to 
Indianapolis, Ind., where she will 
spend the coming winter. 

Congratulations are being extended 
this week to Mr. and Mrs. Michael 
Mahan on the birth of a son. 

Thomas Malloy, of High st., has 
disposed of his household goods. ine 
plans to soon take a trip to Ireland. 

Mr. and Mrs. Edward H. Rollins, 
of Wallingford, Vt., have been among 
the visitors at Beverly Farms the past 
week. 

Theodore A. Holmes, of High st., 
is reported to have had a serious at- 
tack of illness the early part of the 
week, He is now somewhat improved. 

Tames Emo has been transferred 
from the Beach st. crossing to the 
crossing at the Beverly Farms station. 
He supplants Ezra P. Williams, who 
has been transferred to Beach st. fill- 
ing the position made vacant by Mr. 
Emo. 

William T. Cullen has returned 
from Cleveland, where he was a dele- 
gate attending the International Brick- 
layers’ and Masons’ convention. On 
the way home he stopped in Chicago 
for a visit with his daughter, Mrs. 
John M. Crombie. 

Mr. and Mrs. John Gallagher, who 
were married in Brookline, last week, 
have returned from their honeymoon- 
vacation trip and are housekeeping in 
an apartment in the Gilmartin house, 
High st. Mr. Gallagher is the man- 
ager of the Wholesale Distribution 
store, West st. 

At the election in Ward 6 on Tues- 
day, additional voting booths were in- 
stalled allowing ten persons to mark 
their ballots at the same time. Often 
during the day even these accommoda- 
tions were not sufficient and at times 
there were many who had to wait until 
a booth became vacant. 


Now that the Presidential and 
state election is over, the Beverly 


Farms voters will turn their attention 
to the coming city election, which 
takes place December 14. It appears 
that there will be plenty of candidates 
for the various offices and the cam- 
paign is very likely to be a lively and 
most interesting one. 

John F. Wyatt, who for several 
years has conducted the livery stable 
business of Wyatt & Trowt, has prac- 
tically retired from business. He has 
sold the stable-building, located at 
Pride’s Crossing, to a wrecking con- 
cern. It is now being demolished and 
soon there will be little left of the 
building that formerly harbored the 
most flourishing livery stable business 
on the North Shore. 


Mr. and Mrs. Richard B. Green, of 
Northampton, have spent the past 
week visiting friends at Beverly 
Farms. 

The first woman to vote at Ward 6 
on Tuesday was Miss Amy Thissell, 
of Preston pl. Miss Thissell voted at 
6.15°aqm. 

Frank E. Cole, of Hart st., who has 
been quite ill at the Beverly hospital, 
has improved so that he has now been 
allowed to return to his home. 

Mrs. Albert Cleveland, Mrs. Cath- 
erine Lynch and Miss Margaret 
Cooney, summer operators at the 
Beverly Farms telephone exchange, 
have concluded their duties for the 
season. 

Work has begun on the widening of 
Hale st., near the estate of Mrs. 
Frothingham, on the north side. At 
this particular point there is a sharp 
turn in the road and it is somewhat 
of a blind on account of a high ledge. 

At the Presidential and state elec- 
tion on Tuesday there were 587 votes 
cast and this is the highest number of 
votes ever cast at an election in Ward 
6, 335 men and 252 women voting. 
The women voters were particularly 
interested and all but 12 of those reg- 
istering voted. 


Rep Cross Mass Meetinc NExtT 


SUNDAY 


A Red Cross mass meeting will be 
held at the Larcom theatre, Beverly, 
Sunday;~Nov.:7, at 40 Clock ames ae 
Honor, Mayor McPherson, will make 
a short address and other speakers 
will be Hon. A. Piatt) Andrew, of 
Gloucester, and Cheney Jones, sailor- 
speaker, of the New England Division 
of American Red Cross. Albert 
Boyden, of Beverly, will preside. The 
Beverly Y. M. C. A. orchestra, Claude 
Phillips, conductor, is to play. 

Everyone is invited to attend this 
mass meeting. Admission free! 


EncouRAGE Bonp Ho.wpers To ReE- 
INvEsT THEIR INTEREST 


So many people have not cashed 
their Liberty Bond coupons due on 
Oct. 15—those of the Fourth Loan— 
that the Savings Division of the First 
Federal Reserve District has seen fit 
to remind them of the fact that not 
only is the coupon overdue, but it is 
the last coupon on these bonds. The 
permanent Fourth Loan bonds will be 
ready about Jan. 1, 1921. 

With a view to encouraging bond- 


holders to re-invest their interest 
where it will start compounding 
promptly, arrangements have been 


made for exchange direct of the cou- 
pons for War Savings or United 
States Treasury Savings Certificates. 
Each $100 bond yields $4.25 annual 
interest. The War Savings Stamps 
cost $4.21 in October and will be paid 


S.A. Gentlee & Son 


S A. GENTLEE 
Te. 893-W. 


UNDERTAKERS 


(Pia GENTLEE 
Tec. 893-R. 


277 CABOT STREET 


Beverly 
Tel, 480 


Calls Answered Anywhere 
Day or Night 


by the United States Treasury at ft 
matured value—$5—on Jan. 1, 1925 

In any event, the Savings Divisi 
says, holders of Fourth Loan Bon 
should collect the money due on the 
coupons. 


THIRTY MINUTES A DAY 


Few $5,000-a-year men, we imagine 
would actually put their hand into th 
firm’s cash box and steal $312. Ye 
many will waste half an hour a day 
day in and day out, week after weel 
throughout the year and think nothin 
of it. And 30 minutes a day of a $5 
000-a-year man’s time costs the en 
ployer $312 at the end of a year. 

It is rather amazing to note how t 
15 minutes so often wasted getting uf 
der way in the morning and closing # 
in the evening mounts into dollar 
The $2,000-a-year stenographer 
wastés a quarter of an hour chattin 
in the morning and another 15 minute 
making a toilet in the afternoon, shor 
changes her employer just $93 in th 
course of a year. 

Consider the office or shop of whie 
you may happen to have particule 
knowledge. Run over the number ¢ 
workers who have the time-wastin 
habit. Add the yearly loss on each ¢ 
these idlers and you will be astonish¢ 
to note how much of the firm’s mone 
goes for something it doesn’t get.= 
Dearborn (Mich.) Independent. 


The less you require looking afte 
the more able you are to stand alo 
and complete your tasks, the great 
your reward. Then, if you canm 
only do your work, but direct intel 
gently and effectively the efforts ¢ 
others, your reward is in exact 
and the more people you direct, am 
the higher the intelligence you & 
rightly lend, the more valuable is yot 
life—ELBerT HUBBARD. 


| 
| 
| 


To have “principle” adds to the ir 
terest” of business. 
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URC HES 


Along the North Shore 


MANCHESTER 
Orthodox Congregational, Rev. F. 
W. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 
school following the morning service. 


Sunday evening service, 7. Prayer 
meeting, Tuesday, 7.30, in the 
chapel. 


Baptist Church, Rev. Herbert E. 
_Levoy, pastor. — Public worship, 
10.30 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.30. Y.P.S.C.E. meeting, 6.30. Eve- 
ning service, 7.30. Gospel Laymen’s 
league, Wednesdays, 8 p. m. Prayer 
meeting, Friday evening at 7.30. 
Communion first Sunday in the 
month. All seats free at every ser- 


vice. 
Sacred Heart Church, Rev. W. 
Mullin, rector. Sunday 


it George 

; masses—7, 9 and 10.30 a. m. Week- 
day mass, 7.30 a. m. Sunday eve- 
ning devotions at 8 o’clock. 


| 
| BEVERLY FARMS 
i St. John’s Church (Episcopal), 
| the Rev. Neilson Poe Carey, rector. 
| Sunday school at 10 a.m. Morning 
| service and sermon 11 a. m. Holy 
communion first Sunday of each 
month, 11 a. m. Evening service 
and sermon 7.30 p. m. 
. Beverly Farms Baptist Church, 
| Rey. Clarence Strong Pond, minister. 
|= Morning worship and sermon, 10.45, 
Piplerschoo! at 12. Y. P. 8. Cc. E., 
| 7.15 p.m. Evening worship and ser- 
| mon, 8. Communion service the 
| first Sunday in the month. Mid- 
| week service, Wednesday at 8 p.m. 
. St. Margaret’s, Rev. Nicholas R. 
Walsh, rector. Sunday masses at 7, 
) 9 and 10.30 a. m.; children’s mass, 
. Sundays at 9.30 a. m. Rosary and 
| Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
‘| at 8 a.m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p.m. 


MAGNOLIA 

Union Congregational. Sunday 
morning worship with sermon, 10.- 
45; evening worship with sermon, 
| 8.15. For other notices see 
columns. 


hews 


RICHES 


How rich, how infinitely rich is he 
Who grasps the ocean’s mighty elo- 
quence, 
_ Who kens the legend of an ancient tree, 
Or knows a mountain path’s inconse- 
| quence. 


To him, no aritst’s brush could quite por- 
tray 
The jutting craggs that fringe a surf- 
torn shore, 
Great silent ships at anchor in the bay, 
Or cloud-vignetted gulls that wedge- 
wise soar. 


To him, no eastern balm could quite re- 


place 
The earthy tang of freshly harrowed 
sod— 
To him the sand-blown desert’s pristine 
face 


Reveals the everlasting touch of God. 
—Hugh Chaneel. 


TOWN NOTICES 


WAN Cor Taser ie. 


“NSO-T. ECcr 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o’clock. 


SAMUEL L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


TOWN, TREASURER’S | NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a.m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

E. P. STANLEY, 
Treasurer and Collector. 


SCHOOL NOTTS 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 

SCHOOL COMMITTEE. 


IF YOU CAN’T LAUGH—GRIN! 


Mr. Davis, who is a well-known 
author living in San Antonio, Texas, 
thinks that fully 98 percent of the peo- 
ple you know stand up and face their 
troubles like men. 

“Relatively, mighty few of us, put 
up against it hard, ever quit,” says Mr. 
Davis. “We meet Old Man Disabil- 
ity and laugh in his face. If we can’t 
laugh, we grin. 

“Perhaps some man who reads this 
is finding life’s going a little rough, 
and is just the least bit tempted to join 
that two percent or less who quit. If 
so, go out and look at a few people 
who are worse off than you are. 
can find them very easily. Then take 
your soul over into a corner, back it 
up against the wall, look it squarely in 
the eye, and say: 

“*Did you see those people with all 


WOU 


FOREST WARDEN NOTICE 


This is to inform the publie that I have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
hy appointed the following as my depu- 
ies: 

LORENZO BAKER 
ISAAC P. GOODRIDGE 
JOHN F. SCOTT 
JACOB H. KITFIELD 
JOSEPH P. LEARY 
ALLEN 8. PEABODY 
ARTHUR 8. DOW 
PATRICK J. CLEARY 
PETER A. SHEAHAN, 
Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 

Applications for the removal of the 
contents of cesspools and grease traps 
should be made to 8. A. Sinnicks, 


Per order the Board of Health: 
WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NOTICE 
The regular meeting of the Park Board 

will be held at their office in the Town 
Hall Building on Thursday evening each 
week, AJ] accounts pertaining to this de- 
partment will be approved for payment 
the following week. 

MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 
The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 
Per order, 
MANCHESTER 


WATER BOARD. 


sorts of things the matter with them? 
Pretty fortunate we aren’t in their 
shape, eh? Things don’t happen to 
be coming their very best for us, but 
what of it? Suppose even that they 
were coming their very worst. Sup- 
pose that old call-boy with the hour- 
glass and scythe were standing right 
behind us, with his hand stretched out 
to tap us on the shoulder and tell us 
our cue had come to go away from 


here! Even so, look how long he let 
us stay. It is a mighty good world, a 


few bleating pessimists notwithstand- 
ing, and we were in luck to be allowed 
to come here at all. Think of the mil- 
lions who didn’t have as long a spell in 
it as we had. Think of the millions 
more who didn’t have as happy a time 
while they were here as we have had. 
Soul, you belong to a lucky dog!’ 

“Then grin. You will be astonished, 
I dare say, at how promptly and cheer- 
fully your soul will grin back.” — 
American Magazine. 


The BREEZE $2 a year, $1 for six 
mouths. 
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OLIVER T. ROBERTS 


WILLIAM HOARE 


ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty 
Particular Attention Given to Jobbing 


MANCHESTER-BY-THE-SEA 


Telephone Connection 


ESTABLISHED 1876 


INCORPORATED 1903 


ROBERT ROBERTSON CO. 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 
BEveRLY, BEVERLY FARMS, MANCIIESTER AND HAMILTON, Mass. 
Connected by Telephone 


7 J. M. Publicover 


Tel. Con. SH 


W. B. Publicover 


PUBLICOVER BROS. 


Contractors and Builders 


Special Attention Given to Jobbing, Furniture Repaired, Etc. 
OP: Off High st. BEVERLY FARMS 


P. O. Box 74 


Shop and Office, 112 Pine St. 


JOHN F. SCOTT 
Piumbing and Heating 


Personal attention given to all work 
35 years’ experience 


Tel. 12 


Manchester-by-the-Sea 


Tel. Beverly Farms 130 


Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 


BEVERLY FARMS, MASS. 


Shop at Pride’s Crossing 


(a 


Edward F. Height 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 


12 Desmond Ave., 


Tel. Con. 


MANCHESTER, MASS. 


GEORGE S. SINNICKS 
MASON, CONTRACTOR and BUILDER 


Manchester, Mass. 


Telephone 31 


Even Up 

Rev. Albert Peel, an English clergy- 
man, who has been paying us an ex- 
tended visit, doesn’t think very much 
much of either of our candidates. His 
artice reminded us of the story of a 
Britisher, who remarked to a Yankee: 
“Aw, it must be—aw-very unpleasant 
for you Americans to be-aw-governed 


by people whom you wouldn’t awsk to 
dinner.” 

“Oh, I don’t know,” responded the 
Yank. “No more so than for you 
English to be governed by people who 
wouldn’t ask you to dinner.” 


The BrEEze $2 a 


year, $1 for six 
months. : 


- he had forgotten her entirely, yet 


(FICTION ) 


(Continued from page 6) 
short time ago, has become cynical,— 
cynical, as though he had lost faith in 
himself and God,” she finished in a 
low tone. “I should tell him that.” — 

“He probably has a great many un 
complimentary things said to ane 
about him,” the man answered a little 
wearily, the lines of his face deepe 
ing. 

After they had said “good-night,’ 
David made his way across lots to his 
home, his mind filled with anything 
but pleasant thoughts. He was think 
ing of the city and of his life there; 
of the girl that he had just left_and of 
what she would think of him, if she 
knew the “Jack Moore” of New York 
city. 

He felt tired, . . . tired, and, yes,’ 
he was in love. Love, at which he had 
scoffed, had come to him suddenly, 
and, unannounced, had entered his 
heart like a thief in the night. The 
thought gave him no pleasure, brough 
with it no feeling of joy. 

After he had gone, Barbara stood 
still staring straight ahead. That he 
did not suspect she had known of his 
return and followed him that after- 
noon she was certain, and she was alse 
very sure that the impression she had 
made on him more than equalled 
her wildest dreams, yet, there was a 
restraint in his admiration, a reserve 
in his manner towards her that erect- 
ed an insurmountable barrier between 
them. 

In her childish heart he had occu- 
pied always the place of hero, and 
later, it was around him that her girl 
ish dreams of the future had been 
centered. She had known for a long 
time now that he was the author of 
those much-talked-of articles and 
stories in the Companion, and her 
writing to him under her own name 
had been a part of a well-laid plan of 
campaign for excitement in her rather 
drab existence, 

His failure to recognize the author 
of the letters was proof positive the 


had recognized her in an instant to- 
day. There was a troubled look ir 
her eyes as she brushed her lovely hair 
preparatory to going to bed, and, with 
the coming of morning, she decided 
that she did not care to go on with 
game. She would be herself and soon 
he would be gone again. She rese 
lutely refused to acknowledge that 
there was pain in her heart. The pair 
both of disappointment in her hero, 
and of fear for herself. 

Morning found David rested in a 
measure, after the first full night’s 
sleep in months. 

In New York his days and, for the 
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JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 


Dealer in 
PAINTS, OILS, VARNISH, GLASS 
DesMOND AVE., MANCHESTER, Mass. 
Telephone 106-M. 


H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 
324 Rantoul St. BEVERLY 
Telephone 1377-M 


D. T. BEATON 


) Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 


and Heating; Tin, Copper and 
Sheet Iron Worker. 
Tel. 23  - - Manchester, Mass. 


Ir 


Geo Tree PPR bed 


Telephone 687-W Gloucester 


J. H. MORROW & CO. 


41 Harrz Sr. (GLOUCESTER 


PLUMBING 


HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 


TUE LLOC LLCO 
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first few years, his nights as_ well, 
were occupied with work. The fame 
that his efforts brought “Jack Moore” 
meant little or nothing to him now. 
Indeed, it is doubtful if he ever gave 
it a thought. In the last five years, 
after his name had become famous, 
the rut into which he had settled had 
become deep. It had not been surpris- 
ing that he had mistaken its sides for 
unscaleable stone walls. The rebel- 
lion of his nerves had brought him 
back to live and breathe in the atmo- 
sphere of his old home. 


The first days of his home-coming 
were filled with a vague boredom. The 
very beauty of the work of the Great 
Artist, whose paint-brush had tinged 
the foliage with rich autumn shades, 
left him shaken and impatient. He 
told himself that he had not come 
home for self-analysis. It was what 
he most wanted to avoid. That it was 
proof of returning health to his mind 
he did not know or care. 


The days were clear and beautifully 
calm. The air was balmy and unusual- 
ly warm for October, and he spent 
most of his time with Barbara, find- 
ing in her innocent enjoyment, and 
the fun she derived from driving his 
car, relief from thought. 
- But he could not escape for long. 
Tonight his thoughts drove him out 
of the house. 
He smiled wryly as he considered 
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B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


Let Cross ots 


Tel. Conn. 


Beverly 


SHEEHAN & MURPHY 
Plumbing and Heating Engineers 


Estimates given on neW work and alterations. 


to all fobbing. 


“Personal attention 


Turning on and off water a specialty 


‘“*‘Best quality and workmanship’”’ our motto 


SALEM 


2387W 181W-181R 


BEVERLY 


BEVERLY FARMS 


Head office: 260 CABOT ST., BEVERLY 


THADDEUS F. CALL 


First Interior 
st PAINTER AND DECORATOR 2 
All work personally attended to. Our Motto: ‘‘Do it now.’’ 

46 WASHINGTON ST. TEL. CON. GLOUCESTER 


all that Barbara might come to mean 
to him—/ad come to mean to him. He 
knew that those trimly-shod feet 
would not hesitate to trample on his 
heart ; knew that in the city she would 
join the host of other women in search 
of entertainment and amusement — 
women were like that, he had found. 
That Barbara was capable of return- 
ing love for love never entered his 
thoughts. 


He made his decision. He would 
leave Barbara and go back to the city 
—alone. 


David had known many women in 
the last ten years; known them only 
too well. There had been wives of 
wealthy business men, whose pam- 
pered lives held nothing of content ; 
whose beautiful homes and ‘“‘cared- 
for-by-a-nurse” children were not 
enough to hold their wayward fancies. 
He had known young girls, too, but 
they were all alike. 

He had kissed the delicately painted 
lips and for a time forgotten that 
there was any but perfectly marcelled 
hair in the world. He had also kissed 
lips on which the paint was more vul- 
garly apparent —he shuddered away 
from the memory of it, and his life as 
it had been filled him with a great 
loathing for the world and all that it 
contained. 

Wearily he walked under the trees 
and watched the dim shadows cast by 
the moon. This was his last night 
here, for he dared not linger. 

Arriving at the top of the hill he 
found himself in a clear space, bathed 
by the silvery moonlight. 

Bareheaded he stood and, scarcely 
realizing what he did, he raised his 
hands towards the sky: 

“God!” he breathed. It was the 
first prayer since before he had left 
home, and as if in answer to it, Bar- 


bara appeared at his side. 

“David,” she said softly, “let me 
help.” 

She had come to recognize those 
black moods, which invariably left her 
an outsider. 

The man showed no surprise at her 
appearance. 

“No, dear, there is no help. I am 
going back to New York in the morn- 
ing, Barbara. Shall you miss me a 
little?” 

Had his life depended upon it he 
could not have refrained from asking 
the question. Somehow, though. he 
told himself that it could make no dif- 
ference, he waited breathlessly for her 
reply. 

“Yes,” she said simply, “I shall miss 
you.- You must go?” 

Something in the quality of her 
tone made the man turn sharply from 
his contemplation of the night, and 
look deeply into her eyes. Quietly he 
took her into his arms, and, as the 
moon, smilingly knowingly, hid his 
face in a tiny cloud, their lips met in 
their first lover’s kiss. 

“Barbara!” he said, his lips against 
her hair. “Kitten, you little fraud! 
Why, you are a woman—the only 
woman in the world, my darling. And 
[ was afraid that you would be like 
those others after a while, but you 
won't! You couldn’t! 

As Barbara, who could not know 
what he meant, gave him her lips in 
answer, a great peace crept like a heal- 
ing balm into his soul. 

THe Enp 


Labor disgraces no man; unfortu- 
nately, you occasionally find men who 
disgrace labor —U. S. GRAnrT. 


Our character is our will; for what 
we will we are—ArcHuBIsHop MAn- 
NING. 
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The Velvetice 
GIRL 


is the symbol of purity and 
excellence in ICE CREAM 
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Potted Plants 
and Cut Flowers 


Plant Now for Next Season's 
Blooming 


PEONIES— I have fifty varieties of peonies 


to offer at this time, some 
cheap, but good; some extra good, but expensive. 


—She is usually displayed where 
Velvetice Cream is being served 


Also Delphinium, Foxglove, Campanula, Iris, 
Phlox, ansbern Hupin, ‘Pyrethum, Enemone and 
several others—all good, strong plants that will 
flower the coming season. 


When a company produces goods which they are 
willing to stand behind and on which they are 
willing to stake their reputation, they distribute 


. “c ”? 
At all times our ideas and experience are at your those goods under their own trade mark. 


service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


The Ice Cream of which the North Shore 
Creamery Co., of Beverly, is justly proud ts: 


Call or telephone; we are always pleased to be of 
assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 


Velvetice 
Cream 
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Be sure to read our adv. in 


next Monday's Salem News 


HE NEW CARTER’S KNIT UNDERWEAR IS HERE 


CARTER’S Knit Underwear, for men, women and children, makes a distinct ap- 
peal to all who try this beautifully made underwear. It insures comfort, protection 
and freedom of movement to the wearer and scores of other characteristics that are 
invaluable to wear and finish. 


0 0 0-0 ee ee 0 020 


gh N’S fine medium weight cotton Vests 


and Tights, high neck, long sleeves: low neck, Van : : ; : 
aie dutch neck. Sharan cnbe ard saaie WOMEN’S fine medium weight Union Suits, 
pants; 954),.30,..385 V5 cai a nee $1.50 with beautiful shell finish, high neck, long sleeves, 


40, 42, 44, $2.00 garment. 


CHILDREN’S cotton and wool Union Suits, 
high neck, long sleeves, ankle length. va com- 


ankle length; dutch neck, elbow, knee and ankle; 


low neck, sleeveless, knee and ankle; low neck, 


PRE betel wearing . short sleeves, knee and ankle. This suit is appre- 
$2.75 and $3.25 « earment. ciated by women who want a perfect fitting suit. 
oi 4 
VOMEN’S fleece lined Shirts and Drawers, 34,°90,°98 01+. +> ssa $2.79 
high neck, long sleeves ; dutch neck, elbow, ankle 
pants. Regular and extra sizes... . 40, 42, 44, $3.00 garment. 


$1.50 garment 
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Society Local Happenings Editorials 
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“Highcliffe,” the summer home, off Summer street, Manchester, of 
Mr. and Mrs. Philip Stockton, of Boston 


Vol. XVIII, No. 46 NOVEMBER 12, 1920 Ten Cents a Copy 
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Exchange Your Liberty Bonds 


Liberty Bonds from which all coupons have been de- 
tached may now be exchanged for permanent bonds. 

Bonds left at this bank for safe keeping will not be ex- 
changed without a request from the owner that such ex- 
change be made. 

We respectfully request that such owners attend to this 
matter as early as possible. 

Those who have already left bonds for exchange 30 
days previous to this date are requested to call for same at 
their earliest convenience, bringing receipt with them. This 
will confer a favor on this bank and be appreciated. 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


EDWARD A. LANE 
HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGINGS 
in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
55 SCHOOL STREET Tel. 247-R. MANCHESTER, MASS. 


Ww. B. CALDERWOOD 


Successor to DAVID FENTON CO. 


BUILDER OF YACHTS, LAUNCHES and TENDERS 


Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res. 241-W 


AXEL MAGNUSON BaNeHiree 
Florist and 


Landscape Gardener 


BEDDING PLANTS 
Telephone 172-R IN GREAT VARIETIES 


Lehigh Valley Coal Sales Company 


COAL 


Samuel Knight Sons’ Co. 


32 CENTRAL ST. Tel, 202 MANCHESTER, MASS. 
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LET THERE BE LIGHT 


HE end of government ts 
to make the people hap- 
py, and that people is hap- 
piest which is most enlight- 
ened. Give your support 
to your home paper — the 
NoRTH SHORE BREEZE— 
that it may better do its part 
in the great upbuilding of 
the community. 
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Why does a dog turn around several 
times before lying down? 

Because in his wild state, the dog” 
lived in jungles, as the wolf and fox 
do now. Before lying down he turned ~ 
several times in order to tramp the 
leaves and grasses down and away 
from his body and thus secure a flat 
resting place. The instinct still sur- 
vives though there is no reason for” 
the practice. 

Why is 13 called a baker’s dozen? 

Because in olden times a baker who 
gave short weight was subjécted to 
severe penalties, and to be on the safe 
side he always added an extra roll to 
the dozen to make up for any possible 
deficiency in the others, and thus safe- 
guard himself. 

Why does a woman “give the mit- 
ten” to a man when she refuses him? 

Because when women wore half 
gloves, or mitts, they could withdraw 
the hand from the grasp of a lover 
and leave only the glove therein. In 
this way the unwelcome suitor was 
made to understand that his attentions: 
were not wanted. 


He Won His Case 

In his professional practice, Patrick 
Henry once unwittingly made a pow- 
erful argument against his client. 
This argument was apparently 
strong enough to decide the case, and 
his client rushed over to him and said, © 
“Sir, you have ruined me!” 
“Don’t fear,’ said Henry, “You 
will see what I am after.” | 
Turning to the judge and jury, he 
then said, “Such is the argument of — 
the opposite counsel.” q 
Having said more than the lawyer 
of the opposing side could have said = 
himself, Henry then proceeded, with 
all the brilliant oratory at his com- 
mand, to tear down his former argu-_ 
ment and to win his case. 1 
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God, make our blunders wise! 
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reverence of leadership too far. 
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Tue Pusiic ScuHoots present the opportunity for an 
education. Neither a teacher nor a parent can force an 
education upon a boy or girl. It is to be acquired by them 
only as they seize their opportunity. 


Tre Man Wuo Permits his child to leave school be- 
fore he has had a conversation with the educational experts 
that the community has engaged is like the man who trusts 
to his own judgment to “doctor” his family in times of seri- 
ous illness. He would not think of doing the one, why 
should he do the other. The removal of a child from school 
is a serious matter and the lure of “easy money” that the 
youth can earn is a delusion and a snare. 


Tur Rep Cross has made its call for funds for mem- 


‘bership fees. The work must go on. Your dollar is need- 


ed. Do not wait to be asked; mail it. 


ONE OF THE BLors upon the escutcheon of the Repub- 
lican party is the ill-advised and unworthy attacks made 
upon the President of the United States. [Every Republi- 
can who gives the matter thought regrets every unsavory 
and unworthy statement that has been hurled by a con- 
scienceless critic. Mr. Wilson will have a place in history. 
He has been a man of power and leadership and his work 
has been of a high order. He has given his life in the ser- 
vice of the country, and furthermore he is the leader of 
this people and entitled, despite any mistakes, to the rever- 
ence and respect of our citizenship. Autocracy carries its 
America will never tol- 
erate any such weak esteem as is paid to royalty, but De- 
mocracy may well pause and think. Is not the chosen 
leader of the great nation entitled to respect and honor! 
The nation owes his high office respect and the organiza- 
tion that forgets itself to belittle that office makes a serious 


mistake. 


Curistmas Is Bur a few weeks off and your plans 
should include a liberal purchase of Red Cross Christmas 
seals. 


—— 


Tur Gun Cups that are being formed among the 
younger people are not contributing anything to the devel- 
opment of the boy, the safety of the public or the sense of 
humanity in the growing generation. Every effort should 
be made to discourage the organizations that are contemp- 
lated. The use of fire-arms should not be allowed to youths 
as young as sixteen. Parents, educators and teachers can 
aid by discouraging the young hopefuls in their charge, in 
their efforts to organize clubs for the use of dangerous fire- 
arms. A boy with an uncontrolled temperament and hair- 
trigger gun makes a dangerous combination, even if all the 
accidental dangers of an exploding gun are eliminated. 


Tir Goop Autumn SEAson will be remembered for 

enerations and the present generation will be telling the 

grandchildren of coming years of the dreadful winter after 
the war and the beautiful autumn that followed. 
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Tue SKILL or ARCHITECTS and contractors have 
transformed many an old home of the North Shore into an 
attractive summer villa. The skill of these modern crafts- 
men is a great asset to New England. 

THE ENDING oF THE War did not terminate the in- 
terest of the United States government in the veterans of 
the World war who were wounded and who need physical 
attention and encouragement. The nation owes a debt to 
these men, who have suffered, that can never be repaid. 
The work of assisting these men, however, to become use- 
ful members of society again, is a problem of no small 
proportion ; for the men must be healed in body to meet the 
physical demands which will be made upon them in indus- 
try and must be equipped to meet the educational require- 
ments of positions which they should fill. The government 
is approaching the problem with a firm and sympathetic 
purpose to give every wounded man an opportunity to 
have his disability removed by the skillful attention of 
surgeons and physicians and by instruction and encourage- 
ment in vocational training schools. The requirements of 
these schools are severe because the mere ability to com- 
municate information is one of the lesser tasks before the 
faculties. Wounded men need not only instruction, but 
encouragement to meet the trying obligations of civil life. 
Fortunately, the problem is being attacked in an intelligent 
and sympathetic manner and schools have been established 
and are now in operation, where expert men are studying 
the men, inspiring them with new ideals and new spirits for 
the burdens of life. The representatives of the government 
are seeking opportunities for men to gain employment and 
to establish themselves in life again. Massachusetts in- 
tends to meet her responsibility, also, and has appointed a 
Commission on Rehabilitation, on‘ which the State Board 
of Industries and the State Board of Education have rep- 
resentation. It is right for the nation to make demands of 
her sons in time of war and it is altogether fitting that those 
who have been wounded in the service be given an oppor- 
tunity to re-establish themselves. 


Last WIrnTER the season acquired a bad habit that it 
did not break. The habit this fall, of giving everyone good 
weather, is more to the liking of all the people all this au- 
‘tumn time. 


Mr. Harptinc Has Untit March 4th to study the 
problem which he has on his hands. He will be free from 
the entangling tasks of his official routine and will have an 
opportunity to view his great problem from the outside. 
Many criticisms are launched concerning the delay of the 
inauguration of a new President, but that very delay af- 
fords him an opportunity to work and work hard to pre- 
pare himself for the great task ahead of him. It is not in- 
conceivable that President-elect Harding will be able to ac- 
complish more in a four-year term by having this respite to 
mull over his plans, and to prepare both mind and body for 
the tremendous task which he has upon his hands. Our 
forefathers made but few mistakes in the great instrument 
that has brought light, life and liberty to so many genera- 
tions of men. 


Tre PoxriticaL Por in Beverly has begun to bubble 
and to boil and it will soon boil over. There are four can- 
didates for the mayor’s chair. The more the merrier and 
the more there are the merrier the present incumbent will 
be. His election can only be made possible by a number of 
candidates, and good luck seems to be with him “again.” 


Wuen A BaseBALL SynpIcaTE can afford a “Judge” 
a salary of $50,000 per year, one cannot wonder, if whis- 
pers are heard about a baseball “trust.” 
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Wittiam JENNINGS Bryan succeeded in “making” 
the first page by his suggestion that the President resign in 
favor of the newly-elected President, but his courtesy and 
good judgment are not apparent. Even though his recom- 
mendation may have had merit, it would have robbed the 
President of the pleasant and honorable action of retiring 
because of ill-health if he had chosen to do so. Mr. Bryan’s 
suggestion ill becomes the deposed leader of the great 
Democratic party. 


Ir May Be We tt for a man to boast of his ancestry. 
They may have come over in the Mayflower, but the im- 
portant question is, what have they done since? 


Music Has Cuarms that have never been denied. 
Who can measure its value in giving pleasure in human 
life? Artists may have the rare pleasure that comes in the 
creative power of their skill, but countless thousands who 
are never able to master the deeper secrets of music have 
been able to enjoy music and to acquire a reasonable facil- 
ity in using the piano or a string or wind instrument. The 
young men during the war found the diversions of music 
of rare value. It is true of all life that music has its place 
in inspiring one for duties and tasks as well as giving pleas- 
ure. Who does not know the lingering pleasure that a 
strain of music or the tune of a hymn or song gives as it is 
retained in the mind and keeps constantly coming back? 
Any agency that will place music within the reach of the 
poor, as well as those who are able to engage music teach- 
ers, is doing a service that cannot be measured. In the city 
of Boston, in the heart of the South End district, the South 
End Music school has established, in connection with the 
Barnard Memorial, a music school that will bring sunshine 
and melody into the minds and hearts of the children and 
adults who are given the pleasure of joining the music 
classes. For a mere pittance—twenty cents per lesson in 
classes and fifty cents per lesson to individuals—young 
students may be taught the art of playing the piano, the 
violin, the cornet and other string and wind instruments. 
Wednesdays and Saturdays these classes are in session, and 
on Sunday a concert of worth is given that music lovers 
may enjoy a pleasant Sunday afternoon. 


. Such settlement activities are valuable‘agencies. On 
the advisory board of this unique and meritorious enter- 
prise is Charles W. Eliot, formerly president of Harvard 
university. Well-known North Shore residents are inter 
ested in its management—Miss Rose Dexter, Miss Hannah 
Edwards, Mrs. Frederic R. Galacar, Mrs. Henry L. Mason 
and Mrs. Henry L. Higginson. Mrs. Eben Jordan was 
also associated with the board in its work. The South End 
Music school has maintained a successful work and the 
Barnard Memorial enterprise so fittingly begun will prove 
a success. Such valuable associations for the betterment of 
those who live in the isolated sections of a great city are 
contributing a great deal to the common weal. 


THANKSGIVING THIs YEAR will be particularly signi- 
ficant, as it marks the tercentenary of the Pilgrims’ first 
adventure at Plymouth. Just a month too early, to be ex- 
act in dates, but near enough to share the sentiment of the 
coming anniversaries. 


It Was An Act oF Grace on the part of President 
Wilson that prompted him to tender the service of a battle- 
ship and of the presidential yacht Mayflower to President- 
elect Harding. Mr. Harding showed good judgment in de- 
clining the two vessels as he did in declining to discuss any 
international problem with official or unofficial representa- 
tives of a foreign nation. 
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Tue New PresIpEntT will have a Senate and a House 
to sustain his program. If he does not succeed the people 
will know where to place responsibility. 


Tue WoopLAND Frres have abated and that menace 
for the while has passed, but its lessons must not be lost. 
The need for precaution is still great and the recommenda- 
tions of the careful men who have made a study of the 
problem should be considered. 


Tur ADVERTISING QUACK has invaded the automobile 
field, but there has been a report made that punctures his 
bubble. The Associated Advertising Clubs of the World 
have taken up the cudgel against such wilful misrepresen- 
tation of the claims of gasoline economizers. The United 
States Bureau of Standards reports that these economizers 
have no qualities that will give pep, remove carbon, banish 
ignition troubles, prevent back firing, give quick pick-up or 
eliminate skipping and missing. There is nothing known 
to science that will eliminate the skill of the mechanic or 
the commonsense of the chauffeur. The place for quack 
automobile powders and liquids is on the shelf with the 
quack medicines that “relieve all the ills to which mankind 
are hen. 


Two Years Have Spep since Armistice Day and the 
war is not yet officially ended. The delay and anxieties of 
the two years have not been fraught with the same anxie- 
ties of the war period, because there have been no men on 
the fronts to be killed, but in every other respect the prob- 
blems have been ‘acute. 


Tue Mepicat FRATERNITY is interested in new dis- 
coveries that have been made in the battle with leprosy. 
The disease has been a stubborn one and the skill of the 
physician has been all but futile in meeting the progress of 
the disease. Some discoveries have been made that are 
promising. The sensational press has seized the news that 
has come concerning the new oil that has been used, and 
has made claims that are not quite in keeping with the 
facts. The medical profession is not sure that the new oil 
will obliterate and cure the disease permanently. It is cer- 
tain, however, that an oil has been found that will stay the 
ravages of leprosy and “cure” it to that stage when the 
physicians are baffled to find any evidence of the disease 
left. Time alone can reveal whether the “cure” is only a 
temporary relief, or permanent. However that may be, 
the very fact that the profession has found something that 
will aid in giving relief is a gain of no mean proportion. So 
the work of the world goes on! Men are ferreting out the 
secrets of the human body. If leprosy can be cured, a 
great day has dawned. The physician, or physicians, who 
can discover even a temporary remedy will have brought 
comfort to countless thousands. The man who can find a 
cure will rank among the highest in the great profession. 
The discoverers of the new oil are modest and are making 
no claims beyond that fact that they have found something 
that apparently gives relief. . Let it be hoped that the san- 
guine hopes of all may not be broken. Leprosy has proven 
to bé a stubborn disease and the cure will mean much to 
suffering mankind in this and in future generations. 


Tue Royat Wetcome which the crew of the Esper- 
anto received at Gloucester Monday evening expressed the 
enthusiasm of the whole North Shore. Hail to those cheer- 
ful, clear-eyed, clever-minded seamen. 


Tne Evection Is Over and the uncertainties of busi- 
ness life have not all been removed, but business can clear 
decks for a voyage upon the sea of activity. Every sort of 
craft has sought the harbor to await the passing of doubt- 
ful political weather. It will be many a day before matters 
are arighted, but the ships have set sail. 


f 


, Baseball is clean, as a whole. 


| 


| 
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Briefs 


The 
special Grand Jury which has 
been investigating the national 
sport states that “Considering the 
magnitude of the enterprise and 
the great number of ball players 
engaged, we believe a compara- 
tively small number of the play- 
ers have heen dishonest.” 


Lieut.-Gov.-elect Alvan T. Fuller will 
find many people who will say 
“Amen” to his statement that 
politicians can find more jackass 
ways of spending money than 
anybody else in the world.” 
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Alaska’s population has _ decreased 
one-seventh in the past decade. 
Can this be blamed to the outgo- 
ing administration ? 


—o— 

One of the speakers at a recent con- 
vention in Boston said that the 
qualifications he looks for in a 
boy are: “Straightforwardness, 
honesty, uprightness, common 
sense, pep, enthusiasm, quietness, 
and a willingness to do what he 
is asked to.” Rather a_ high 
standard, but one which the 
American boy can reach if he is 
properly trained. 


—o— 


“Removal of bad teeth restored men- 
tally afflicted to normal.” Can it 
be that someone has circulated 
propaganda to the effect that the 
only normal person is one with- 
out a tooth in his head? 

ig cte 

Harvard and Princeton tied, 14 to 14, 
in a desperate battle last Satur- 
day at the stadium. Another in- 
stance of where the 14 points 
failed to score a victory. 


The high price charged for coal is re- 
ceiving the attention of the Sen- 
ate Committee on Reconstruc- 
tion. The committee believes 
that “the coal industry as a whole 
stands self-convicted of practic- 
ing gross extortion on the whole 
public of the United States.” 
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Is Mr. Bryan grieving over the re- 
sults of the election? Possibly,— 
with reservations. 


Eee 
Springfield Union —‘‘Politicalmaster 
Burleson, Sir Josephus, Newtie 
Cutie and Feather Duster, as Col. 
George Harvey irreverently dubs 
them, will soon be down and out 
as Coxey. Only 121 days more! 


etad 

Meanwhile the prudent and farseeing 
are taking their snow shovels out 
of the moth balls. 


—o— 

The recent air flight of 9,000 miles 
from New York to Nome by four 
government planes has established 
the practicability of an air route 
to the farthest northwest limit of 
United States territory. The 
planes made 50 landings on their 
journey, all of them on strange 
fields. It appears that progress 
is being made in the use of flying 
machines for governmental ser- 
vice. 

—o— 

“Peace, progress and prosperity” will 
again be abroad in the land, but 
the Republicans will have the 
privilege of making good the 
Democratic slogan. 

i Se 

The motor show season opens in New 
York this month and continues 
until next March, when a grand 
exhibition in Boston closes the 
circuit. 

es 

The annual Red Cross rollcall started 
yesterday. Subscribe liberally to 
this very worthy organization. 


== 


The one best way to popularize the 
apple is to have the price brought 
down to where it should be. 

“Frenchman Flies 192 Miles an 
Hour.” At that speed a Congress- 
man would soon be wealthy if he 
could collect mileage. 


we3 
Massachusetts department of mo- 
tor vehicles is making a crusade 
against reckless and careless driv- 
ers of automobiles. “Cutting in” 
is one of the most frequently 
noted violations of the law. Every 
effort will be made to stop the 
practice. 


The 
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Golden Thoughts 


Better than grandeur, better than gold, 


Ts a healthful body, a mind at ease, 
And simple pleasures that always please; 
A heart that can feel for another’s woe, 


Or share in his joy with a friendly glow; 
With sympathy large enough to enfold 
All men as brothers,—is better than gold. 


| 
Than rank or title, a hundred fold, | 
| 

®, 


OOOO LS 1G) LE SE EE) EY LL YS 


—Selected. 


2, 
o 


A) ) )  ()D () ED () ° 


NORTH SHORE BREEZE and Reminder 5 


"0 


SS) ) A (>  ¢ ) <D ¢ ) (> <a ¢ ) «> > < ¢ )  ¢ )  ( )  ()  ' 


G ED (DD) (D(C () ED () cm () ce) 6% 


TRY IT YOURSELF 
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‘‘There isn’t much I don’t know 
about the English language, 
boasted the long-haired man in the 
club. 


ie) 


**T’ll test you,’’ replied a friend. 
‘‘T’ll dietate a paragraph to you.’’ 

With an assured air, the boaster 
seized his pencil, but his jaw 
dropped as he heard the following: 
‘*As Hugh Hughes was hewing a 
yule log from a yew tree, a man 
dressed in clothes of a dark hue 
came up to Hugh and said, ‘Have 
you seen my ewes?’ ‘If you wait 
witil i hew this yew tree, I will go 
with yeu anywhere in Europe to 
look for your ewes,’ said Hhghes. 
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ruck owners and operators are said 
to be blocking the wheels of prog- 
ress in not cooperating with the 
Commission of Public Works 
with the object of keeping the 
main highways in Massachusetts 
cleared of snow this winter. It 
would seem that these people 
ought to show more interest and 
enthusiasm in the matter of fur- 
nishing improved transportation 
facilities to handle the winter’s 
business. 


vies 
54th annual session of the Na- 
tional Grange is being held in 
Boston this week. As the farm- 
ers and near-farmers enjoy baked 
beans, it is hoped the Boston vari- 
ety will appeal to them. 


The 


eae 
“American school teachers should ‘doll 
up’ to make a hit with the pupils,” 
say the civic experts. Is this why 
so many boys leave school? 
0 


Mark Twain and a few others were 
accorded niches in the Hall of 
Fame last week, but as yet we 
have not read of anyone prepar- 
ing Babe Ruth’s name for mem- 
bership. 
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Safe Roads Federation of Mas- 
sachusetts is a newly formed as- 
sociation whose avowed purpose 
is to make auto driving less dan- 
gerous and to lay special empha- 
sis on more careful driving. 


—o— 


Veteran journalists had a get-together 
in Boston Saturday night. It is 
not said whether any proofreader 
or editor with blue pencil and 
shears was present to mar the 
pleasure of the meeting. 


—o— 


The 


Add indoor sports: Guessing on the 
personnel of the next cabinet. 


yas 

Girl Scout week. In Massachusetts 
there are 7,500 Girl Scouts in- 
terested in the activities of their 
organization and gaining health 
and strength in the performing of 
their “stunts.” 
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A THUMB-NAIL HISTORY OF THE WORLD WAR 


By H. O. BisHop, in Dearborn. (Mich.) Independent 


-RMISTICE Day naturally brought 
back to the minds of all Americans 
the innumerable vital details of prep- 
aration and execution that made it 
possible for the American Expedition- 
ary Forces to achieve such notable vic- 
tories. 

The high spots of the great conflict 
are herewith presented in boiled-down 
paragraphs of gripping interest: 

The war cost the people of the 

United States considerably more than 
$1,000,000 an hour for more than two 
years. 
" The direct cost was about $22,000,- 
000,000, or nearly enough to pay the 
entire cost of running the United 
States government from 1791 up to 
the outbreak of the World war. 

Our expenditures in this war were 
sufficient to have carried on the Revo- 
lutionary war continuously for more 
than 1,000 years at the rate of ex- 
penditure which that war actually in- 
volved. 

In addition to this huge expenditure 
nearly $10,000,000,000 were loaned by 
the United States to the allies. 

The army expenditures were over 
$14,000,000,000, or nearly two-thirds 
of the total war costs. 

During the first three months our 
war expenditures were at the rate of 
$2,000,000 a day. During the next 
year they averaged more than $22,- 
000,000 a day. For the final ten 
months of the period, from April, 
1917, to April, 1919, the daily aver- 
age was over $44,000,000 . 

Despite the fact that the army ex- 
penditures are less than two-thirds of 
our total war costs, they are nearly 
equal to the value of all the gold pro- 
duced in the world; from the discoy- 
ery of America up to the outbreak of 
the World war. 

The pay of the army during the 
war cost more than the combined sal- 
aries of all the public school principals 
and teachers in the United States for 
the five years from 1912 to 1916. 

The total war costs of all nations 
were about $186,000,000,000, of 
which the allies and the United States 
spent two-thirds and the enemy one- 
third. 

The three nations spending the 
greatest amounts were Germany, 
Great Britain and France, in that or- 
der. After them came the United 
States and Austria-Hungary, with 
substantially equal expenditures. 

The United States spent about one- 
eighth of the entire cost of the war, 
and something less than one-fifth of 
the expenditures of the allied side. 

Of every 100 American soldiers 
and sailors who served in the war 


with Germany, two were killed or died 
of disease during the period of hostil- 
1t1es. 

The total battle deaths of all nations 
were greater than all the deaths in all 
the wars in the previous 100 years. 

Russian battle deaths were 34 times 
as heavy as those of the United States, 
those of Germany 32 times as great, 
the French 28 times, and the British 
18 times as large. 

The number of American lives lost 
was 122,500, of which about 10,000 
were in the navy, and the rest in the 
army and the marines attached to it. 

In the American army the casualty 
rate in the infantry was higher than 
in any other service, and that for off- 
cers was higher than for men. 

For every man killed in battle seven 
were wounded. 

Five out of every six men sent to 
hospitals on account of wounds were 
cured and returned to duty. 

In the expeditionary forces battle 
losses were twice as large as deaths 
from disease. 

In this war the death rate from 
disease was lower, and the death rate 
from battle was higher than in any 
other previous American war. 

Inoculation, clean camps, and safe 
drinking water, practically eliminated 
typhoid fever among the troops. 

Pneumonia killed more soldiers 
than were killed in battle. Meningitis 
was the next most serious disease. 

Of each 100 cases of social diseases 
recorded in the United States, 96 were 
contracted before entering the army 
and only four afterward. 

During the entire war, available 
hospital facilities in the A. E. F. were 
in excess of the needs. 

Two out of every three American 
soldiers who reached France took part 
in battle. The number who reached 
France was 2,084,000, and of these 1,- 
390,000 saw active service at the front. 

Of the 42 divisions that reached 
France 29 took part in active combat 
service. Seven of them were regular 
army divisions, 11 were organized 
from the National Guard, and 11 were 
made up of National Army troops. 

American divisions were in battle 
for 200 days and engaged in 13 major 
operations. 

From the middle of August until 
the end of the war the American divi- 
sions held during the greater part of 
the time a front longer than that held 
by the British. 

In October the American divisions 
held 101 miles of line, or 23 percent 
of the entire western front. 


On the first of April the Germans 
had a superiority of 324,000 in rifle 
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strength. Due to American arrivals 
the allied strength exceeded that of 
the Germans in June and was more 
than 600,000 above it in November. — 

In the battle of St. Mihiel 550,000 
Americans were engaged, as compared 
with about 100,000 on the Northern 
side in the battle of Gettysburg. The 
artillery fired more than 1,000,000 
shells in four hours, which is the 
most intense concentration of artillery 
fire recorded in history. 

The Meuse-Argonne battle lasted 
for 47 days, during which 1,200,000 
American troops were engaged. 

The American battle losses of the 
war were 50,000 killed and 236,000 
wounded. They are heavy when count- 
ed in terms of lives and suffering, but 
light compared with the enormous 
price paid by the nations at whose 
sides we fought. 

When war was declared the United 
States had 55 training airplanes, of 
which 51 were classified as absolete 
and the other 4 as obsolescent. 

When we entered the war the allies 
made the designs of their planes avail- 
able to us and before the end of the 
hostilities furnished us from their own — 
manufacture 3,800 service planes. 

Aviation training schools in the 
United States graduated 8,602 men 
from elementary courses and 4,028 
from advanced courses. More than 
5,000 pilots and observers were sent 
overseas. 

The total personnel of the air ‘ser- 
vice, officers, students and _ enlisted 
men, increased from 1,200 at the out-— 
break of the war to nearly 200,000 at 
its close. 

There were produced in the United 
States to November 30, 1918, more 
than 8,000 training planes. 

Up to the end of April, 1919, the 
number of complete artillery units 
produced in American plants was 
more than 3,000, or equal to all those 
purchased from the French and Brit- 
ish during the war. 

The number of rounds of complete — 
artillery ammunition produced in 
American plants was in excess of 20,- 
000,000 as compared with 9,000,000 
rounds secured from the French and~ 
British. 

In the first 20. months after the dec- 
laration of war by each country the- 
British did better than we did in the 
production of light artillery, and we 
excelled them in producing heavy ar- 
tillery and both light and heavy am- 
munition. 4 


So far as the allies were concen ‘ 
the European war was in large meas- 
ure fought with American powder and 
high explosives. : 

At the end of the war American — 
production of smokeless powder w | 
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ssEx County Crus, at Manchester, will remain open all 
winter, as usual, and already, with the approach of cold 
weather, the members and their friends are looking for- 
ward to the winter sports that will be provided on the club 
grounds. Skiing, skating, sliding, and all the vigorous out- 
door sports that attract people to the country in winter, 
will be found a-plenty here. , 


on 
Mrs. John G. Groves, of Kansas City, died Tuesday at 
the home of her sister, Mrs. John G. Forrest, off Pine st., 
Manchester, after a long illness. Mrs. Groves came on 
from the west early in the summer, with her husband and 
her daughter, Miss Sally O. Doggett, to pass the season at 
the Oceanside hotel, Magnolia. She was taken with illness 
as soon as she arrived and went to the home of her sister, 
Mrs. Forrest, in Manchester, who had also come on from 
Kansas City for the summer. Mrs. Groves was the daugh- 
ter of Dr. George Osborne, of Salem, and always lived 
there until her marriage, when she went west. She is sur- 
vived by her husband and daughter, a brother, Ralph Os- 
borne, of Cambridge and sister, Mrs. Forrest. 


3 O 
Wm. H. Coolidge, Jr., and family have moved from 
their summer home in Magnolia to Mrs. Susan E. Hooper’s 
house on Union st., Manchester, where they will spend the 
winter. 
O39 
One of the events of the coming week that will attract 
many of the smart set is the reading by Prof. Chas. Town- 
send Copeland to be given in Steinert hall, on Wednesday, 
Nov. 17, at 3.30 o’clock, for the benefit of Denison House. 
_ The program will include “The Outcasts of Poker Flat,” 
_ by Bret Harte, and O. Henry’s “‘Memories of a Yellow 
Dog.” The committee in charge are Mrs. Robert Liver- 
_ more, Mrs. Malcolm Lang and Mrs. Robert Means. Tick- 
_ ets can be obtained from pe Lang, 162 Bay State rd. 
| Sus: 
| Dr. and Mrs. Henry F. Sears, of Chapman’s corner, 
_ Beverly, were among the passengers sailing Sunday from 
_ New York on the White Star liner Olympic for Europe. 
With them are their daughters ,the Misses Emily E. and 
Jean S. Sears, and their son, Master Henry Sears. 


ONO 
| Mr. and Mrs. Charles Cobb Walker (Héléne White- 
house) will spend the winter at Mr. Walker’s town resi- 
dence, 7 Arlington st., Boston, with occasional week-end 
visits to “Highwood,’ West Manchester, where Mr. 
Wallker’s mother will remain most of the winter. 


OBO 
Mr. and Mrs. J. L. Walker and Miss Virginia Walker 
have closed their summer home at Topsfield and are at 
Hotel Vendome, Boston, for the winter. 


Call Mrs. Burnham, Y° Rogers Manse, Ipswich 85-M. 
Lobster and chicken dinners; also a la carte service. adv. 
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yor1A Hunt Crus drag hounds will meet during the 

balance of November as follows: Tuesday, the 16th, at 
Hamilton Meeting House, 3.15 p. m.; Thursday, 18th (de- 
tails posted) ; Saturday, 20th, Rowley Common, 3.15 p. m.; 
Tuesday, 23d, Candlewood School House, 3.15 p. m.; 
Thursday, 25th, Thanksgiving Day, the Kennels, 12.30 
p. m. (breakfast by invitation of Charles F. Ayer at “Juni- 
per wince, atil.5U p. mf.) ; saturday, 2/th, Lavender Hill, 
3 p.m. The fox hounds will meet Mondays and Fridays, 
and on Thanksgiving Day—time and place of meeting to 
be posted at the club. 


O89 
Mr. and Mrs. Andrew Carnegie, 2d, and family, after 
a delightful autumn at their estate in Manchester Cove, 
will leave next Thursday, the 18th, for a month’s stay at 
the Copley-Plaza, Boston. They will leave Boston just be- 
fore the holidays for their winter home on Cumberland 
Island, Fernandina, Fla. 


Oo 20 
Mr. and Mrs. Walter J. Mitchell are remaining at 
their Manchester estate late this autumn, as usual. They 
will leave the end of next week to spend the winter in Palm 
Beach, stopping off to spend the holidays with their son-in- 
law and daughter, Mr. and Mrs. Q. A. Shaw, 2d, and fam- 
ily, in Virginia. 
029 
Governor and Mrs. Coolidge were entertained at the 
home of Col. A. Piatt Andrew, at Eastern Point, when 
they were in Gloucester Monday evening for the big recep- 
tion to the crew of the Esperanto. Major Sampson, one 
of the military aides, was a guest at the home of Mrs. A. 
Wilder Pollard, also at Eastern Point. 


e 


4 

Mrs. Leverett Bradley has opened her town house on 
Brimmer st., Boston, having returned from New York, 
where she has been the guest of friends. She spent the 
summer at East Gloucester. 

HILE you read these words children are dying of hun- 

ger—and your money would save their lives. They 
are the wasted and agonized children of Austria; at lowest 
estimate there are 300,000. of them who are literally starv- 
ing to death, with at least 100,000 of them in Vienna alone. 

This may well be described as the most desperate sit- 
uation in the world. Herbert Hoover’s own investigating 
agent, sent to Austria to learn to conditions, says: “The 
saddest sight is that of the children of thirteen to fifteen, 
who look not more than four or five. They have the yellow 
pallor that bespeaks famine and their lips and mouths are 
blue. Some of them have distended stomachs that result 
from lack of food for long periods.” 

Send all contributions to Charles H. Sabin, treasurer, 
General Relief committee, Inc., Vanderbilt hotel, New 
York city. 


FOR SALE 


BEVERLY PRIDE’S CROSSING BEVERLY FARMS 
WEST MANCHESTER MANCHESTER MAGNOLIA 
and 
WENHAM HAMILTON IPSWICH 


T. Dennie Boardman, Reginald and R. deB. Boardman 
56 Ames Bldg., BOSTON 


Brancu Orrice, MANCHESTER, 


A. G. T. Smiru, Local Representative, 


Tel. Manchester 144-W. 


8 NORTH 
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SHELDON’S 
pla MARKET 


Best Grade of 
BEEF, LAMB 
POULTRY, PORK 
Vegetables, Fruit 
At Boston Market Prices 


24 Central Street 


Manchester 
Est. 1845 Tel. 67 
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WEDDING RINGS 


We carry a large stock of wedding rings at all 
times, from which we can deliver any size desired. 


The gold in our rings is thoroughly wrought and 
put ou close grain, making it capable of taking and 
holding a fine finish. 


shapes—seamless—14K-18K 
$6.00 ‘° $12.00 


F. S. Thompson, Jeweler 


THE HALLMARK STORE 
164 MAIN STREET 


Narrow 


GLOUCESTER 


PAY HOMAGE TO CREW OF ESPERANTO 


Big Banquet and Reception in Gloucester, 
Monday—Governor Coolidge Among the Guests 


ortH SHoRE folk who have gone to their winter homes 

have read with a just pride of the great victory of the 
Gloucester fishing boat, the Esperanto, in the races off Hal- 
ifax a fortnight ago. Those who are still on the Shore 
have had an opportunity to see the vessel, both before sail- 
ing away from Gloucester and since her return. The Es- 
peranto will be one of the sights of a visit to Cape Ann 
next season, at such times as the fishing boat is in port. 

Gloucester folk already are planning on the next race 
for the fishermen’s title of the North Atlantic to be held 
off Halifax one year from now. That “we’re going 
back to beat them again next year” was the dominant 
note in the banquet at which Gloucester, or such part of it 
as could jam into the new State Armory Monday night, 
paid tribute to Capt. “Marty” Welch and his crew that 
manned the Esperanto. That part of the famous fishing 
city which could not get inside the doors was there in spirit 
at any rate. 

Vice-President-elect Calvin Coolidge, Congressman W. 
W. Lufkin and other public men of note were guests. But 
“Captain Marty and his gallant crew” (those words were 
used in speeches twenty-seven times by actual count during 
the evening) were the chief attractions of the evening. 
Captain Marty, seated at the head of the table, which in- 
cluded all the members of the Esperanto crew, steadfastly 
refused to make a speech. Captain Marty, who, at the 
close of the race, declared that “I have been taking chances 
all my life,’ refused to take this desperate chance before 
700 townspeople and guests. 

Keach speaker paid direct tribute to the sailing prowess 
of Captain Welch and his men in bringing to Gloucester a 
trophy which, it was predicted, before long, will supplant 
the America Cup as the yachting prize most sought by 
Americans. Governor Coolidge expressed his eagerness to 
aid the fishing industry and praised the contribution which 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


the race off Halifax has made to that industry and to na- 
tional spirit in marine sport. Congratulations from Pre-— 
mier Murray, of Nova Scotia; Lieut.-Governor McCallum, 
of Nova Scotia; Mayor Parker, of Halifax, and other 
Canadian officials were read.  Felicitations from Presi- 
dent-elect Harding and Senator Henry Cabot Lodge also 
were heard. 

Mayor Chas. D. Brown, of Gloucester, a witness of 
the races, told of the contests and the courageous “chance- — 
taking’ seamanship which won for the American craft. — 
James B. Connolly, a writer of sea stories, who served as a 
member of the crew, also was a speaker, as was Lieut.-Col. — 
A. Piatt Andrew. Statements said to have been made by — 
Rey. Cortlandt Myers, of Boston, that the race was won by 
“trickery” were hotly denied by Gloucester folk who saw 
the races. “Never was a race fought squarer and truer to ~ 
the rules of the road,” declared Mayor Brown, with vigor, 
in the course of his speech. 


rR. AND Mrs. WititAm Enpicort, of Boston, have pur- 

chased the Gordon Means place on Grape Vine rd., 
Beverly Farms, and many improvements and repairs have 
been made, although the old-time features have been care- 
fully preserved. The old houses, dating back 150 years or — 
more, have been remodeled and ancient beams have been ~ 
left exposed. The old house, which is being made over for 
the farmer’s use, has not had any of its old-time features — 
disturbed and the fireplaces, with their old ovens, are as in 
former times. A pretty lattice-covered well is also to be re- 
tained. A small shop, formerly a shoemaker’s, has been 
made into a chicken house for the white leghorns, with 
which the place abounds. In the cottage known as the old 
Standley house, while rummaging in the attic, an interest- 
ing wooden cradle of the type that came over in the May- 
flower was found; also a dasher churn, both of which are 
being carefully preserved. 

This place takes on an added trimness now and will 
make this section considerably more attractive, as several 
of the buildings which have been remodeled have been for 
years in need of renovation. The estate closely borders 
that of the Frederick H. Prince place, which is always in 
the pink of trim. 


Card Tables 
Folding Chairs 
Gold Chairs 


BOSTON: Mass. Chambers 


W. J. CREED, Caterer 


Private Waiting 
TELEPHONES: 
Back Bay 3040, Beverly 765 


Weddings 
Teas and 
Dances 


East Corning St., BEVERLY COVE 
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J. M. Meredith E. W. Grew 


Henry Whitmore Norton Wigglesworth 


MEREDITH & GREW 


40 Central Street 


' BOSTON (9), MASS. 


Telephones: Main 6772-3-4 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


BUSINESS PROPERTIES 


NORTH SHORE PROPERTIES a Specialty 


NORTON WIGGLESWORTH 


MANCHESTER, MASS. 
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SOCIETY NOTES 


orTH SHORE estates furnished a considerable portion of 
the flowers and plants on display at the annual fall ex- 
hibition of the Massachusetts Horticultural society at Hor- 
ticultural hall, Boston, last week-end. While the number of 
chrysanthemums was less than on some previous years, 
there were many plants and cut flowers of fine quality and 
coloring and some new varieties, a wonderful display of 
winter-flowering begonias from the estate of Thomas E. 
Proctor at Topsfield. One of the feature plants of the 
show was the ‘President Harding,” a new variety of or- 
chid. This was from the estate of Albert C. Burrage, of 
Pride’s Crossing, and was christened in honor of the Pres- 
ident-elect on Thursday, after the returns made the elec- 
tion of Senator Harding absolutely certain, provided there 
had been any room for doubt for forty-eight hours previ- 
ously. The name was bestowed by Mr. Burrage’s superin- 
tendent, Douglas Eccleston, who is proud of the plant. The 
“President Harding” is mauve in color, with a huge lip. It 
is a hybrid, heatonese cattleya. | 
Mr. Proctor’s display of begonias was in the main 
hall, occupying nearly an entire section, and to set off the 
handsome colorings of the flowers, small cedar trees were 
used as a wall screen. In the exhibit were forty varieties 
and about 150 plants, some very large. All were new Eng- 
lish hybrids and the colors ranged from light orange pink 
to very dark red. These plants are of the varieties gen- 
erally known as Clibran’s hybrids. 
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LARCOM THEATRE, BEVERLY 
High Class Pictures — Grand Pipe Organ 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
Saturday Evenings 5.45 to 10.30 


1s 


HOT HOUSE PRODUCTS 


Meats « 


WEST ST. = 


PITTED LoL 


a 
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TELEPHONE 142 BeverLy FARMS 


Edward H. Lally 


Poultry “ 
FRUITS and VEGETABLES 


Deliveries all along the North Shore between Beverly and Magnolia 
and inland to Hamilton and Wenham 
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Besides the “President Harding,” Mr. Burrage showed 
forty varieties of ladies’ slippers (of the orchid family), 
most of them hybrids, and one specimen of the largest 
known variety, cypripediums Goliath. A false rock work 
had been set up, occupying one end of the upper hall, 
where these ladies’ slippers of the rock habitat varieties 
were shown as if growing. Most of these are European 
varieties. Above them were the tall stem orchids from In- 
dia, cymidiums. Still higher up were some tree orchids, 
growing on imitation stumps—oncidium-Forbesii.  Indi- 
vidual orchid plants shown by Mr. Burrage included also a 


‘specimen of Sophro-Cattleya, measuring about four inches 


across, a hybrid from the Sophro-Nitis, which measured 
only one inch across. This flower showed the results of a 
scientist’s touch. It was given the award of merit at the 
London Horticultural show and bears the grower’s name, 
Pearl. A Blue Cattleya, of the variety Boringeana-lilacina, 
is the nearest approach to a blue orchid that has been pro- 
duced, according to Superintendent Eccleston. For twenty 
years he has been trying to secure a blue flower, and he 
plans to renew his efforts now with this one as a basis. This 
particular plant last year received the highest award at the 
London Horticultural show, the “F. ¢ C.,” and is known 
as the “Alex,” in honor of its grower. It has petals of 
bronze and its lips are crimson and gold. The Princess 


Patricia and the Butterfly Orchid were others in the Bur- 
rage display that attracted attention. 


THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 
KODAK DEVELOPING AND PRINTING 


156 Cabot St. Beverly, Mass. 


Tel. Conn. 


BUTTER AND EGGS 


Game 


BEVERLY FARMS 


MERE EULER PeLCoo 
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LOCAL SEGHOm 


MANCHESTER 


Mrs. Austin C. Jones visited with 
relatives in Cambridge the first of the 
week. 

A son was born last Saturday to 
Mr. and Mrs. Perley Roderick, Cen- 
tral st. 

Maynard B. Gilman spent the 
week-end at the home of his brother, 
Dr. Harry S. Gilman, in Wellesley. 

Mr. and Mrs. George R. Beaton, 
School st., entertained Mr. Beaton’s 
aunt from Peabody over the week- 
end. 

Two large elm trees have been re- 
moved this week from in front of the 
F. Forster Tenney place on Central 
st., adding much to the appearance of 
the property. 

Miss Helen Knight has been chosen 
as one of the delegates from Wheaton 
college, to attend the student volunteer 
conference at Wellesley college this 
Saturday and Sunday. 

Miss Nora Coughlin has - been 
spending a few days at her home on 
Norwood ave., this week. Miss 
Coughlin is completing her course of 
nursing at the Carney hospital, South 
Boston. 

About a dozen of the former mem- 
bers of Co. I., M. S. G., attended the 
banquet at Rockport, Tuesday eve- 
ning, given as the farewell reunion, 
banquet and entertainment of Co. M. 
Capt. Waldo H. Tyler, of the Medical 
corps, was one of the speakers of the 
evening, responding for the Manches- 
ter delegation in a forceful and pleas- 
ing manner. 

Mrs. Dennis O’Sullivan received a 
surprise visit last Sunday from her 
sister, Mrs. M. F. Moses, and daugh- 
ters, Mrs. John Splain, and Miss 
Grace Moses, who now make their 
home in Boston. Mrs. Splain will be 
remembered by many as Miss Mabel 
Moses, who came to Manchester fre- 
quently to visit her aunt some years 
ago. 


New District Nurse 


Miss McGlaughlin, of Hamilton, 
has been secured as district nurse for 
Manchester, to succeed Miss Long, 
who handed in her resignation last 
week, after serving eight years. 

Miss McGlaughlin was in Manches- 
ter last summer, as substitute nurse, 
while Miss Long was away. She has 
had training along the lines required 
for a district nurse and she will come 
to Manchester very highly recom- 
mended. 


Friday, Nov. 12, 1920 


Moving Pictures 


Horticultural Hall : Manchester 
A. N. SANBORN, Mgr. 


SATURDAY—NOV. 13 


One Evening Show Only 
Starting at 7.30 


First Three Reels Repeated 


Wallace Reid in 
‘*SICK ABED’’ 


May Allison in 
‘‘HELD IN TRUST’’ 


TUESDAY—NOV. 16 


One Evening Show Only 
Starting at 7.30 
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1G5°H AND YOUR 


SHIRTS, COLLARS and 
STARCH-WORK to:: :: 


Thomas Saco, Barber 


Tel. 137-M Postoffice Block 
Jos. Vasconcellos, Barber 
Tel. 53-J Central Sq. 
James Beaton, Grocer 
Tel. 8341-W Central St. 
Frank B. Rust, Grocer 
Tel. 96 School St. 


— Agents for — 
MANCHESTER LAUNDRY 


Good work Prompt Service 


Telephone 85-W 
Work called for and delivered 


BWOBOVOBVOROBOBOBVOROBOKO 

James Hurley and family moved to 
Brookline yesterday. 

Mrs. Randolph Taylor is visiting at 
the home of her daughter, Mrs. B. L. 
Boyle. 

Mrs. David Nickerson is visiting at 
the home of Mr. and Mrs. Charles N. 
Smith, Lincoln st. 

Miss Helen B. Crocker, teacher of 
mathematics and history at the Story 
High school, has resigned, her resig- 
nation to take effect at the close of the 
present school term. Miss Crocker 
has accepted a position in the Wake- 
field High school. 

Cool’s Music store opens for busi- 
ness at 2 o’clock this .Friday, Nov. 
12th. Mr. Cool invites the patronage 
of all and will try to supply everything 
in the musical line needed by his pat- 
rons. Pianos, phonographs and sew- 
ing machines on easy terms to suit 
purchaser. All the latest records and 
sheet music, also record and sewing 
machine needles, etc. adv. 


MANCHESTER 


A number of the Legion boys par- 
ticipated in the parade at Gloucester 
yesterday. 

Carleton Needham was operated on 
for appendicitis on Tuesday, at the 
Charlesgate hospital in Boston. | 

The Red Men netted nearly $25 
from their benefit picture show in 
Horticultural hall, Tuesday evening. 

The Manchester Laundry has taken 
the small store in Central sq., between 
the Rabardy and Bingham blocks, and 
will use same as an office. 

William Mettler, who has been vis- 
iting at the home of his sister, Mrs. 7 
Edward Crowell, is leaving tomorrow 
for his home in Auburn, N. Y. 

Sixteen members of Magnolia 
lodge, I. O. O. F., motored to Hud- 
son, Tuesday evening, to join with the 
lodge there in an observance of Odd- 
Fellowship. 

Supt. of Schools George Francis, 
and family, of Everett, have occupied 
the tenement at 5 Washington st. this 
week. With chairman of the school 
board Raymond C. Allen, Mr. Francis 
made an official round of the schools 
the first of the week, prior to taking 
up his new duties as superintendent. 

All orders that wish to enter a team 
in the pitch tournament this winter 
are asked to appoint a committee or 
two to meet with the committee from 
other orders at G. A. R. hall next Fri- 
day eve., Nov. 19, at 7 o’clock, to per- 
fect arrangements for a tournament. — 
It is understood that in addition to the 
Odd Fellows, Red Men, Sons of Vet- 
erans and Legion, the Firemen and 
North Shore Horticultural society will 
enter teams this year. The tourna- 
ment will probably start the first Mon- 
day in December, and there will be 
three series this winter, leading up to— 
a final championship. 


MANCHESTER CLuss UNITE IN 
MusiIcaLE Next WEEK 


The Woman’s club will unite with : 
the Manchester club in giving a musi- : 
cale on Wednesday evening, Nov. 17, 
at eight o’clock, in the Congregational 
chapel. The program will be given 
by the Pinfield-Charak Trio—Carlos * 
E. Pinfield, violinist; Laura A. Pine 
field, pianist; Sophia Charak, lyrie- 
soprano. They will be assisted by 
Maude Huntington Benjamin, reader. 
Members of each club will be ad- 
mitted on their membership tickets. 

The usual fee of twenty-five cents 
will be charged all others. 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 
ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets } 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


Nov. 12, 1920 


NORTH SHORE BREEZE 


and 


Reminder 


aE 


Advertisements under this head 2¢ a word the first week. le 


(CLASSIFIED | ADVERTISEMENT 


a word after the first week. Stamps may be used in payment. 


For Sale 


HOUSE LOT for sale, about 60x100 ft., on 
Rosedale ave. Very desirable location. 
Apply: Mrs. D. O’Sullivan, 26 Lincoln 


st., Manchester. 46 
PEKINGESE for sale. Very handsome 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 


black mask. Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion.—Mrs. R. Curry, 603 
Essex St., Beverly. Phone 247-J. 20-22 


| Lost 


“LOST, in Manchester, between Essex 
County club and Pine st., Tuesday aft- 
ernoon, a diamond and platinum pin. 
Reward for return to North Shore 
Breeze office. 46-48 


The Breeze $2 year, $1 six months. 


Homes for Sale 


NYONE DECIDING to purchase a 

home in Manchester should get in 
touch with me. I now have several most 
desirable propositions—GEO. E. WILL- 
MONTON, cor. School and Union sts., 
Manchester. 


Position Wanted 


CHAUFFEUR would like position; North 
Shore preferred. Experienced in driv- 
ing. Steady, reliable; good references. 
Apply: ‘‘Chauffeur,’’ Breeze office. 43-47 

ss | 


Boys Wanted 


a SE EE | 

BOYS WANTED —To sell vanilla after 
school. Send for free sample bottle — 
WAKEFIELD EXTRACT CO., Sanborn- 


PrivilolLiGE. DAY 


MANCHESTER Post, A. L., OBSERVES 
Day Witru ENTERTAINMENT 
AND DANCE 


An entertainment and dance marked 
the observance of Armistice Day by 
the Manchester post of the American 


Legion Thursday evening in the 
Town hall. Nor was the solemnity 
of the occasion forgotten in the 


gaieties of the evening, for a short 
talk on the meaning of Armistice 
Day was given by Raymond C. Allen, 
who touched briefly on the suspense 
of the four years of war previous to 
the glad tidings that the armistice had 
been signed. 

He also spoke of the duty of each 
one of us to carry on our work as did 
the “doughboy” in the trenches, for it 
was upon them that the leaders de- 
pended to carry along the details 
mapped out. Much depended on the 
privates during the war, he said, and 
much depends upon each one of us as 
privates in civilian life. 

The balance of the program was as 
follows: 

Banjo Selections, 


Miss Shirley Thorn (Boston) 


Reading, John Thomas (Gloucester) 
Vocal Solo, 
Miss Mary Silveira (Gloucester) 


(Allyn Brown, Accompanist) 


Banjo Selections, Miss Thorn 
Reading, Mr. Thomas 
Solo, Miss Silveira 
Star-Spangled Banner, Audience 

The entertainment, which lasted 


until about ten o’clock, was followed 
by dancing. 


Latest styles in Lamson & Hubbard 
soft hats and caps at Bell’s Beach st. 
store. adv. 


Talent is something, but tact is ev- 
-erything —W. P. SARGILL. 


BowLEsS—EDGECO MB 


At the home of the bride’s father, 
38 Forest st., Manchester, last evening 
— Armistice Day — Miss Ethel Belle 
Edgecomb, second daughter of Daniel 


Edgecomb, was united in marriage to 


William Arthur Bowles, of Beverly. 
Rev. F. W. Manning, of the Congre- 
gational church, performed the cere- 
mony in the presence of the immediate 
family connections of the young cou- 
ple and a few close friends. The dou- 
ble ring service was used. 

The bride wore a gown of blue silk 
tricolette, and carried a bouquet of 
carnations. She was attended by a 
cousin, Miss Ethel Guy, of Lynn. 
George Bowles, of Beverly, was his 
brother’s best man. 

The room in which the ceremony 
was performed was nicely decorated 
with autumn foliage and chrysanthe- 
mums. 

Refreshments of ice cream and 
wedding cake were enjoyed by the 
company. There were some very 
beautiful presents of cut glass and sil- 
ver. After a short wedding trip, Mr. 
and Mrs. Bowles will make their home 
in Beverly. 


GooDWIN—SILVA 


At the residence of Rev. Dr. Rider, 
in Essex, last Sunday evening, Ed- 
ward Goodwin and Miss Bella Silva, 
both of Manchester, were united in 
marriage. The bride is the younger 
daughter of Mr. and Mrs. John Silva, 
of Forest st. 

The young people were attended by 
Mr. and Mrs. Albert Peters, of this 
town, and Mrs. Mary E. Bonia acted 
as ring bearer. a 

Mr. and Mrs. Goodwin are living 
in the Baker house, at 1 Washington 
st., Manchester. 


N. GREENBERG 


BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 


(Oppe- P05) 


34 Union St. Manchester 


Manchester Magnolia Bev. Farms Boston 
SMITH’S EXPRESS COMPANY 


Principal Boston Office: 32 Court Soa. 
Tel.: Boston Main 489; Manchester 119 


First-Class Storage for Furniture 
Separate Rooms Under Lock 
MANCHESTER MASS. 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


_——————————————— 


INSURANCE 
Any Kind Anywhere Any Amount 
GEO. E. B. STROPLE 
General Manager 
Also District Manager John Hancock 
Mutual Life Ins. Co., of Boston 


ROCKPORT, MASS. 


MORTGAGEE’S SALE OF REAL 
ESTATE 


; By virtue of a power of sale contained 
in a certain mortgage deed given by Ralph 
H. Lane to Enoch A. Crombie, dated Sept. 
12, 1919, and recorded in Essex (South 
District) Registry of Deeds, Book 2426, 
Page 258, for breach of the conditions 
contained in said mortgage, and for the 
purpose of foreclosing the same, will be 
sold at public auction upon the premises 
on Saturday, the fourth day of December, 
1920, at 1.45 o’clock in the afternoon, all 
and singular the premises conveyed by 
said mortgage deed; namely, a certain 
pareel of land with the buildings thereon, 
situate on Essex st., in said Manchester, 
bounded and described as follows: Begin- 
ning at a point 146.18 ft. northerly from 
Pleasant st. and running northerly by 
land of Sarah EH. Crombie about 105.6 ft. 
to an iron rod driven in the ground by 
said Essex st.; then turning and running 
southeasterly on said Essex st. to land of 
Benjamin M. Crombie; then southerly by 
land of said B. M. Crombie to a point 
146.18 ft. from the said Pleasant st.; then 
turning and running westerly about 57 ft. 
by land of Enoch A. Crombie to the point 
begun at. 
ENOCH A. CROMBIE, 

Mortgagee. 

nov.13,20,27 


PARENT-TEACHER ASSOC. 

The November meeting of the Par- 
ent-Teacher association, Manchester, 
will be held at the Price school hall, 
Thursday evening, Nov. 18. Notice 
the change from the usual meeting 
night. 

This being children’s book week, 
Dr. Glendenning will give a talk on 
good books for children. 

Miss Grace Monks will tell about 
her interesting work in Lawrence. 


Brisk talkers are generally slow 


thinkers.—SwIFT. 
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NORTH SHORE BREEZE CoO. 
MANCHESTER, MASS. 


Enclosed is $2.00 for one year’s subscription—d2 issues— to 


NORTH SHORE BREEZE 


All subscriptions received during Nov. or Dec., FREE the balance of 1920 


Give Complete Address — Write Plainly 


Name 


LOL: «clr concert aioe City 


The subscription price in the United States, its dependencies and Cuba is $2.00 a year; 
in Canada $2.50 a year; foreign countries $3.00 a year 
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BREEZE FREE BALANCE ' 
OF 1920 


Boe a practice of 
16 years, the NORTH 


0 


es 


i 
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' 
( ; 
| SHORE BREEZE makes this | 
offer to all new subscribers. { 
All subscriptions received in | 
j these last two months of | 
t the year will date from Jan. | 
1, 1921—but the paper will 
go forward the balance of | 
: | 
| 


this year free. 


$2 a year—4c a copy 
(10c 


LO) >) ) A * 


at newstands ) 


MANCHESTER 


Miss Mary Morley arrived home 
Wednesday from Tilton, N. H., hav- 
ing completed her term of substitute 
teaching there. 

The roof of the Powder House, 
one of Manchester’s historic land- 
marks, has been shingled and put in 
repair the past week. This building, 
constructed of brick, 8 ft. square, is 
Manchester’s visible and enduring evi- 
dence of preparation during the days 
immediately preceding the War of 
1812. It is a matter of historic pride 
that the bricks for this building were 
carried up the steep hill by the wom- 
en of the town, who piled as many as 
they could carry into their aprons. 
The building is still in a fair state of 
preservation, The town ought to 
treasure this spot and spare no ex- 
pense in keeping it in repair that it 
may pass through the ages as a monu- 
ment to the loyalty of Manchester 
men and women in the trying days in- 
cident to the War of 1812, when 
Manchester seamen engaged in com- 
merce and in fishing suffered the hard- 
ships that led finally to an open break 
with England. 
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SOL OSOX 54 > $30 Od SOLOS 
arate Teens arenes 
For the first time in the history of 
the American theatre, the two most 
distinguished light opera comedians 
on our stage—Francis Wilson and De 
Wolf Hopper—will be seen together 
on Monday night, Nov. 15, at the 
Globe theatre, Boston, in an elaborate 
revival of the most famous of all light 
operas, ‘““Erminie.” The Boston open- 
ing will be the Metropolitan premiere 
of a revival which is expected by its 
promoters, George C. Tyler and Wm. 
Farnum, to shatter records from one 

end of the country to the other. 
More than a sentimental interest on 
the part of the older theatregoers 
should attach to this production. For 
the new generation there will be af- 
forded the opportunity of hearing a 
score which is admittedly one of the 
most tuneful and charming in the 
whole repertoire of light opera and for 
all lovers of the stage there will be in- 
terest in seeing the Messrs. Wilson 
and Hopper in the most congenial 
roles of their respective careers. Ad- 
mirers of Mr. Wilson will find a par- 
ticular interest in welcoming him back 
to the field of light opera which he de- 
serted for legitimate comedy shortly 
after the last revival of “Erminie” 
seventeen years ago. On that occa- 
sion Henry E. Dixey had the role 
which Mr. Hopper is now to play. 
The two comedians will, of course, 
be seen as that classic pair of scamps 
and vagabonds—Cadeaux and Raven- 
nes. Mr. Wilson will have his origi- 
nal role of “Caddy,” a part which he 
created when the piece was first pre- 
sented at the Casino theatre, New 
York, in 1886, and which he has since 
played thousands of times. Though 


g Free ac 
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Mr. Wilson and Mr. Hopper have 
been almost lifelong friends, they 
have never before appeared together 
on the same bill. 


STRAND THEATRE, LYNN 


The Selznick revival of ‘“Panthea,” 
with Norma Talmadge in the title 
role, which will appear at the Strand 
theatre, Lynn, Monday, Tuesday and 
Wednesday of next week, affords at 
one time, both the opportunity of 
witnessing this talented emotional ar- 
tiste at the height of her professional 
career and also of seeing one of the 
most powerful and gripping dramatic 
productions that the stage or screen 
has yet produced. The story begins 
in Russia with Panthea fleeing from 
the net of the dreaded secret police, 
who have falsely accused her of being 
a revolutionist. Escaping to England 
she marries a young composer and 
the greatest situation in the play 
comes when she sacrifices herself that 
he may achieve success. On the same 
program will be shown Conway 
Tearle in ‘““Marooned Hearts,” a pic- 
ture which shows the folly of making 
sacrifices to gratify whims. The bal- 
ance of the program includes a com- 
edy, “Chase Me,” Screen Snapshots 
and Review. 

On Thursday, Friday and Saturday 
will be shown Alice Lake in “Body — 
and Soul,’ a most unusual romance 
of the artist quarter of Paris, and 
“Trumpet Island,’ with an_ all-star 
cast adapted from the novel by Gou- 
verneur Morris. An Al. St. John 
comedy, “The Aero-Nut,” Illiterate 
Digest, comprised of original sayings 
by Will Rogers, and Review complete 
the program. Vocal duets will be 
rendered by the Misses Hale and 
Thompson and the Strand Symphony 
orchestra and Miss M. Frances 
Doughty, organist, will be heard in a 
number of pleasing musical selections. 


HortTIcULTURAL HALL, MANCHESTER 


The attraction at Horticultural hall, 
Manchester, this Saturday evening, 
will be Wollace Reid in ‘Sick Abed,” 
and “Held in Trust,” featuring May 
Allison. 

The usual show will be held next 
Tuesday evening. . 


Larcom THEATRE, BEVERLY 
Week of Nov. 15 
Mon. and Tues.—Pearl White in 
“The White Moll.” Topics of the 
Day . Pathe News. 
Wed. and Thurs.—Constance Tal- 


madge in “The Virtuous Vamp.” 
Alice Lake in “The Misfit Wife.” 
Kinograms. 

Fri. and Sat.—Antonio Moreno in 


the first chapter of “The Veiled Mys- 
tery.” Kinograms. Comedy. 


The BREEZE $2 year, $1 six months, 
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' J. HARRIS 


\ CUSTOM TAILOR 


LADIES and 
GENTLEMEN 


All work done by first-class work- 
men; reliable, satisfactory and rea- 
sonable. 


SS x 


A Complete 
Line of 


Staple and Fancy Groceries 


S. S. PIERCE GOODS 
BULLOCK BROS., GROCERS 


POST OFFICE BLOCK Telephone 190 MANCHESTER 


ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 
REGISTERED PHARMACISTS ALWAYS ON DUTY 
8388 


TELEPHONES: 217. It one ts busy call the other 


NO, THEY ARE NOT 
TOO BAD TO MEND 


Let us see the shoes before you throw 
them away. You will be surprised at 
what wonders we accomplish with 
worn-out shoes with our up-to-date 
methods, machines, etc. In these days 
of high prices, it is a blessing for a 


(as 
Telephone 658-W Se 
imal 


CENTRAL SQ., MANCHESTER 
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MUSIC CONFERENCE 


MANCHESTER Woman’s Cius En- 
TERTAINS CLuss From NEARBY 
Towns 


The music conference held in con- 
nection with the regular meeting of 
the Manchester Woman’s club, in the 
Congregational chapel, Tuesday after- 
noon, drew some fifty members rep- 
resenting the clubs from neighboring 
towns, in addition to a large number 
of members of the local club. 

Miss Annie L. Lane, who has re- 
cently been appointed director of this 
district, introduced Mrs. Allen S. 
Peabody, the president of the club, 
who in turn extended a cordial wel- 
come to the guests. Mrs. Peabody 
then announced the evening musicale, 
which is to be held in the chapel, next 
Wednesday, Nov. 17, for the members 
of the Manchester Woman’s club and 
the Manchester club, and their hus- 
bands and wives, respectively. 

After the business of the meeting 
was concluded, Miss Emily Ferreira 
sang several selections, which were 
enthusiastically applauded by her au- 
dience. 

The meeting was then turned over 
to Mrs. Arthur H. Davison, of Dor- 
chester, chairman of the music com- 
mittee of the State Federation of 
Women’s clubs. The subject of her 
talk was “What the Music Commit- 
tee of the Women’s Clubs Means to 
the Community.”’ She urged the nec- 
essity of good music and related sev- 
eral instances in which the music com- 
mittee of the clubs had been directly 
instrumental in having better music, 
both in the schools and in the homes. 

At the conclusion of Mrs. Davison’s 
talk, the delegates told of the progress 
their respective clubs are making 
along musical lines. 

The community singing was led by 
Mrs. Davison. Among the songs 
were “How Firm a Foundation” and 


man with a family to have such a re- 


Copyright 4 P&E bl A 


29 Beach St., 


pairing shop in town as 


J. A. CULBERT’S 


MANCHESTER 


Also Trunk and Bag Repairing 


“America, the Beautiful.” 

Mrs. Nina del Castillo, of Cam- 
bridge, then spoke on the “Different 
Phases of Music for Motion Pictures.” 
She said that we should insist upon 
good music at our favorite theatre. If 
the picture is not properly interpreted 
by the pianist or organist it is spoiled 
for a large percentage of the audi- 
ence; yet, though these people leave 
vowing never to return until the music 
is improved, they say nothing about it 
to the manager, and the result is the 
music continues the same. There are 
very few theatres in Boston, she stat- 
ed, where there is really good, intelli- 
gent music with the pictures; due 
principally to lack of forethought. To 
successfully interpret the motion pic 
tures requires a wide knowledge of 
music, a nimble mind and a sense of 
humor, she said. 

The meeting was followed by the 


usual social hour, with Mrs. Raymond 
C. Allen as hostess. 


Woutp TAKE THE HARDER TASK 


Mother — Bessie, why don’t you 
wash the dishes? It is easier to do a 
thing than to sit and think about it. 

Bessie—Well, mother, you wash the 
dishes and I’ll sit and think about it.— 
Boston Transcript. 


Jobbing express and local trucking. 
—Augustus Ferreira. Tel. 318-]J. adv. 
When you think of painting think 
of Tappan, 17 Bridge st., Manches- 
ter adv, 
Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv. 


Caller—Well, Johnny, how do you 
like school ? 

Johnny—Oh, pretty well, only I 
think it’s a waste of playtime——Bos- 
ton Transcript. 


Telephones 610, 611 


HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
Kitchen Furnishings 


S. S. PIERCE GROCERIES 
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UNION ST. 


FISH MARKET 


W. H. Clancy, Proprietor 


40 Union St. - - - MANCHESTER | 
Open all Winter 


All kinds of Fish in season 


— Also — 
MEATS AT CUT PRICES 


TELEPHONE 99-J. | 


WANTED—Washings to do by the 
hour, day or week, at your own home. 
No muss or fuss and work fully 


guaranteed. For particulars call Man- 
chester 168-W and ask for Mrs. Tor. 


w% P. LATIONS 


CARRIAGE BUILDER — AUTOMOBILE REPAIRING 
Special Attention to Automobile Painting 


Auto Trimming—Slip Covers—Tops Recovered 
Telephone 206-M 


DEPOT SQ. 


Storage for Carriages 
MANCHESTER 


Silva's Express 
LOCAL EXPRESSING 


Furniture and Piano Moving by 
Auto Trucks, long distance or local 


STORAGE FOR FURNITURE 
Rubbish and Garbage Collected 


Tet. 11-W. P. O. Box 223 
Residence: Morse Ct., Manchester 


G. A. KNOERR 
Everything Electrical 


4 School St... MANCHESTER 
Telephone 259-R (House 259-W) 


MT. PLEASANT DAIRY 
Roc Lee Bn ater: 


Dealers in 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER --- MASS. 
P. O. Box 129 - Telephone Connection 


Mrs. Robert Mitchell and son, of 
Danvers, visited at the home of Mrs. 
Mitchell’s mother, Mrs. Sarah Crom- 
bie, the first of the week. 


The leading rule for every calling 
is diligence. Leave nothing for tomor- 
row which can be done today.—ABra- 
HAM LINCOLN. 


Those who have finished by making 
all others think with them have usual- 
ly been those who began by daring to 
think with themselves.—CoLTon. 


Bow.inc Notes 
The first-and second I. O. O. F. 
teams bowled at the Manchester alleys 
Monday evening. The first team won 
by a decisive score,—1282 to 1213. 
The totals: 
I. 0. O. F. REGULARS 


1 ot 3 AMAL 

Hutchinson 79 92 92— 263 
H. A. Bell 80 ET T4— 231 
C. BH. Smith 79 74 82— 235 
A. Cool 104 86 87— 277 
Wi Be). Bell 91 83 102— 276 
433 412 437—1282 

TrOROF hASUBS 

1 2 3 AA 

A. C. Jones fa 99 82— 252 
MeDiarmid 85 73 96— 254 
W. Cook ies 79 77— 228 
Diamond 78 79 88— 245 
G. Cool 83 78 73— 234 
389 408 416—1213 


Next Monday evening, at 8 o’clock, 
the I. O. O. F. and Red Men will 
meet at the local alleys. 

Progress is being made in the for- 
mation of a league in Manchester this 
winter. It is understood that, besides 
the I. O. O. F. and Red Men teams, 
there will be teams representing the 
K. of C. and the American Legion. 

It is also thought there may be an 
inter-town I. O. O. F. league, also, 
representing Salem, Gloucester, Bev- 
erly and Manchester lodges—a North 
Shore league. 


‘an early date. 


MANCHESTER | 


Mrs. Waldo Peart is substituting in 
the sixth grade until a new teacher is — 
elected to fill the vacancy made by | 
the resignation of Miss Olive F. Jen- 
ness. 

Miss Helen Cheever is to resign 
her position as teacher at the Salem ~ 
Normal school at the completion of — 
this term and will accept a similar po- © 
sition in a private school at Beverly 
Farms. 

Lester Goldthwaite and: family yes- 
terday moved from the Blaisdell cot- 
tage on Summer st. to the Hurley cot- 
tage, off Norwood ave., and Thomas 
Saco and family moved from the 
house near the telephone office ,to the 
place vacated by the Goldthwaites. 

Persistent rumors are in circulation 
to the effect that the Manchester 
House has been leased and is soon to 
open for business. There is no truth © 
in the reports, although negotiations 
are now pending for the purchase of 
the hotel fixtures — furniture, linens, 
bedding, etc., and it is thought some- 
thing definite will be decided upon at © 
The most likely pur- 
chaser is Mrs. A. Grover, of Holyoke, ~ 
who will be remembered by some of 
the Manchesterites of more than a ~ 
generation ago. It was the late hus-~ 
band of Mrs. Grover who was in part- 
nership with the late M. J. Callahan ~ 
in opening the Manchester House — 
back in the early 90’s. Mrs. Grover — 
has been conducting several hotels in 
the western part of the state, but she : 
professes a great fondness for Man-~ 
chester and is anxious to come here ~ 
again. She may purchase the equip- 
ment and then lease the building from 
the Peabody estate. She would open 
the place at once and run a first-class 
hotel and dining room. 


VALENTINE’S TRUCKING CO. 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 


Large and Small Shipments in Either Direction 


also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 


Telephone 375-W, E. L. Valentine, 49 School st., Manchester 
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Rev. Frederic W. Manning, Minister 


SUNDAY: Morning service, 10.45; evening service, 7 0’clock 


MISS GRACE MONKS, of Manchester Cove, 


will give a talk at the 
Sunday Evening Service on 


SiHiEeRELIGIOUS, IDEA IN INDUSTRY” 
Public Cordially Invited 


e 


MaANGHESTER CHURCHES 


Congregational church, Rev. F. W. 
Manning, pastor.— The pastor will 
preach Sunday morning; service at 
10.45. At the evening service, 7 
o’clock, Miss Grace Monks, of Man- 
chester, who has had such wide ex- 
perience in war work abroad and in 
this country, and has been so active in 
relief work in Lawrence and other in- 
dustrial centers — will give a talk on 
“The Religious Idea in Industry.” 
The public is cordially invited to at- 
tend. 


A very pleasant social was held 
Wednesday evening at the Congrega- 
tional chapel, to which all the allied 
organizations of the church were in- 
vited. The program of the evening 
was arranged by A. C. Needham, 
chairman of the social service commit- 
tee.. An orchestra, in charge of Miss 
Bella Porter, played during the eve- 
ning; Mrs. Lee W. Marshall sang 
and Miss Lila Goldsmith read several 
selections briefly. Rev. Mr. Manning 
also spoke. As a closing feature of 
the entertainment program community 
singing was led by Mrs. Raymond C. 
Allen. The evening proved most suc- 
cessful in every way. Light refresh- 
ments were served. 


eapestechurch, Rev, H. E. Levoy, 
minister—Rev. Mr. Cunningham, of 
Rockport, will preach both morning 
and evening, Sunday, in the absence 
of the pastor, who has been called 
away by the illness of his mother, in 
Saar Lake, N. Y. 

Miss Eva Campbell, of the West 
End Italian Mission, Boston, will be 
the speaker Monday evening at a 
meeting of the World-Wide Guild, at 
the Baptist parsonage. 


“TLapies’ NIGHT’ OBSERVED BY CAPE 
ANN FEDERATION 


The Cape Ann Federation of 
church men held a social and “ladies’ 
night,” at the Baptist church, Man- 
chester, Wednesday evening. Sixty- 
odd people attended and enjoyed a 
pleasant evening, the feature of which 
was an address by Rev. George A. 
Lawson, of Somerville. 

Previous to the address of the eve- 


ning, Rev. H. E. Levoy led the gath- 
ering in a short gospel service, follow- 
ing which the meeting was turned over 
to the president of the Federation, 
Rev. A. W. Warren, of First Baptist 
church, Gloucester. 

David I. Robinson, of Gloucester, 
treasurer of Essex county, called at- 
tention to the need of the church or- 
ganizations to do more work in look- 
ing after the boys of the community 
of the teen age. Juvenile offenders 
are on the increase, he said, and he be- 
lieved this was due in a very large 
measure to the moving pictures. More 
cooperation is needed and some real 
hard work must be done if we are go- 
ing to save the youths. Mr. Robinson 
offered a motion to the effect that a 
special rallying committee from each 
church work with the aim of getting 
more of the boys and young men to 
attend these church meetings. 

Rev. John Stoddard, of Rockport, 
urged more inter-church visitations. 
There is need of a genuine interest 
among all the churches, in these times, 
when there is so much indifference 
abroad in the land. Mr. Stoddard 
moved that three from eadly church vis- 
it each of the other churches and re- 
port at the next Federation meeting. 

Mr. Robinson further aimed to 
arouse an interest in church work by 
offering as a reward at the next meet- 
ing a copy of “Harmony of the Gos- 
pels,” for the winner of a debate to be 
arranged for that meeting. 

The subject of Rev. Mr. Lawson’s 
talk was ‘‘Manhood at Its Best, and 
the Church as Relating to That Man- 
hood.” As the basis of his talk he 
took the words of an epitaph: “Think 
of all that a man ought to be, and he 
was that.” He developed his talk 
along the line of a man’s mental, phy- 
sical, and moral and spiritual training, 
and pointed to the need of a closer fel- 
lowship with the church and Jesus 
Christ in order to develop that train- 
ing. 

A social hour brought the evening 
toa close, cocoa, cakes, doughnuts and 
cheese being served by a committee of 
the local church. 


Those who can command _ them- 
selves command others—HAz _IrTtT. 
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PROMOTION FOR Pror. Norton AT 
TECH NOLOGY 


After 25 years of active service in 
teaching and research work in applied 
chemistry and chemical engineering at 
the Massachusetts Institute of Tech- 
nology, Dr. Wm. H. Walker has ten- 
dered his resignation as director of the 
division of industrial codperation and 
Fesearch, to take effect Jan. 21, 1921. 

This division acts for the Institute 
of Technology in the administration 
of its obligations incurred under the 
Technology plan, by which more than 
200 prominent industries of the coun- 
try have made contracts involving an- 
nual retainer fees of more than $250,- 
000. 

Dr. Walker will be succeeded by 
Charles L. Norton, Professor of In- 
dustrial Physics at the Institute and 
Director of the Research Laboratory 
of Applied Physics. 

Prof. Norton has long been in 
close contact with a wide range of in- 
dustries. He was early associated 
with the late Edward Atkinson in the 
pioneer work of fire prevention and 
as engineer in charge of the insurance 
engineer experiment station. He is 
the inventor of processes largely used 
in the manufacture of asbestos wood 
and asbestos shingles. He has recent- 
ly developed in this country processes 
for the manufacture of metallic mag- 
nesium, a metal much wanted for 
chemical uses and the manufacture of 
light alloys, the supply of which, 
coming from Germany, was entirely 
cut off by the war. 

He is a director or executive of a 
number of manufacturing corpora- 
tions and is a Fellow of the American 
Academy, member of the American 
Society of Mechanical Engineers, 
American Physical society, American 
Chemical society, American Society 
for Testing Materials, and others. 

Prof. Norton is well known in 
Manchester, where he formerly lived. 
He married the daughter of the late 
Deacon and Mrs. Joseph A. Torrey. 
He has a summer home at Annisquam. 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NortH SHORE 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv, 


Frank sincerity, though no invited 
guest, is free to all, and brings his 
welcome with him.—Havarp. 


Nothing is more simple than great- 
ness; indeed, to be simple is to be 
great—EMERSON. 


People believe what they want to 
believe—notice how they accept as ac- 
curate the thermometer that records 
the lowest temperature on a cold day. 
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STOP! LOOK! 
LISTEN! 


When you want painting, pa- 
perhanging, decorating, furni-. 
ture refinished, glass reset, pic- 
tures framed, window — shades 


made to order and mirrors re- 


finished, we will be pleased to 
give you an estimate, and satis- 
factory work will be guaranteed. 


No job is too large or too small 
for 


STEELE and ABBOTT CO. 


Pia tad 8 El, fa Sen Wine 


Assoc. Mem. Am. Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester - 


Tel. 645-W 


RAYMOND C. ALLEN 


MANCHESTER 


Member Boston Soc. C. E. 


Tel. 73-R and W. 


IF YOU HAVE NOT HAD YOUR FURNACE 


attended to for the winter—let us 
look after it for you at once 


Perfection Oil Heaters $7.50 


Telephone 
245 


JOHN W. CARTER CO. 


Sheet Metal Work a Specialty 


10 School St. 
MANCHESTER 


STORYeHIGHs SCHOOL” 


MANCHESTER 


Florence Lucas is carrying her arm 
in a sling, due to a fall the first of 
the week. 

Senior supper at Baptist vestry next 
Thursday, Nov. 18. 

The Story High school football 
team was defeated by Saugus High 
yesterday afternoon at Saugus by the 
score of 19-3. 

Are you going to the Junior dance, 
Thanksgiving eve? 

At a meeting of the girls Tuesday, 
it was voted to continue Glee club this 
winter. 


TRAGIC 

He (during quarrel)—Then why 
did you marry me? 

She—Just to get even with that 
hateful Maud Brown and to make her 
cry her eyes out because I took you 
away from her. 

He—Good heavens, woman, what 
have you done? Why, I married you 
just because she threw me over.— 
Boston Transcript. 


The Breeze $2 year, $1 six months. 


GLOUCESTER-Boston Boat 


The Boston and Gloucester Steam- 
ship Company continues to ply _ be- 
tween Boston and Gloucester daily as 
has been its custom for years. The 
“City of Gloucester” leaves Glouces- 
ter every morning at 5 o’clock, arriv- 
ing at 244 Atlantic ave., Boston, about 
8. She leaves for Gloucester again 
at 1 p. m., arriving at 3.45. 

There have been some _ recent 
changes in the official personnel of 
the company. Capt. James A. Jerne- 
gen has succeeded Capt. Merchant as 
manager, and Capt. Fred H. Pray has 
just taken command of.the “Glouces- 
ter.” Capt. Pray has recently re- 
turned from duties connected with the 
Shipping Board, down in Cuban wa- 
ters. 

The “City of Gloucester” is very 
warm, clean and comfortable, which 
combined with congenial management 
is quite an inducement for liberal pas- 
senger traffic. 


Take the selfishness out of this 
world and there would be more happi- 
ness than we should know what to do 
with H. W. SuHaw. 
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PROF-JAMES 


the brilliant psychologist at Har- 
vard, asked a carpenter who was 
working on the place if he thought 
all carpenters stood on the same 
level, and if not how he would in- 
dicate the difference between men— 
10, 20, 30 percent or whatever. 


The carpenter, after pondering the 
question all day, finally said: ‘‘ There 
ain’t much difference between men, 
but what there is is mighty import- 
ant.’’ 


CORSET SHOES 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
‘‘tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 
143 Essex St., Salem. 
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Mrs. Charles Silva and children, of 
Pine st., left Tuesday for a visit with 


_ relatives in Portland. 


Mr. and Mrs. E. F. Height re 
turned Wednesday of last week from 
a short visit to Mr. Height’s former 
home in Nova Scotia. 

Mr. and Mrs. D. Elmer Butler and 
family motored to Chester, N. H., 


over the week-end, visiting Mrs. But- — 


ler’s parents, Mr. and Mrs. 
Adams. 

Mrs. Wm. Cool and son, Donald, 
returned to their home in Watertown, 
Sunday, after spending a week with 
Mr. Cool’s parents, Mr. and Mrs. 
Samuel Cool, Allen ave. 

Mr. and Mrs. James Salter, of 
Middleton, were in town Sunday re- 
newing acquaintances and calling on 
friends. Mr. Salter is connected with 
the county agricultural school at Ha- 
thorne. 

Mrs. Samuel Cool celebrated her 
64th birthday on Armistice Day, at 
her home on Allen ave. Miss Fannie 
Cool celebrated her 12th birthday on 
the 10th. Mr. and Mrs. Samuel Cool 
will celebrate their 44th marriage an- 
niversary, Tuesday, the 16th. 


Allan 


Let us have faith that right makes 


Nov. 12, 1920 


might, and in that faith let us dare to — 


do our duty as we understand it—_ 


LINCOLN. 


HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 


Hrs., 6 to 10 p.m. Sat. Tel. 338-W. 
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LIBRARY NOTES 


New Books in Manchester Public Library 


I wish to call your attention to a 
few books that were written many 
years ago and at that time gave enjoy- 
ment and information to many people. 
They are all worth reading, and if you 
have read them you may want to re- 
new acquaintance with some old 
friends. 

“People at Pisgah,’ by Edwin W. 
Sanborn, is a very amusing little story 
of a minister’s vacation. There is a 
good laugh on almost every page. 

John Kendrick Bangs is always en- 
tertaining. “Mr. Munchauson’ is one 
of his best. The drawings, by Peter 
Newell, add much to the humor of the 
book. “The House Boat on the Styx” 
and “The Pursuit of the House Boat’ 
are two other good books by this au- 
thor. 

George Ade is probably _ best- 
known by his “Fables in Slang;’ but 
he wrote, in 1907, a bright story called 
“The Slim Princess.’ She lived in a 
country where one had to be fat to be 
considered beautiful. You will be in- 
terested to read about her trials and 
tribulations and ultimate success. 

William Black wrote many good 
novels, but there are two stories that 
seem to have been more in demand 
than the rest — “The Hansome 
Humes” and “Breseis.” 


Devoe’s Specialize 


LADIES’ BLOUSES 
SILK PETTICOATS 
LISLE 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


in 
UNDERWEAR 


HANDKERCHIEFS 
and SILK HOSIERY 


SALEM 


Another writer of novels whose fic- 
tion was always bubbling over with 
wit and humor was Frank R. Stock- 
ton. “The Casting Away of Mrs. 
Lecks and Mrs. Aleshine’ is a good 
story. The description of the ludi- 
crous misfortunes of these two ship- 
wrecked women is funny, indeed. 

A good boys’ story, published in 
1869, is “The Story of a Bad Boy,” 
by Thomas Bailey Aldrich. The au- 
thor was born in Portsmouth and the 
“Rivermouth” of his story is the 
Portsmouth of his boyhood. 

If you want to get a good idea of 
life in the rural districts of Maine 
about 1880 you should read “A Coun- 
try Doctor,’ by Sarah Orne Jewett. 
She was the daughter of a physician 
and no doubt lived the life she por- 
trayed so vividly. 

If the name of Harriet Beecher 
Stowe is mentioned today, one natur- 
ally thinks of her famous novel, 
“Uncle Tom's Cabin.’ However, 
Mrs. Stowe wrote many other works 
of fiction, but probably the present 
generation of readers does not know 
even the names of any of them. There 
are two that are certainly worth read- 
ing—“The Munister’s Wooing’ and 
Old Town Folks.” The author was 
the daughter of a minister, and several 
of her brothers were ministers and 
she was the wife of a minister, so that 
her description of the old New Eng- 
land theocracy that flourished in the 
early part of the last century is a very 
true and faithful one. 


THANKSGIVING LINENS 


LUNCH CLOTHS —- PATTERN CLOTHS — NAPKINS and HEMSTITCHED 
CLOTHS—Also DAMASK by the yard 


Now is the time to see what you need in Table Linens 
Our special effort is to give the people the right goods at right prices 


JOHN H. NEWELL’S DRY GOODS STORE 
220-224 Cabot St., BEVERLY 


In Plain and Fancy 
Patterns 


— J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel. 68-M. 
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H. M. PERKINS 
baberdasher 


246 Essex St. SALEM 


WINER’S 


WOMEN’S SAMPLE SHOP 
2464 ESSEX ST., SALEM 
Telephone 574-W Up one flight 


OBVOKOBORONOBONONONOMONOMONON 
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Hawthorne Cafe 


271 Essex St. 
Salem, Mass. Tel. Conn 


BWOBVOWOBOKOS 

A good story, having to do with 
New England character, is “Seven- 
oaks,” by J. G. Holland, author of 
that well-known poem, “Bitter 
Sweet.” “The Lure of Fame,” by 
Clive Holland, is a work that was 
much read during the first years of 
this century. 

Historical novels are often dry, but 
“The Green Mountain Boys” is not 
that kind. It tells about the early set- 
tlement of Vermont. 

While looking over some old books 
that had been taken from the library 
shelves and put upstairs I came across 
four works of collective biography 
that seemed to me should make at- 
tractive reading, and at the same time 
add much to our knowledge about 
men we should know more about. 
One of these volumes—“Self-Made 
Men,” by Charles C. B. Seymour, 
was given to the library by the late 
Rev. D. F. Lampson, historian of the 
town. In it you will find short bio- 
graphical sketches of over sixty men 
who made their mark in life without 
the aid of birth or fortune. 

“Extraordinary Men, Their Boy- 
hood and Early Life,’ by Wm. Rus- 
sell, should appeal to the boys and 
girls. We are told much about the 
boyhood of twenty-five men who be- 
came noted characters in later life. 
Another is “Captains of Industry,” by 
James Parton. Here you will find 
short life histories of forty-eight men, 
among them being Governor Edward 
Winslow, the Business Man of the 
Pilgrim Fathers; Ezra Cornell, who 
later became the founder of Cornell 
university, and Gabriel Daniel Fah- 
renheit, of whom we are reminded ev- 
ery time we look at a thermometer. 
The fourth work is “Sketches of Illus- 
trious Soldiers,’ by James Grant Wil- 
son. Here are twenty-five short biog- 
raphies all worth reading. 

Next week we hope to have some 
new books. —R. T. G. 


Augustus Ferreira—jobbing express 
adv. 


and local trucking, Tel. 318-J. 
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MAGNOLIA 


Rev. Thos. Street was entertained 
by Mr. and Mrs. Fred Dunbar while 
he was in Magnolia over Sunday. 

Last Sunday Mr. and Mrs. George 
Adams visited their son, Master John 
Adams, at St. Mary’s school, Danvers. 

Mrs. Edgar Story spent the week- 
end in Dover, N. H., the guest of Mr. 
and Mrs. Ralph Story, who are lo- 
cated there. 

Miss Jannette McLellan, of New 
York, is visiting Miss Marion Story, 
on Western ave. Miss McLellan and 
Miss Story were classmates at North- 
field. 

News has been received of the mar- 
riage, at Groton, Conn., Oct. 257201 
Vernon Wolfe, son of Mr. and Mrs. 
James Wolfe, of Magnolia, and Miss 
Gertrude Francis, of Groton. 

Miss Abbott’s dancing class for 
children last Saturday afternoon was 
well attended. It is a very interest- 
ing class and Miss Abbott invites the 
mothers to drop in to see the children 
work. 

Two teams of ladies met at the 
bowling alleys Tuesday evening. Miss 
Mary Abbott had the highest score. 
All are looking forward to Friday 
evening, when the Aid society and 
the Magnolia A. A. will have a whist 
party at the Men’s clubhouse. 

The Ladies’ Aid society met Wed- 
nesday evening with Mrs. Ernest 
Howe to talk over its winter plans. A 
list of committees and dates of their 
activities will be in the BREEzE next 
week. Mrs. Howe has again taken 
up the duties of president of the soci- 
ety for the winter in place of Mrs. 
Alice Lycett, who is in Hudson. 
On Thursday last John Abbott, one 
of our three remaining veterans of the 
Civil war, started for Anaheim, Calif., 
where he will spend the winter with 
his son. This is the third winter Mr. 
Abbott has spent in California. On 
the two other trips he attended the 
National G. A. R. Encampments,— 
one at Columbus, Ohio, and again at 
Portland, Oregon. 


The whist party given by the La- 
dies’ Aid at the Woman’s clubhouse 
on Friday evening was one of the suc- 
cessful entertainments given this fall. 
A large number were present. During 
the evening cake and coffee were 
served. The first prize for ladies was 
won by Mrs. Ernest Newman; for the 
men, John Morrison. Mrs. Ethel 
Story and Mrs. Philip Lycett were 
tied for the ladies’ booby prize, but it 


finally fell to Mrs. Lycett. George 
Adams captured the other booby 
prize. The committee in charge of 


this party was Mrs. Ethel May Wil- 
kinson, Mrs. Wilton Richardson and 
Mrs. Ernest Lucas. 
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JONATHAN MAY 


Shore Road, Magnolia, Mass. 


REAL ESTATE and INSURANCE BROKER 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


NOTARY PUBLIC 


MAGNOLIA MARKET 


LAFAYETTE HUNT, Proprietor 


BEEF, PORK, MUTTON, 


HAM, 


POULTRY, VEGETABLES 


AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


Tel. 449-W 


VILLAGE CHurcH NOTES 

A preaching service will be held at 
the Village church Sunday morning at 
10.45. Sunday school will follow the 
morning service. 

Last Sunday Rev. Thomas Street, 
of Ashland, preached in the Village 
church. Mr. Street is an Englishman 
and has preached in different parts of 
Canada. He was overseas for more 
than a year with the “Rainbow Divi- 
sion.” After the service, Communion 
was observed. 

On Monday evening the superin- 
tendent of the Sunday school, Miss 
Edna Symonds, and the teachers, met 
with Miss Abbie May to talk over 
plans for the winter. Each one was 
enthusiastic and it looks as if an ac- 
tive campaign would be carried on. 


PRESIDENT Witson’s PART IN 
NATIONAL ELECTION 

Commenting on the national elec- 
tion last week, Russell S. Codman, of 
Boston and Manchester, has the fol- 
lowing to say in a letter to the Boston 
Herald: 

“While, of course, the result of the 
national election is due to the working 
of many forces, tending perhaps to 
different ends, there appears to have 
been a personal element, which has in- 
fluenced many individuals consciously 
and unconsciously in their minds and 
has been an important factor in the 
result. Granting the high principles 
claimed for Mr. Wilson and admitting 
that he has often expressed great 
ideas in a great way, is it not evident 
that certain mental and moral qualities 
have been the cause of his undoing? I 
refer to intellectual and moral pride, 
a state of mind which has brought 
failure and humiliation to men of fine 
ideals and honest purpose. 

“Intellectual pride, which, intolerant 


Magnolia, Massachusetts 


of opposing opinions, has caused the 
President to surround himself with 
men who will do his bidding, and 
finally to order the Senate of the 
United States to obey his commands. 
Moral pride, which, in its certainty of 
righteousness, can brook no disagree- 
ments on questions of national moral- 
ity, has led the President to brand as 
impudent and audacious men who, as 
sincere’ as himself and as jealous of 
the honor of the nation, have placed 
themselves in opposition to his poli- 
cies. The qualities of intellectual and 
moral pride have aroused and always 
will arouse justifiable antagonism, for 
no man may hold himself infallible in 
intellectual and moral judgments. It 
must be left to history to record its 
analysis of the character of Wood- 
row Wilson, comparing his words 
with his deeds and the fruit thereof.” 


EVOLUTION OF AN “AD” 
Henry FisHer, in New York Globe 
In 1910 
OFFICE BOY WANTED—#3 per week. 
Room 111, Blank Building. 


Result — 114 applicants 
away. 


turned 


In 1920 


_ OFFICE BOY WANTED — Short hours, 


$30 week to start. 
Building. 
Result—One applicant, who left the 
week following, after being denied a 
50-percent increase. 
In 1930 
OFFICE BOY WANTED — #100 week, 
with opportunity for rapid advance- 


ment; free garage and hangar service. 
Room 111, Blank Building. 


Result—One letter as follows: 
Gentlemen —In reply to your ‘‘ad,’’ 


Room 111, Blank 


wish to state that I would be glad to have - 


your representative call on me for inter- 
view. Respectfully yours, 


Harotp Doouirtte. 


The BREEZE $2 year, $1 six months. 
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BEVERLY FARMS 


Miss Mary Doyle, of Hartford, 
Conn., has spent the past week at Bev- 
erly Farms visiting friends. 

Miss Carolyn Standley, of Oak st., 
has been elected president of the 1923 
class of the Beverly High school. 

Mr. and Mrs. Frank E. Staples, of 
St. John, N. B., have been among 
the visitors at Beverly Farms the past 
week. 

Mr. and Mrs. John E. Richards, of 
Winsted, Conn., have spent the past 
week at Beverly Farms, the guests of 
friends. 

Mr. and Mrs. Richard B. Young, 
of Orange, have been spending this 
week at Beverly Farms _ visiting 
friends. 

Wilbur E. McDonald, station agent 
at Beverly Farms, has moved his fam- 
ily to his recently purchased home on 
Bisson st., Beverly. 

Ezra P. Williams has given up the 
position of crossing tender at the 
Beach st. crossing. He is succeeded 
by Kenneth Macdonald. 


Mrs. Thomas McGrail, of Valley 
st., has had for a guest, a portion of 
this week, her brother-in-law, Daniel 
Quill, of Peterboro, N. H. 


Mr. and Mrs. James P. Dyer (Mar- 
garet Connolly) have moved from 
Valley st. to their recently purchased 
home on Magnolia st., Montserrat. 


In the presence of a few members 
of the two families, Miss Rose Med- 
calf, daughter of Mr. and Mrs. Geo. 
Medcalf, of Beverly Farms, was unit- 
ed in marriage last Monday evening 
to Leroy P. Gangloff, of Beverly. 
The ceremony was performed by Rev. 
E. J. V. Huiginn at the rectory of St. 
Peter’s Episcopal church, Beverly. 
Mr. Gangloff is a gardener by occupa- 
tion. The newly married couple will 
reside in Beverly Farms. 

The board of registrars of voters 
will be in session at Beverly City hall, 
for the purpose of registering new 
voters who desire to vote at the com- 
ing municipal election, on the follow- 
ing dates: Wednesday, Nov. 17, from 
Seen. to 12 m.,and Z to 5 p. m.; 
Thursday, Nov. 18, from 7 to 9 p. m.; 
Saturday, Nov. 20, from 4 to 8 p. m., 
and Wednesday, Nov. 24, from 12 m. 
to 10 p.m. The last date above named 
will close the opportunity to get regis- 
tered. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 
Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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Poultry and Game 
Eggs and Butter 
Fruit and Berries 
The Best Quality 
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BREWER’S MARKET 


H. L. Morrirr. & Co., Inc., Successors to Walter P. Brewer 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


Telephone 133 
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STORAGE 
CENTRAL SQUARE GARAGE 


John A. Trowt and John J. Murray, proprs. 


BEVERLY FARMS 


AUTOMOBILE REPAIRING 


SUPPLIES AND SUNDRIES 


Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 
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A. P. Lorine, JR., CANDIDATE FOR 
ScHoot Boarp 


Former Alderman Augustus P. 
Loring, Jr., has consented to become a 
candidate for the school board from 
Ward 6, to fill the vacancy caused by 
the death of James B. Dow. 

When first requested to permit his 
name to be placed in nomination, Mr. 
Loring declined because of pressure of 
business, but since the requests were 
so frequent he gave the matter more 
careful consideration and finally 
yielded to the solicitations. 

Mr. Loring has had a liberal educa- 
tion, a broad experience, and he is a 
public spirited citizen. He is a grad- 
uate of Harvard university and the 
Harvard university law school. He 
served the city several terms on the 
board of aldermen and has been a 
member of various boards and com- 
mittees. During the war he enlisted 
in the State Guard and was advanced 
to the position of captain of the Bev- 
erly company. 

The school board is an important 
civic unit and Mr. Loring’s prepara- 
tion and experience would make him 
a most valuable member. As yet there 
has developed no other candidate for 
the position. 


Alderman Daniel M. Linehan, of 
Ward 6, will be a candidate for re- 
election, and papers in his interests 
have been in circulation the past week. 
Alderman Linehan is serving his first 
year in the city ‘council and has made 
a fine record. 
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Have Your Prescriptions 
Filled at 


DELANEY’S 
Apothecary 


Corner Cabot and Abbott Streets 
BEVERLEY 


We keep everything that a good 
drug store should keep. 


In Favor oF WipEnING WEsT ST. 


Arguments in favor of the widening 
of West st. at Beverly Farms on the 
southwesterly side between Central sq. 
and the Boston & Maine station were 
presented at a hearing given before 
the county commissioners at Salem, 
Tuesday. 

With the present heavy motor traf- 
fic, conditions in the narrow way are 
dangerous. The hearing was on the 
petition of the Beverly city council. 
Alderman Daniel M. Linehan pre- 
sented the argument in favor of the 
widening and with maps showed the 
need for increased roadway. The 
Beverly alderman brought up the mat- 
ter before the state commission and 
the project was regarded with favor. 
The arguments seemed to meet favor- 
able consideration from the commis- 
sioners and a survey of the property 
involved and the damages to be paid 
will be canvassed by the commission- 
ae 

Mayor McPherson, Commissioner 
James W. Blackmer, City Engineer A. 
H. Richardson, Edward F. Campbell 
and Edgar S. Rideout, associate coun- 
ty commissioner, were in attendance 
at the hearing from Beverly. 


A handsome rustic wall of pasture 
wall stones is being built on Hale st. 
at the.entrance to the John S. Curtis 
estate. Frank W. Hammond is the 
contractor. 
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BEVERLY FARMS 


Stephen J. Connolly has returned 
from his annual hunting trip with a 
party of Beverly business men. They 
enjoyed their hunting in the Dobsos 
lake region and report good luck. 

Of much interest to many Beverly 
Farms football fans is the annual 
game on Thanksgiving Day between 
Salem and Beverly High schools. 
This year it will take place in Salem, 
on Bertram field, at 10 o’clock. 

The Beverly Farms branch of the 
Improvement society held its monthly 
meeting on Wednesday afternoon at 
the home of Mrs. Samuel Vaughan. 
One of the important items of busi- 
ness transacted was the election of 
officers for the ensuing year. 

Peter McLaughlin, who is a super- 
intendent for Connolly Bros. and who 
has been employed for a long time at 
Warrenton, Va., came home this week 
to visit his family. 

The annual inspection of Preston 
W. R. corps takes place in G. A. R. 
hall next Tuesday evening. Depart- 
ment officer Mrs. May Phettaplace, of 
Cambridge, will be the inspecting off- 
cial. 

James E. McDonnell and Richard 
Welton left the first of the week on a 
gunning trip for big game in the 
Maine woods. Later they will be 
joined by Gregory P. Connolly and S. 
John Connolly. 

This week Howard Preston entered 
the state institution at Danvers for 
treatment. It is hoped Mr. Preston’s 
case is not serious and that a short 
treatment by experts will enable him 
to recover his health. 

The provision store of H. L. Mor- 
rill & Co., formerly Brewer’s market, 
in Central sq., has closed for the -win- 
ter. John Daniels, who has been man- 
ager, has taken up a similar position 
in the firm’s Boston store. 

Among the applications for mar- 
riage licenses filed at the Beverly city 
clerk’s office are the following: Leroy 
clerk’s office are the following: John 
J. Shea, of 111 Haskell st., Beverly 
Farms, and Miss Delia M. Dolan, of 
239 Hale st., Beverly. 


George T. Larcom, West st., on 
Sunday went to Somerville, where he 
will spend the next two or three weeks 
visiting friends. Mr. Larcom’s health 
is such that he is confined a good deal 
to the house and this visit will no 
doubt be quite a pleasant change for 
him. 


The new provision store, under the 
management of Peter F. Ward and 
Homer F. Callahan, opened for busi- 
ness last Saturday. It is located in 
Neighbor’s hall block. John Wood- 
berry is being employed as meat cut- 
ter. The store is being conducted on 
a cash basis. 


SHEA—CONNOLLY 


A wedding of interest to many Bev- 
erly Farms people was that in Wal- 
tham last Saturday morning, in St. 
Mary’s church, when Miss Rose Mary 
Connolly, daughter of Judge and Mrs. 
Michael J. Connolly, was married to 
Casimer F. Shea, son of Mr. and 
Mrs. Thomas H. Shea, of Cambridge. 
The church was filled with relatives 
and friends of the couple. 

The ceremony was performed by 
Fr. Arthur T. Connolly, of Jamaica 
Plain, a cousin of the bride, who was 
given in marriage by her father. Miss 
Ann Dyer Connolly, sister of the 
bride, was maid of honor, and the best 
man was Raymond K. Shea, brother 
of the groom. Little Michael J. Con- 
nolly, Jr. and Fanny Connolly, 
brother and sister of the bride, were 
ring bearer and flower girl, respective- 
ly. 

Among the ushers were Thomas 
Dyer Connolly and Eugene T. Con- 
nolly, of Beverly Farms. 

Following the ceremony a reception 
was tendered the couple at the home 
of Judge Connolly, Church st. Among 
the guests were many from Beverly 
Farms. 

After a wedding vacation trip Mr. 
and Mrs. Shea will reside at Provi- 
dence, R. I. 

Judge Connolly is a brother of 
Stephen J. and Gregory P. Connolly, 
3everly Farms, and he and his fam- 
ily, who formerly lived here, usually 
plan to spend their summers here each 
year. 


HEADQUARTERS FOR LEGION 


The special city council committee’s 
suggestions for an addition and alter- 
ations at the G. A. R. hall in Beverly 
to provide desired quarters for the 
Beverly American Legion post seem 
to have been accepted and the pros- 
pects for the providing of suitable ac- 
commodations now seem good. 

This brings out the fact that the 
Beverly Farms American Legion post 
is also sadly in need of suitable quar- 
ters and has been on a hunt for same 
for a long time. The same scheme 
might be put into effect here, and 
plans made so that the boys of the 
World war could use the local G. A. 
R. hall. At present, the quarters are 
not large enough and an addition and 
alterations would be necessary. The 
other patriotic organizations could use 
the same quarters, undoubtedly. 


Numerous nomination papers seek- 
ing signatures have been in circula- 
tion at Beverly Farms the past week. 
The papers have been those of several 
who are candidates at the coming city 
election. The women are now experi- 
encing the delightful (?) sensation of 
being button-holed for their support. 
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S.A. Gentlee & Son 


C. H. GENTLEE 
TEL. 893-R. 


S. A. GENTLEE 
TEL. 893-W. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel. 480 


Calls Answered Anywhere 
Day or Night 
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The following real estate transfers 
have been recorded at. the registry of 
deeds at Salem: 


BEVERLY FARMS 

Susan M. Loring, Boston, conveys 
to Harcourt Amory, William Caleb 
Loring and Charles K. Cummings, 
trustees, land and buildings, Hale st., 
Boren Farms, containing 11,745 sq. 
t 

This is the home of the late James 
B. Dow, and adjoins the St. John’s 
church property. It will be put in re- 
pair, undergo necessary changes, and 
will be used as a parish house con- 
nected with St. John’s. 


Lire 1s VERY Mucu LIKE 


A savings account in the bank. You 
get out all you put into it, and consid- 
erable interest besides. 

A winding country road. Although 
one cannot see far ahead, zest is given 
to the journey by the fact that some- 
thing new and interesting will be re- 
vealed at every turn of the road. 

The new spring bonnet. A great 
deal of its charm depends on the kind 
of a face that peeps out beneath it. 

An old-fashioned quilt. Both re- 
quire light and dark patches to carry 
out the design successfully. 

Your wife. You find it very trying 
at times, but, all things considered, 
you would not want to do without it. 

An education. In order to make it 
really worth while one must share it 
with others. 

A garment. It has its seamy side, 
but it is not policy to wear it inside 
out. 


A superior man is modest in his 
speech, but exceeds in his actions.— 
CONFUCIUS. 
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CHURCHES 


Along the North Shore 


MANCHESTER 
Orthodox Congregational, Rev. F. 
_W. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 
school following the morning service. 


Sell 


| Sunday evening service, 7. Prayer 
meeting, Tuesday, 7.30, in the 
chapel. 


Baptist Church, Rev. Herbert E. 
Levoy, pastor. — Public worship, 
10.45 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.30. Y.P.S.C.E. meeting, 6. Eve- 

ning service, 7. Gospel Laymen’s 
i league, Wednesdays, 7.30p.m. Prayer 
meeting, Friday evening at 7.30. 
i Communion first Sunday in the 
month. All seats free at every ser- 
4 vice. 
_ Sacred Heart Church, Rev. W. 
| George Mullin, rector. Sunday 
q masses—8 and 10.30 a. m. Week- 
| day mass, 7.30 a. m. Sunday eve- 
‘ ning devotions at 7.30 o’clock. 
i 
¢ 


BEVERLY FARMS 


St. John’s Church (Episcopal), 
| the Rev. Neilson Poe Carey, rector. 
| Sunday school at 10 a. m. Morning 
‘| service and sermon 11 a. m. Holy 
| communion first Sunday of each 
q month, 11 a. m. Evening service 
and sermon 7.30 p. m. 

Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.49, 
Bible school at 12. Y. P. 8. C. E, 
6.15 p.m. Evening worship and ser- 
mon, 7. Communion service the 
first Sunday in the mouth. Mid- 
week service, Wednesday at 8 p.m. 

St. Margaret’s, Rev. Nicholas KR. 
Walsh, rector. Sunday masses at 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p.m. 


MAGNOLIA 

{ Union Congregational. Sunday 

morning worship with sermon, 10.- 
45. For other notices see news col- 
umns. 
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FRIENDS 


A SHORT time ago a London news- 
~~ paper offered a prize for the best 
definition of “A Friend.” Among the 
many thousand answers which were 
received, the one that was awarded the 
first prize was: 

‘“‘The first person who comes in when 
the world goes out.’’ 


The second prize was given to the 
definition sent in by a small boy, who 


wrote: 
‘“‘A friend is a feller who knows all 
about you and likes you just the same.’’ 


Both of these definitions are worthy 
of thought. 

How many times has every one 
needed a friend “when the world goes 
out” through the death of a loved one, 
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TOWN NOTICES 


MIAN Calis 1) BR 


NOTICE 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o’clock. 


SAMUEL L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


TOWN TREASURER’S NOTICE 
The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a. m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 
All bills and pay rolls paid by check 
and mailed. 
E. P. STANLEY, 
Treasurer and Collector. 


SCHOOL NOTICE 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 

SCHOOL COMMITTEE, 


the wreck of business or the failure 
to achieve one’s most. cherished de- 
sires! In those moments, many whom 
we have considered to be our friends 
have forsaken us. With the loss of 
money our so-called friends have 
melted away. -With the decline of 
power and position those who have 
flattered us and made us believe that 
their friendship would be everlasting, 
are found among the missing. It is on 
those occasions that the first person 
who is ready to lend a helping hand, 
to breathe a word of consolation in our 
sorrow, be he the acquaintance of a 
day or of a lifetime, is a true friend. 
In these days of rush and hurry, of 
moving from place to place as busi- 
ness or other requirements may dic- 
tate, we make many acquaintances, 
but few real friends, and as a man or 
woman advances toward middle life 
the chances of making new and tried 


FOREST WARDEN NOTICE 
This is to inform the public that 1 have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
have appointed the following as my depu- 
ties: 
LORENZO BAKER 
ISAAC P, GOODRIDGE 
JOHN F. SCOTT 
JACOB H. KITFIELD 
JOSEPH P. LEARY 
ALLEN 8. PEABODY 
ARTHUR 8S. DOW 
PATRICK J. CLEARY 
PETER A. SHEAHAN, 
Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 

Applications for the removal of the 
contents of cesspools and grease traps 
should be made to 8. A. Sinnicks, 


Per order the Board of Health: 
WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NOTICE 
The regular meeting of the Park Board 

will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 
the following week. 

MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 
The regular mgeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 
Per order, 
MANCHESTER 


WATER BOARD. 


friends diminish. It is those we have 
known since childhood, our  school- 
mates, our college chums, our first as- 
sociates in business, who are our 
staunchest friends. Never in the gla- 
mour of the new, who come to us with 
fair words and specious promises, but 
who fade away like morning mists be- 
fore the sun when storms of adversity 
arise, should we let go of an old and. 
tried friend. 

Shakespeare knew the value of an 
old friend when he wrote: 

‘‘Those friends thou hast, and their 

adoption tried, 

Grapple them to thy soul with hoops 

of steel.’’ 

Yes, the old friends are the best— 
the “feller who knows all about you 
and likes you just the same.”—Dear- 
born (Mich.) Independent. 


Health and disposition are the two 
most important things in life: good 
health enables you to live with your- 
self, and a good disposition to live 
successfully with others. 


The BREEZE $2 year, $1 six months. 


OLIVER T. ROBERTS 


MANCHESTER-BY-THE-SEA 


ESTABLISHED 1876 
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ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty 
Particular Attention Given to Jobbing 


jcc aie oa Nn 2 Connection 


INCORPORATED 1903 


ROBERT ROBERTSON CO. 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 
BEVERLY, BEVERLY FARMS, MANCIIESTER AND HAMILTON, Mass. 
Connected by Telephone 


Bren M. Publicover 


Tel. Con. 


W.  Ty..M Pablicovetae: GL a et ee aa Be epabicireane Publicover 


PUBLICOVER BROS. 


Contractors and Builders 


Special Attention Given to Jobbing, Furniture Repaired, Etc. 
SHOP: Off i aathetsial cater te intiome ede! teatime Yee st. BEVERLY FARMS PO: 


Box 74 


JOHN F. SCOTT 
Plumbing and Heating 


Personal attention given to all work 
35 years’ experience - 


Shop and Office, 112 Pine St. 


Tel. 12 


Manchester-by-the-Sea 


Tel. Beverly Farms 130 


Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 


BEVERLY FARMS, MASS. 


Shop at Pride’s Crossing 


Edward F. Height 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 


12 Desmond Ave., Tel. Con. 


MANCHESTER, MASS. 


GEORGE 5S. SINNICKS 


MASON, CONTRACTOR and BUILDER 


Manchester, Mass. 


JupGING THE DEPTH 

An English rider, coming to a river 
he was unfamiliar with, asked a 
youngster he saw playing on the bank 
if it was deep. “No,” replied the boy, 
and the rider started to cross, but 
soon found that he and his horse had 
to swim for their lives. 

When finally he reached the other 


Telephone 31 


side he turned and shouted, 
you said it w asn 't deep.” 
“It aren't,” was the reply. “It 
only takes grandfather's ducks up to 
their middles.”—Boston Transcript. 


“T thought 


Did you ever notice that people who 
harbor resentments are usually in ill 
health ? 
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A THUMB-NAIL HISTORY G& 
THE WORLD WAR 


(Continued from page 6) 


45 percent greater than the French 
and British production combined. 

At the end of the war the American ~ 
production of high explosives was 40 
percent greater than Great Britain’s 
and nearly double that of France. 

During the war America produced 
10,000 tons of gas, much of which was 
sold to the French and British. { 

In round numbers, we had in 
France 3,500 pieces of artillery, of 
which nearly 500 were made in Amer- 
ica, and we used on the firing line 2,- 
250 pieces, of which over 100 were 
made in America. 

The problems of feeding and cloth- 
ing the army were difficult because of 
the immense quantities involved rather 
than because of the difficulty of man- 
ufacturing the articles needed. 

Requirements for some kinds of 
clothing for the army were more than 
twice as great as the pre-war total 
American production of the same arti- 
cles. 

To secure the articles needed for 
the army the government had to com- 
mandeer all the wool and some other 
staple articles in the United States 
and control production through all its 
Stages. 

The distribution of supplies in the 
expeditionary forces required the cre-~ 
ation of an organization called the ser- 
vices of supply, to which one-fourth 
of all the troops who went overseas 
were assigned. | 

American engineers built in France 
83 new ship berths, 1,000 miles of 
standard-gauge track, and 538 miles 
of narrow-gauge track. . 

The signal corps strung in France 
100,000 miles of telephone and tele 
graph wire. 

Prior to the armistice 40,000 tru 
were shipped to the forces in Fran 

Construction projects in the United 
States cost twice as much as the Pan- 
ama Canal, and the construction over- 
seas was on nearly as large a scale. 

During our 19 months of war moré 
than 2,000,000 American soldiers 
were carried to France. Half a : 
lion of these went over in the first 1 
months and a million and a half in 
last six months. 

The highest troop carrying record: 
are those of July, 1918, when 306,000 
soldiers were carried to Europe, am 
May, 1919, when 330,000 were 
brought home to America. 

Most of the troops who sailed foi 
France left from New York. Halli 
of them landed in England and 

other half landed in France. 

Among every 100 Americans who 
went over 49 went in British ships, 4 
in American ships, three in Italian, 
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324 Rantoul St. 
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JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 


Dealer in 
PAINTS, OILS, VARNISH, GLASS 
Dresmonp AVE., MANCHESTER, Mass. 
Telephone 106-M. 


H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 


BEVERLY 
Telephone 1377-M 


D, T. BEATON 


Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 


and Heating; Tin, Copper and 


Sheet Iron 
wel23 = - 


Worker. 
Manchester, Mass. 
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Telephone 687-W Gloucester 


J. H. MORROW & CO. 


41 Hartz St. GLOUCESTER 


PLUMBING 


HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 


TTC CCC 


TEU 


See 


two in French, and one in Russian 
shipping under English control. 

Our cargo ships averaged one com- 
plete trip every 70 days and our troop 
ships one complete trip every 35 days. 

The cargo fleet was almost exclu- 
sively America. It reached the size 
of 2,600,000 deadweight tons and 
carried to Europe about 7,500,000 


tons of cargo. 


The greatest troop carrier among 
all the ships was the Leviathan, which 
landed 12,000 men, or the equivalent 
of a German division, in France every 
month. 

The fastest transports were the 
Great Northern and the Northern Pa- 
cific, which made complete turn- 
arounds, took on new troops, and 
started back again in 19 days. 

The average American soldier who 
fought in France had six months of 
training in this country, two months 
overseas, before entering the line and 
one month in a quiet sector before go- 
ing into battle. 

Most soldiers received their train- 
ing in infantry divisions which are 
our typical combat units and consist 
of about 1,000 officers and 27,000 
men. 

Forty-two divisions were sent to 
France. 

More than two-thirds of our line 
officers were graduates of the officers’ 
training camps. 

France and England sent to this 
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B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


15 Cross St. 


Tel. Conn. 


Beverly 
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SHEEHAN & MURPHY 
Plumbing and Heating Engineers 


Estimates given on new work and alterations. 


to all jobbing. 


Personal attention 


Turning on and off water a specialty 


‘*Best quality and workmanship’’ our motto 


SALEM 


2387W 181W-181R 


BEVERLY 


BEVERLY FARMS 


Head office: 260 CABOT ST., BEVERLY 


THADDEUS F. CALL 


First 
Class 


All work personally attended to. 


46 WASHINGTON ST. 


TEL. CON. 


PAINTER AND DECORATOR 


and Exterior 
**Do it now.’’ 


GLOUCESTER 


Our Motto: 


country nearly 800 specially skilled 
and non-commissioned officers, ren- 
dered important service as instructors 
in our training camps. 

When war was declared the army 
had on hand less than 600,000 Spring- 
field riffes. Their manufacture was 
continued, and the American Enfield 
rifle designed and put into production. 


AMERICANISM WINS 


By the election of Warren G. Hard- 
ing as President of the United States 
and Calvin Coolidge as Vice-Presi- 
dent, as well as an overwhelming ma- 
jority in both of the National Houses 
of Congress, the people of this coun- 
try have pronounced in favor of 
Americanism as against International- 
ism, in favor of adequate Tariff Pro- 
tection as against Free-Trade, in fa- 
vor of Constitutional Government as 
against One-man government, in favor 
of the historic traditions of the Nation 
as against Wilsonism. The Wilson 
League of Nations has been buried 
under a landslide of American votes. 

Many people have been saying that 
there was no interest taken in the cam- 
paign, but the result shows that never, 
since the days of the Civil war, have 
the people been so interested, so de- 
termined on the issues of the day. 
Never before in the history of the na- 
tion has there been such an over- 
whelming majority in favor of any 
candidates as was given to Harding 
and Coolidge. 

Republicans have every reason for 
satisfaction, but there is little reason 
for jubilation. The Republicans have 
won, and they have taken up a tre- 
mendous load of responsibility, and 
they will need all the patience, care 
and wisdom that they can command 
if they are to continue to hold the 
public confidence. Instead of giving 


way to elation, the Republicans should 
feel the sobering influence of respon- 
sibility and not rush to extremes as the 
Democrats have done. The voters 
have been sane; let those whom they 
have elected to offices of tremendous 
responsibility imitate their sanity. 

The Republicans have received a 
mandate from the voters, who have 
commanded them to do what the Dem- 
ocrats have refused to do—end the 
war. They have commanded that the 
Wilson League of Nations be sum- 
marily rejected. They have com- 
manded that there be an end of one- 
man government. They have com- 
manded that the Underwood Tariff, 
which has failed as a Revenue produ- 
cer and has given our markets to for- 
eigners, shall be repealed. They have 
commanded that as speedily as may 
be, there shall be enacted an adequate 
Protective Tariff, so that American 
producers (and that means the work- 
men as well as the employers) shall 
not be discriminated against in our 
home markets, as is now the case. 

In all of his speeches during the 
campaign, Senator Harding has made 
“America first” his keynote and 
“America first’ has won.—American 
Economust. 


Nor THE Kinp For PRESENT CRISIS 
“No.” said old Mr. Subbubs, “I 

can’t say that I approve of your 

match with that city young man.” 

“But, father, he has such a fine 
genealogical tree.” 

“What good is that? If it was pine 
or hickory we might burn it, seein’ we 
can’t get any coal.”—Boston Tran- 
script. 


If there is any person to whom you 
feel dislike, that is the person of 
whom you ought never to speak. — 
CECIL. 
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Potted Plants 
and Cut Flowers 


Plant Now for Next Season’s 
Blooming 


__T have fifty varieties of peonies 
PEONIES at this 


to offer time, some 
cheap, but good; some extra good, but expensive. 


+, 


Also Delphinium, Foxglove, Campanula, Iris, 
Phlox, Heuchera, Hupin, Pyrethum, Enemone and 
several others—all good, strong plants that will 
flower the coming season. 


At all times our ideas and experience are at your 


service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


Call or telephone; we are always pleased to be of 
assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 
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SALEM,MASS: 


FOR afternoon frocks, evening gowns and blouses 
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FOR the draped and pleated modes on which fashion 
smiles most fondly we suggest satin, charmeuse or 
crepe de chine. These silks are adaptable and lustrous 
and you may choose them in a host of fashionable 
tones. 


$2 to $5 a yard 


TAFFETA yields particularly well to the tunic treat- 
ment. Tricolette is versatile, restricting itself to no 
particular style. But the velvets prophecy that they 
will be much in evidence where there is revelry. 
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OF EXCEPTIONAL QUALITY AND AGLOW in years, and every day are 
WITH COLOR ARE THE SILKS best values it has presented 


measures up to silk. Most desirable for fall and winter are the fol- | never more interesting 
lowing: Satins, Charmeuse, Crepes, Taffetas, Tricotines. than at present. 
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The Velvetice 
GIRL 


is the symbol of purity and 
excellence in ICE CREAM 


—She is usually displayed where 
Velvetice Cream is being served 


When a company produces goods which they are 
willing to stand behind and on which they are 
willing to stake their reputation, they distribute 
those goods under their own ‘‘trade mark.’’ 


The Ice Cream of which the North Shore 
Creamery Co., of Beverly, is justly proud is: 


Velvetice 
Cream 
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EDITORIAL 


Prices are being lowered 
on some lines of merchan- 
dise— others will come 


later. Already throughout 
the store there is much fine 
goods on sale at prices 


zy 
lower than they have been 
being offered some of the 


in many seasons. Therefore 


no fabric quite 
“4 shopping at Webber’s was 


WHY NOT HAVE AN OLD- 
FASHIONED QUILTING BEE? 


BESIDES being just loads of fun, Quilting Bees 


are a great help in getting sewing done. Your] J 


friends will be so glad to come that they won’t 
mind being put to work. And here are prettily 
patterned silkolines and cotton batting already to 


be made up into lovely downy Comforters. 4 
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Society — Local Happenings Editorials 


“Waldyn,” the seashore home of Thomas B. Gannett and family, 
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2 NORTH SHORE BREEZE and Reminder 


Exchange Your Liberty Bonds 


Liberty Bonds from which all coupons have been de- 
tached may now be exchanged for permanent bonds. 


Bonds left at this bank for safe keeping will not be ex- 
changed without a request from the owner that such ex- 
change be made. 


We respectfully request that such owners attend to this 
matter as early as possible. 


Those who have already left bonds for exchange 30 
days previous to this date are requested to call for same at 
their earliest convenience, bringing receipt with them. This 
will confer a favor on this bank and be appreciated. 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


EDWARD A. LANE 


HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGINGS 
in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
Tel. 247-R. 


55 SCHOOL STREET 


MANCHESTER, MASS. 


WwW. B. CALDERWOOD 


Successor to DAVID FENTON CO. 


BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res. 241-W 


BRIDGE STREET 
MANCHESTER 


AXEL MAGNUSON 


Florist and 
Landscape Gardener 


BEDDING PLANTS 
IN GREAT VARIETIES 


Telephone 172-R 


Lehigh Valley Coal Sales Company 


COAL 


Samuel Knight Sons’ Co. 


32 CENTRAL ST. Tel. 202 MANCHESTER, MASS. 
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Why do we always shake hands 
with the right hand? 

Because in the days when people 
were not as peaceable as they are now, 
every man carried a sword or dagger 
to defend himself. This sword was 
worn on his left side, where the right 
hand could quickly grasp it for use in 
time of peril. When a man wished 
to show that he was friendly, he ex- 
tended his right hand, which would 
be clasped by the other’s right hand, 
if he, too, meant peace. Thus each 
would be sure that the other would 
not draw his sword. 


Why is the fourth hour marked 
IIIT on the clock and watch dials, m- 
stead of IV? 

Because, when the first clock, re- 
sembling those in use today, was made 
by Henry Vick in 1370, for Charles, 
the V, of France, surnamed the Wise, 
the king found fault with the Roman 
numeral IV. He said it should be 
IlII. Vick ventured to suggest that 
the king was mistaken, whereupon 
Charles roared: “I am never wrong! 
Take the clock away and correct the 
mistake at once on pain of my dis- 
pleasure.” The figure was altered to 
ITII and has so remained ever since. 


Why is a man called a “bride- 
groom” at his wedding? 

Because in primitive days, the new- 
ly wedded man had to wait upon the 
bride and serve at her table upon his 


wedding day, and thus was a “groom” — 


on this occasion. 


Why is Ireland called the Emerald 


Isle? 


Because of the richness of its ver- 


dure, the term being first used by Dr. 
William Drennan, the author of 
“Glendalloch” and other poems, pub- 


lished in the latter part of the eight-— 


eenth century. 


Work is what you make it, your 
best friend or your worst enemy. 
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LET THERE BE LIGHT 


ilies end of government is 
to make the people hap- 
py, and that people is hap- 
piest which is most enlight- 
ened. Give your support 
to your home paper — the 
NORTH SHORE BREEZE— 
that it may better do its part 
in the great upbuilding of 
the community. 
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THANKSGIVING is again upon us! It is an art and a 
spirit that should be cultivated the year around. The yearly 
feast day should be a gentle reminder of the spirit that 
should prevail in eating the less sumptuous meals of the 
year. 


THANKSGIVING this year is all the more significant be- 
cause of the tercentenary anniversaries. 


Tue First THANKSGIVING was a rich day of rejoic- 
ing because of the victories which the Pilgrims had won 
over a barren soil, a severe winter, a pestilence of disease 
and death. Facing sorrow and losses and with hope ‘for 
the future, they began the history of America with a song 
of thanksgiving, a hymn of victory and a prayer of praise. 


Tue War Dip Not Enp on Armistice Day. The dif- 
ficulties which the nations of the world have faced have 
been as serious during the reconstruction period as in the 
war days. The organizations which had the relief work to 
eare for have had added duties with less funds to do the 
needed work. During the war the enthusiasm of the times 
and the spirit of sacrifice impelled everyone to give gener- 
ously and often. The noble gifts that were made during 
that period mark one of the great epochs in the history of 
benevolence. The spirit of the times was the spirit to give. 
It was taught by the fires of sorrow and anxiety. When 
‘the war ended there was a reaction. That was expected 
and was a normal phenomenon. Unfortunately the need 
for relief work continued after the enthusiasm of the war 
period ended and the efficient Red Cross society took up 
the burden of the reconstruction work as it had the work 
of the war period. Today, that society is established at 
points of embarkation to aid returning and embarking vet- 
erans, or new recruits. It is sending relief to the suffering 
fields of Europe and is aiding the young men to fill out 
their papers and satisfy government claims, and is afford- 
ing them hospital treatment and aid. Health centres are 
maintained in the cities of the land. There is still a great 
field for service for this organization and it should not lack 
for funds to maintain its work. 

This is Red Cross week and in every city and viilage 
on the North Shore opportunities are presented for the 
people to renew their membership in this worthy organiza- 
tion. The world needed the Red Cross before the war. 
The world learned to know the Red Cross as it had never 
known it during the war. Now that the World war 1s 
over its work should be sustained by the people. 


Tue Sociatistic Dogma has been punctured again. 
The United States tried the theory of the government own- 
ership of railroads and it proved unsuccessful. Now 
Wakefield has tried the problem of municipal ownership 
of an electric lighting and a gas-making plant. These have 
proven failures. Progress is being made in discovering 
what does not succeed. There is nothing like the incentive 
which the rewards for efficient service return. 
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THe IMPROVEMENT «SOCIETIES of the North Shore 
have been doing great service in their respective cities and 
towns. The problems of community improvements are not 
simple, even in rural summer communities. It takes cour- 
age and good judgment to care for them and valuable pio- 
neer work is being done. 

Tre UNcertarn. Lasor conditions which existed 
during the summer and early autumn are gradually chang- 
ing. The election of the candidates of the Republican par- 
ty has been reassuring to business everywhere. For two 
months to come labor conditions will be difficult because of 
the inability of business to change to new conditions, but 
as a month or two passes there ought to be a change for the 
better that will be marked. 


THE RETURNS OF THE ELECTION are now well- 
known. They indicate more concisely than the early re- 
ports showed that the American people had determined to 
make a change in the administration of affairs. The war 
has been won. The Democratic power has had an oppor- 
tunity to use its influence and has exercised its privilege 
with a high hand. Its excellent doctrines have proven their 
worth and the ideals of the best minds of that party are re- 
spected as they have never been respected, despite the faii- 
ure of the organization and its governmental policy. All 
the policies of the war-time Democratic party have not 
been ill-conceived or poorly executed. Yet, despite the 
acknowledgments that must be made, of merits that can- 
not be denied, the present regime, on the whole, has failed 
in the work it has endeavored to accomplish and the people 
are weary of promises and expectations and are looking for 
an execution of policies that will bring order out of chaos. 

The Democratic party has never been an organization 
of constructionists. The very tenets of the organization 
and the brilliancy of many of its economic theorists pre- 
vent them from being successful wrestlers with practical 
problems that must be solved. On the other hand the Re- 
publican party has always been sluggish in its movemenis, 
due to its canny constructive temperament. The period 
that followed the war demonstrated the power and the 1n- 
fluence of the Republican party for constructive work. 
Now the people have registered their opinions. The Re- 
publican party has been selected to take up the responsible 
task of making a reconstruction policy practical and eff- 
cient. The burden of re-establishing our relations with the 
nations of the world now rests upon the Republican party. 
It will be held responsible for re-establishing economic con- 
ditions that will mean “peace, progress and prosperity,” to 


borrow three words from the Democratic slogan. The Re- 
publican party has a great problem on its hands. It has 


the confidence of the people and it must not fail—the des- 
tinies_ of the republic are at stake. 


Tue Prices For Goons in the market places are being 
reduced slowly. There is no question about the direction 
of the change. The very gradual reduction will prove a 
blessing. No greater catastrophe could ensue than a panic 


that would precipitate prices. 


Tue UnsuccessFuL MAN must not blame his envir- 
onment for his failure, for wherever he may go he will 
carry his own influence with him, which will determine his 
environment. The powers of success are within a man 
and not without. The man who succeeds where he is, is the 
man who has the possibilities within him, to succeed 
wherever he goes. 


Tue Grapuates oF English High school, Boston, are 
preparing for a centenary anniversary. It is the oldest high 
school in America and has a most honorable record. 


Tur Morners AND Fatuers who have young lads in 
their homes to train and educate have a stupendous task 
on their hands. The world is moving ahead at such a rapid 
pace that the young minds are turned by the feverish inter- 
ests of the times. The problem is an acute one, which edu- 
cators, parents and ecclesiastical authorities have long rec- 
ognized, but it is the mother and the father in the home 
that is bearing the anxieties of the hour. The unwholesome 
moving picture shows are responsible for much more than 
first appearances would indicate. If wholesome, free run- 
ning, inspiring films are the greatest educators known to 
the art of man, what must be said of the influence of the 
unwholesome and unworthy films? 


Tue Heartiess Man is one who cannot find within 
his soul the spirit of happiness and of victory. The mastery 
of the stubborn will is a power of no mean proportion. 
When the energy—the greatest power in the world—of the 
human will is released for work, then come achievements 
of character and labor. 


Tue Rapicat Parties in politics have a place that 
none will deny. Their programs are idealistic and have 
some features which will commend themselves to careful 
thinkers, and there are specious reasonings that must be 
condemned. There is a saving truth in Socialism that will 
be recognized as simple justice and readily conceded by 
any fair-minded man in either party. Unfortunately the 
sober and convincing truths that are often found in some 
of the principles for which socialists aspire are so mixed 
with error, deceptive reasonings from false premises, that 
the elements of truth are crushed by the weight of error. 
Yet that leaven of truth has a value that cannot be denied, 
for truth has a way of conquering error and, crushed, 
arises again, for it is invincible. Radical parties may not 
gain the respect and admiration of cool and careful think- 
ing people, yet the very radical and enthusiastic tenets com- 
pel attention as a burning house stands out amidst the dull 
grey monotony of the row on row of buildings within a 
city. The base of socialism, economic justice — meaning 
economic opportunity, economic privilege, meaning the 
right to property, and economic solidarity are recognized 
by all. Unfortunately there is an erratic element back of 
the organized socialistic forces that does not commend it- 
self to the voters of either of the larger parties. The sav- 
ing truths of economic justice will and must prevail, but 
the vagaries of radicalism will come to naught because they 
will not stand the test of experience. No harm can come 
from such propaganda; it will fail because of its radical- 
ism. The little saving truth will be recognized by all peo- 
ple and become a part of the spirit of the land. 


FoRMER SENATOR ALBERT J. BEVERIDGE is proposed 
by the leading journals of his state for Senator. It is more 
than likely that he will be drafted for service. He is a man 
of marked ability, in his prime, and with a capacity for ser- 
vice that is phenomenal. It will be unfortunate if he is not 
elected. 


Tue Meruopist Cuurcu, which has won a reputa- 
tion for its personal religious work, is adding another im- 
portant branch to its many activities,—that of educating 
the people in the simple social duties of health, proper rec- 
reation and wholesome labor conditions. This great Pro- 
testant church organization is attacking one of the great 
problems of the times. Its leaders are having the funds 
placed in their hands and they are now engaged in a na- 
tion-wide campaign, not to raise funds, but to spend funds 
to serve the people. 
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Tue Massacttusetts HortTicuLTURAL SOcIETY knew 
where to look for officers for its organization. Albert C. 
Burrage has been chosen the president of the organization 
and William C. Endicott and Mrs. Bayard Thayer are 
serving on the board of management. The society will suc- 
ceed with such able leaders. 


THe Markets OF THE Wor cp are beginning to feel 
the restraint upon purchases. High prices promote econ- 
omies and prevent purchases. There is a point beyond 
which such economies cannot go, for business must be- 
maintained to the point of efficiency to maintain stable 
prices. A boycott of goods means a reduction in consump- | 
tion; a reduction in consumption means a reduction in pro- | 
duction. A reduction in consumption also means the oper-— 
ation of plants below their efficiency and the retirement of 
skilled and unskilled workers. So moves the pendulum au- — 
tomatically from efficiency to inefficiency. 


Even Now THE SUBURBANITE is obliged to ask his | 
wife what the latest news in local politics is. 


A JAMAICA PLAIN CLERGYMAN has come out strongly 
against the drives which by social coercion compel people 
to give to worthy causes beyond their. means. There is 
such a danger. There is no question about the truth of the — 
premises; too many drives will destroy the usefulness ot 
the method. Yet despite their errors and faults the great 
drives have their value. Socially, everyone becomes par- 
takers of great advantages for which they never contribute 
anything. There is a value in allowing everyone, rich and 
poor, to contribute according to their means to the great 
philanthropies of the times. The campaigns have their 
faults, but the old methods of permitting the very rich to 
maintain the great philanthropies was also wrong. ' Many 
a mickle makes a muckle, and democracy has its duty in the 
wealm of philanthropy as well as elsewhere. 


THe CoLtp WEATHER has not come to worry the farni- © 
er or embarrass the householder. The unprecedented fall 
has been a providence to everyone who has calculated the 
price of coal, the required number of tons for a long winter, 
and a cold winter that begins early. The furnaces and 
heaters have been operating, but their ‘‘appetites” have not 
been whetted by premature cold days. 


THe Mayoratty CAMPAIGN in the city of Beverly is 
proving to be an interesting one. It will not be a four- 
sided contest, for two men only have a chance to win— 
Mr. McPherson, who holds the chair, and Mr. Tuttle, who 
is the business men’s’ candidate. The campaigns of the 
two other men are negligible. The women’s vote will prove 
an important factor in the election. 


Dr. WiLrrep T. GRENFEL is in New England to raise 
funds for the great work which he has been doing on the 
l_abrador coast. He has succeeded in establishing for the 
fishermen of that district an efficient and beautiful Chris- 
tian organization that has commanded the respect and ad- 
miration of Christian social service workers the world 
over. The clergymen of Greater Boston have endorsed his 
work and are engaged in a plan to help him financially in 
his endeavor. Frederic R. Galloupe, 20 Beacon st., is the 
acting treasurer, and he will be glad to communicate with — 
any friends of the organization concerning the task in hand. 


IsoLATION Is One of the greatest enemies of human 
happiness. The human mind was never made to feed upon. 
itself. Man is a gregarious “animal’’ and he seeks his own. 
The telephone and telegraph and the news journals, with 
the railroads and automobiles, have brought man out of his 
re'irement and made dwellers at the uttermost parts of the 
earth neighbors. Who can measure the value of such con- 
tributions to the comfort and sanity of man? 
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An 


Breety Briefs 


~Pun’kin pie time! 


Us 
Next Thursday is Thanksgiving Day. 
Blessings too numerous to men- 
tion have been showered on us 
and our nation for which let us 


be truly thankful. 


: _  —O— 
Vice-President-elect Coolidge is not a 


man of wealth, but the social ob- 
ligations which will come to him 
and his fmaily. when he assumes 
his new responsibilities will be 
many. It is doubtful whether the 
$12,000 salary will allow the 
Governor to purchase shoes any 
more frequently than he has 
heretofore. 


j —o— 
‘Cheer up! In about six months it will 


be safe to let your furnace fire go 
out. 


; —o— 
Boston Transcript—‘As Chicago sees 


it the housing shortage is due to 
strikes, lockouts, high wages, 
high taxes, high rates of interest, 
high freight charges and lack of 
transportation facilities. Is that 
all ?” 


O 
War-time wages are no longer being 


paid. The era of extravagance 
has passed. Business is feeling 
the pinch of decreased buying, 
but it is confidently expected that 
this condition will be short-lived. 
Competent authorities in financial 


circles predict prosperity and a 


business boom in the not far dis- 
tant future. 


at 


Congressman Robertson is opposed to 


the wearing of silk stockings and 
high-heeled shoes. How can she 
expect to be a political leader 
among the women when she 
makes such an unpopular state- 
ment as that? 


—o— 


An opportunity still exists to contrib- » 


ute to the Red Cross drive which 
closes next Thursday. Have you 
made your deposit in this bank 
for the continuance of deeds of 
mercy and the alleviation of suf- 
fering? 
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The 


eminent New York divine sounds 
a note of warning when he says 
America is facing moral bank- 
ruptcy and that there is a tremen- 
dous need of religious instruction 
in view of illiteracy, immigration, 
church indifference and increas- 
ing crime. 


O- 
Last May a campaign for safe roads 


in Massachusetts was launched 
and it is gratifying to note that 
the results are very satisfactory. 
Accidents are decreasing. Not 
only is the motorist showing more 
care, but the pedestrian has come 
to realize he must cooperate and 
do his share in preventing auto- 
mobile accidents. 


—o— 


In the eight months ending August 


30 the New York Central lines 
handled over sixty-five million 
men, women and children. This 
is an increase of about 15 percent 
over a corresponding period in 
1919. Truly the higher fares 
seem to have had no deterrent ef- 
fect on the flood of travel by rail. 


—o— 


“Only by a gradual price decline can 


the retailer possibly maintain an 
income,” says Felix Vorenberg. 
The r¢tailer is unable to immedi- 
ately follow the wholesaler’s 
cuts, for the reason that the for- 
mer has his stocks purchased at 
high prices and must judge care- 
fully about unloading them. 


Omi 

keynote of President Wilson’s 
Thanksgiving proclamation is 
summed up in the following par- 
agraph: “In a spirit, then, of de- 
votion and _ stewardship, we 
should give thanks in our hearts 
and dedicate ourselves to the ser- 
vice of God’s merciful and loving 
purposes to His children.” 


CSS 
In China the bride-elect sends her fu- 


ture husband his wedding clothes. 
Doubtless there’s many a_bride- 
groom who’d rather have the cus- 
tom prevail here than pay for his 
bridal suit on the installment 
plan. 


—— 


There are indications that the investi- 


gation season is an open one and 
will continue for some time lon- 
ger. 
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Golden Thoughts 


Wouldst shape a noble life? Then cast 
No backward glances toward the past, 
And though somewhat be lost and gone, 
Yet do thou act as one new-born; 

What each day needs, that shalt thou ask, 
Each day will set its proper task. 


—Goethe. 
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DIPLOMATIC 


The office boy had made his one 
hundredth mistake. His employer 
sent for him. 

‘‘Have you anything to say for 
yourself?’’ asked the man of busi- 
ness, sternly. ‘‘If I made mistakes 
like you, I’d never be where I am,’’ 

““Yes, sir,’’? replied the lad 
promptly ‘‘but if we were all like 
you, you wouldn’t be where you are, 
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either. ’’ 


Houston Post. 


The boy is still on the job.— 
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Sen 


ator Harding wishes to be kept 
off the front page for awhile. 
Well, we presume there are plen- 
ty others who will be willing to 
take his place. 


—o— 


These are the days when some of the 


erstwhile patriots who regarded 
it as a great public service to do 
their bit in the job of national 
house-cleaning are casually in- 
quiring about any jobs that may 
be lying around loose. 


—o— 


A movement has been started to raise 


Los 


It 


ane 


The 


tet 


The 


the pay of Congressmen from 
$7,500 to $10,000 or $12,500. 
Little question for today: Which 
figure will prove the more popu- 
lar with the members-elect ? 


Sh 
tr Unelé Sante” of, “Freedom 
Ridge.” When last seen this mo- 
tion picture was attempting to 
make votes for the Democratic 
party sometime last month. 


——(— 


is suggested that in the public 
schools the children should be 
taught the “Rules of the Road.” 
This will educate the child to 
have a better appreciation of his 
safety as a pedestrian and when 
he becomes a driver of an auto- 
mobile this early training will 
stand him in good stead. 


Mie 
baseball war is over. That is, it 
is over until another comes. “For 
the sake of the kids,” or some- 
thing to that effect, the national 
game will be continued. 


—o— 


National Grange sessions have 
again brought to the attention of 
the public the importance of the 
farmer and the fact that his wel- 
fare and comfort must be consid- 
ered. The work of the agricul- 
turist is constructive and indepen- 
dent. 

al 
\ustralia, girls claim it is easier to 
secure a husband than it is to get 
a house. Perhaps this is also true 
in the United States. 


Panama Canal is self supporting. 
Interest on the $367,000,000 cap- 
ital invested is not figured. 
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AUNT JANE’S 
THANKSGIVING 


By GWENDOLYN RALEIGH 
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N the spacious living room no sound 

broke the stillness ,and though it was 
rapidly growing dusk the room con- 
tained no light other than that cast 
fitfully by the fire. 

The two figures by the fireplace 
might have been carved in ‘stone, so 
quiet and motionless were they, or the 
picture they made might well have 
been the masterpiece of some great 
artist. 

Two women they were. One young, 


very fair, with short unruly golden 
hair and small exquisitely chiseled 
features. The other, in direct contrast, 


appeared to be a little over medium 
height, about forty years in age, with 
a lithe, girlish figure and clear pink 
and white skin that bespoke intelli- 
gent care rather than extreme youth. 
Her night-black hair was piled high 
in graceful waves. 

“Aunt Jane.” 

It was the younger of the two who 
spoke, and, as the older woman turned 
inquiringly, she continued : 

“Don’t you think that Arthur might 
show us a little consideration in this? 
Here he writes that he is returning 
for Thanksgiving, the first time in 
months, too, and bringing home a 
man! One that we have never laid 
our eyes on before at that. Don’t you 
think it frightfully — well — bad 
form?” 

“Mona, dear, the ‘man’ as you 
please to call him, is Arthur’s employ- 
er—the manager of the firm. How 
he happened to get himself invited 
down is something we do not under- 
stand, but, if he comes, and I doubt it, 
we must be nice to him, and try to 
make him feel at home. Don’t be sel- 
fish, dear. Anyway I shall promise 
to take care of this dreadful person 
and leave Arthur entirely to you. 

The young girl flushed rosily, but 
she admitted candidly : 

“Well, I do want Arthur all to my- 
self this once. He hasn’t been home 
for ever so long and when a person is 
engaged and is not supposed to do 
anything at all but wait, it does get 
desperately dull.” 

Her aunt’s musical laugh rang out 
as she thought that her niece’s “do 
nothing but wait’? meant auto rides, 
candy, dances, and whirl of excite- 
ment. She knew that her niece loved 
the boy with all her girlish heart, but 
she was young and beautiful and it 
was hard to keep other boys away. 
She was not sure that she wanted to 
deprive the child of her good times, 
she told herself. 


Mona called her “Aunt” Jane, as 
did Arthur. Arthur was the son of 
her dead sister. Though grown to 
manhood when his father had died, he 
had turned blindly to his only relative 
for a home. There, while she was yet 
in school, Mona had met him. They 
seemed made for each other, those 
two, and the aunt made no effort to 
keep them apart. 


Silence reigned once more in the 


room for a short space, then: 
“Aunt Jane!” 

Again the soft brown eyes turned 
to the girl inquiringly. 

“Arthur says that he has news for 
me—for us, I mean. Do—do you 
t-think he—,’ the voice faltered, 
stopped, then went bravely on: 

“Do you think that it might be, per- 
haps, that we c-could afford to be m- 
m-married ?” 

Her aunt smiled sympathetically : 

“T don’t know, dear. Six months is 
a very short time in which to become 


rich, you know. You have given him 


only six months so far.” ® 

“It seems longer, doesn’t it? I don’t 
think I shall wait after all. I mean,” 
she added hastily, in reply to the ques- 
tion in the dark eyes, “I mean that I 
think I want to marry him now, 
and get rich afterwards!” 

“Well, you love each other. 
don’t wait too long.” 

“Tam frightfully afraid that I 
won't be able to keep house without 
a maid and everything. Do you think 
I could?” 

“Oh, yes, you could, if you wanted 
to. Do-you love Arthur well enough 
to spoil those soft little hands ?” 

The girl looked at her hands specu- 
latively and shook her head with a 
deprecating little laugh: 

“No, that seems to be the’ trouble. 
If we had lots of money I am quite 
sure that I should love him for ever 
and ever, but to stand over a cooking 
stove with my hair all frowsy, and to 


Don’t, 


give up my manicures, hairdresser and: 


dressmaker to do messy old dishes— 
Ugh! Well, the prospect is not at- 
tractive, is it? I simply couldn’t.” 
Again her aunt’s laugh rang out: 
“It would not be quite so bad, I 
hope. You would probably have to do 
without your car for a time, and one 
set of furs would have to last you. 
You would live in an apartment in- 
stead of a large house — that sort of 


thing.” 
“Oh, | shouldn’t mind that in the 
least. Perhaps—” her eyes became 


dreamy and she was soon lost in 


thought. 


k OK * * O* 


Thanksgiving day dawned , lee e; 
and bright with an invigorating 
of frost in the air. 

Arthur and his guest had ar rive 
late the previous evening and t 
was no one in sight when Aunt re 
made her appearance in the breakfa 
room. She looked fresh and brigh oh 
Her face showed no trace of the slee 
less night she had just passed. He 
morning frock was charmingly be 
coming and altogether she looked — 
happy, contented woman— for on 
ago Aunt Jane had learned self-ce 
trol. : 

As she stood for a moment at th 
window she caught a glimpse oa 
Mona’s bright head. Of course, tho 
two young things would be up early 
As she looked, Arthur’s dark sle¢ 
head was bent over the golden » 
and the lips of the lovers met in a kis 

“Jane! You, after all those years 
It was a man’s voice that spoke. 

Without turning Aunt Jane kne 
it was Arthur’s guest. i 


“Yes,” the voice was cold, “an 
you. How did you happen to com 
here?” . 


SAL. first Vi carihd not believe thi 
you were this boy’s ‘Aunt Jane,’ bu 
from hearing the boy talk I was final 
ly convinced. He showed me your pie 
ture, Jane. Yours and—and that 
pretty little girl he is going to marr 
How proud he is of you two! Befor r 
sending him to India I wanted to se 
for myself. I could not have this be 
meet the tragedy that—” 

The man’s voice was hoarse wii 
emotion, Aunt Jane’s eyes were di 
lated with fear. 

“You will send him to India? No 
You shall not! I shall not let him ¢g 
Oh, why did you come here?” 

“T could not keep away. I had t 
see you once more. I had to know 
That night when you met me with ¢ 
baby in your arms— 

“Yes, and you rushed away with 
out waiting for explanations. With 
out asking—” but he interrupted: 

“Without explanation? What ex 
planation could there have been? 
was in despair. I left to keep myse 
from going insane! What could I do 
Remember I had known you such | 
short time before I left. I was away 
three. whole years. What could 
think? What could I do? The let 
ters I had received telling me abot 
your ‘affair’ with another man was 
what brought me home in the fir 
place. I loved you madly, unreaso 
ingly, and that night | I knew I had los 
you. 

“Yes,” with Stiife. tense face the 
woman stood before him. Her voic 
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SOCIETY NOTES 


Co-. AND Mrs. Henry E. RusseEtt will close their house 
at Manchester Cove this week and move to their newly 
acquired permanent residence at 174 Brattle st., Cam- 
bridge. This is the former Governor Russell residence and 
was purchased by Col. Russell about a year ago. It has 
heen in the hands of mechanics since last February, under- 
going changes and alterations, and is only now ready for 
occupancy. Col. and Mrs. Russell plan to leave Cambridge 
early in February for their customary visit in Florida, and 
they will open their place in Manchester early in the spring, 
as usual, as they are always among the first comers to the 
Shore in the spring. 


Oo 290 
The Misses Sturgis have closed their summer home in 
Manchester this week and returned to their Boston resi- 
-dence, 63 Beacon st. 


+} 


3% O 
; Andrew Carnegie, 2d, and family, closed their house 
at Manchester yesterday, and re for Boston, where they 
are spending a few weeks at the Copley-Plaza before going 
on to their winter home in Ores 
The houseboat “Ava,” which has been under construc- 
tion at the Calderwood boatyard, Manchester, the last year, 
for Allison V. Armour, left Sunday for Boston, where she 
was to stay until yesterday, when she left for Greenport, 
N. Y., where she will be hauled out and looked over to see 
how she stood her maiden voyage. Later she will proceed 
to southern waters, where Mr. Armour will cruise during 
the winter months. 


ORO 

Mrs. S. Fisher Corlies and Miss Corlies, who have, 
as usual, made a long stop at “Att-Lea House,” Magnolia, 
will spend the winter at 199 Marlboro st., Boston. They 
closed their North Shore cottage Wednesday of this week. 


oO 
Mrs. Chas. Hanks closed her West Manchester house 
this week. 
o3 90 
Philip Dexter and family closed their Manchester 
house this week and returned to 65 Marlboro street, Bos- 
ton. 
o2BO 
Mrs. Cranmore N. Wallace is back to her Boston rest- 
dence, 478 Commonwealth ave., for the winter, after a 
long season at Beverly Cove, as usual. 
. O20 
Reginald Boardman and family closed their residence 
at West Manchester this week and returned to their Marl- 
boro st. residence, Boston. They will go to Palm Beach, 
Fla., after the holidays to spend part of the season with 
Mrs. Boardman’s mother, Mrs. Charles A. Munn, and oth- 
ér members of the family, all of whom will be at Palm 
Beach for the winter. Mrs. Munn is now at the Vander- 
bilt, New York, to remain until late December. 
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SOCIETY NOTES 


on. T. JEFFERSON COooLipGE, one of Boston’s most dis- 

tinguished citizens, a former diplomat, financier and 
business man, died suddenly early on Wednesday evening 
at his winter residence, 315 Dartmouth st., at the age of 
eighty-nine years. He had been in exceptionally good 
health, for a man of his years, and on Wednesday was out- 
of doors, despite the inclement weather. While sitting in 
the library of his home, late in the afternoon, he was 
stricken suddenly and succumbed an hour or so later. Al- 
though he long ago retired from his numerous business ac- 
tivities, Mr. Coolidge always kept closely in touch with 
other interests, of philanthropic, educational or lke char- 
acter. 

For many years he spent his summer seasons at his 
North Shore estate at Manchester, on Coolidge Point, near 
the Magnolia line. He had a great fondness for Manches- 
ter and was for many years among the earliest to arrive in 
the spring and the last to depart in the fall. He at one time 
owned a farm of considerable size in the section of Man- 
chester where the Essex County club is now located. In- 
deed, it was Mr. Coolidge who was largely instrumental in 
making the club a possibility. A portion of the barn on the 
old farm still stands and is in use. It is located just across 
the driveway from the present clubhouse. 


Mr. Coolidge was greatly beloved by the people of 
Manchester, especially those of a generation ago, who knew 
him in the days when he was more active among them. He 
always took a keen interest in town affairs and was free to 
mingle among the people and to express his opinions on 
matters of public welfare. The Manchester Memorial Li- 
brary building is a gift of Mr. Coolidge to the town back 
in the early 90’s—a portion of the building being desig- 
nated as a meeting place for the veterans of the Civil war. 
The building cost some $40,000, which was a considerable 
gift in the days of 30 years ago. 


Thomas Jefferson Coolidge was born in Boston on 
Aug. 26, 1831, and was of distinguished ancestry. He was 
the son of Joseph and Ellen Wayles ( Randolph) Coolidge. 
He inherited the blood of the first families of Massachu- 
setts and of Virginia. His grandfather, Joseph Coolidge, 
who owned a great estate on part of which in Bowdoin sq. 
the Coolidge House formerly stood, married a sister of 
3ulfinch. who was the architect of the Capitol at Wash- 
ington and of the Massachusetts State House. He lived 
‘n what was then the Bulfinch House on the corner of 
Bowdoin and Cambridge sts., and there are old families in 
26ston at this time who remember the Coolidge-Bulfinch 
estate. When Joseph Coolidge died he left the property to 
his son, Joseph, who was the father of T. Jefferson Cool- 
idge, and who married Miss Randolph, the granddaughter 
of Thomas Jefferson, the great founder of democracy in 


this country. 


DESIRABLE SHORE and INLAND PROPERTIES 


FOR SALE 


PRIDE’S CROSSING 
WEST MANCHESTER MANCHESTER MAGNOLIA 
and 


HAMILTON 


T. Dennie Boardman, Reginald and R. deB. Boardman 


56 Ames Bldg., BOSTON 
A.G. T. Smiru, Local Representative, 


BEVERLY FARMS 


IPSWICH 


Tel. Manchester 144-W. 


8 NORTH SHORE BREEZE? and Reminder 


Ucgereoeage treated 8 rete rere Magagsever sane 
» 


SHELDON’S 
MARKET 


Best Grade of 
BEEF, LAMB 
POULTRY, PORK 
Vegetables, Fruit 
At Boston Market Prices 


24 Central Street 


Manchester 
Est. 1845 Tel. 67 


(SISLAA A 


(SA aA 


SILLLLISSSSS SSSA SSS 


SIAALLAAIASAASASLAASASSSDAAAAAA 


In his early youth, Mr. Coolidge went abroad with 
his three brothers to go to school in Geneva, Switzerland, 
and remained abroad until 1847, when he returned to Bos- 
ton and entered Harvard. While abroad he acquired a 
proficient knowledge of the French and German languages. 
He was graduated from Harvard in 1850, when he was 
only nineteen years old. The associates of his youth knew 
him as a young man who possessed in most abundant 
measure the gift of good manners, never-failing diploma- 
cy, and a discretion that was more than a talent. Almost 
immediately after graduation he entered the business in 
which his father had accumulated his fortune, and in which 
the son achieved success. He afterward abandoned the 
business of foreign commerce and became distinguished as 
a financier, and he was engaged in many enterprises in 
which his talent has been conspicuously demonstrated, 
especially in transactions which involve the control of large 
capital and the reconciliation of apparently belligerent in- 
terests. ; 

Mr. Coolidge was appointed ambassador to France in 
1892, serving for only about one year. For many years he 
served as an overseer of Harvard college. 

He was married in 1852 to Hetty Sullivan Apple- 
ton, daughter of William Appleton, a distinguished Boston 
merchant. Mrs. Coolidge died in 1901. Mr. Coolidge 
leaves two daughters, Mrs. Lucius M. Sargent (Marian 
Coolidge), who has made her home with her father: and 
Mrs. Thomas Newbold (Sarah Coolidge), of New York. 
Another daughter was the late Mrs. Frederick R. Sears. 
The only son of the family, T. Jefferson Coolidge, Jr., died 
in April, 1912. An older brother, J. Randolph Coolidge, 
of Beacon st., Boston, also survives him. He will reach the 
age of ninety-two years the latter part of this year. Mr. 


LARCOM THEATRE, BEVERLY 
High Class Pictures — Grand Pipe Organ 


Matinee Daily at 2.15, Evenings at.6.30 and 8.30 
Saturday Evenings 5.45 to 10.30 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


Card Tables 
Folding Chairs 
Gold Chairs 


BOSTON: Mass. Chambers 


W. J. CREED, Caterer 


Private Waiting 
TELEPHONES: 
Back Bay 3040, Beverly 765 


Nov. 19, 1920 


WEDDING RINGS 


We carry a large stock of wedding rings at all 
times, from which we can deliver any size desired. 


The gold in our rings is thoroughly wrought and 
put ou close grain, making it capable of taking and 
holding a fine finish. 


shapes—seamless—14K-18K 
$6.00 “ $12.00 


Narrow 


F. S. Thompson, Jeweler 


THE HALLMARK STORE 
164 MAIN STREET 


GLOUCESTER 


Coolidge leaves also several grandchildren, including T. 
Jefferson Coolidge, 3d, Amory Coolidge and- Wm. A. Cool- 
idge, the sons of the late T. Jefferson Coolidge, Jr.; Mrs. _ 
Francis Lee Higginson, Jr. (Hetty A. Sargent), Frederick 
R. Sears, Jr., and Miss Eleanora R. Sears, the children of 
Mr. Coolidge’s daughter, the late Mrs. Sears. T. Jefferson 
Newbold, of Beverly Farms, is another grandson, and his 
sisters, Mrs. Gerald Morgan and Mrs. Redmond Cross, 
both of New York, are numbered among the surviving 
granddaughters. 

The funeral service for Mr. Coolidge will be held this 
(Friday) afternoon at 2.30 o’clock at Trinity church, Bos- 
ton. 

OBO 

Albert. C. Burrage, of Pride’s Crossing and Boston, | 
was elected president of the Massachusetts Horticultural 
society at its annual meeting held last Saturday, succeed- 
ing Wm. C. Endicott. It was announced at the meeting 


that the society had appropriated $6000 for the exhibition 
of roses and other flowers that will be held in Horticultural 
hall in April, 1921. The sum of $1000 was also appropri- 
ated, to be added to the special prize fund of the society, 


for four additional exhibitions scheduled for the season of 
1921. 


THE STATIONERY SHOP 
Now is the time to select your 
CHRISTMAS CARDS 


We have the finest line of ART CALENDARS 
to be seen anywhere—from 15c to $1.00 


CENTRAL PAPER CO. 
290 Essex St. SALEM 


THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 
KODAK DEVELOPING AND PRINTING 


156 Cabot St. Beverly, Mass. 


Tel. Conn. 


Weddings 
Teas and 
Dances 


Fast Corning St., BEVERLY COVE 


Nov. 19, 1920 


J. M. Meredith E. W. Grew 
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Henry Whitmore Norton Wigglesworth 


-MEREDITH & GREW 


40 Central Street 


BOSTON (9), MASS. 


Telephones: Main 6772-3-4 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


BUSINESS PROPERTIES 


NORTH SHORE PROPERTIES a Specialty 


NORTON WIGGLESWORTH 


MANCHESTER, MASS. 
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SOCIETY NOTES 


A WenppING of much interest to the Cape Ann contingent 

of the North Shore colony was that of Miss Frances 
Tener, daughter of Mr. and Mrs. George E. Tener, of Eas- 
tern Point boulevard, Gloucester, and William Thayer 
Brown, Jr., son of Mrs. William Thayer Brown, of East 
Orange, N. J. The wedding took place in the Sewickley 
(Pa.) Presbyterian church, and was followed by a recep- 
tion in the Tener home, “Ardarra.” It was the largest and 
most important social event of the fall at Sewickley, where 
the Teners are one of Sewickley’s oldest and most promi- 
nent families. 

The bridal party included Mrs. Charles Frances Rob- 
bins, Jr., of East Orange, sister of Mr. Brown, as matron 
of honor; Miss Edith Anne Tener, sister of the bride, as 
niaid of honor, and the following bridesmaids: Miss Kath- 
erine Louise Brown and Miss Jessica Raymond, both of 
Sewickley, and both débutantes of this winter; Miss Mary 
Beatrice Cooper, of Sewickley, whose engagement was re- 
cently announced to Freeman Bourdette Kirkendall, of 
Omaha, Nebraska, and Miss Jenette Young, of Norfolk, 
Virginia. The men in the party are Horace Brown, of 
Springfield, Vermont, who was best man, and the ushers, 
Alexander C. Tener, Kinley John Tener, of Sewickley, 
brothers of the bride; Charles Francis Robbins, of East 
Orange; Frank Trevor Hogg, Jr., of Sewickley, and Dur- 
no Chambers, of East Orange. 

. Miss Katherine Brown gave the rehearsal dinner in 
the Allegheny Country club, and following the dinner, Miss 
Jessica Raymond entertained the party at a supper dance 
in the Edgeworth club. Many other social events were giv- 


en incident to the wedding. Thomas Beal, Jr., of Boston 
and Beverly Cove, was of the North Shore contingent who 
attended the wedding. 

Mr. and Mrs. Brown sailed on Tuesday of last week 
for the West Indies, where they will be for a month. Up- 
on their return they will live in East Orange, N. J 
the winter. a. 


ria 


oO 
After a long season at “Cherry Hill Farm,” their coun- 
try place on Conant st., North Beverly, Mr. and Mrs. Chas. 
H. Hood and family have returned to their winter home at 
2 Benton rd., Somerville. 
O30 
Mr. and Mrs. Herbert Warren Mason and family are 
among the last to forsake the Ipswich section for their 
town homes. They have just closed their residence at 
“Candelwood Farm,” on Heartbreak rd., and are back in 
their Boston residence, at 14 Gloucester st., for the winter. 
| oR 0 
_ For the benefit of Boston Dispensary hospital for 
Children a Thanksgiving Day sale will be held next Tues- 
day, Nov. 23, from 10 to 6 o’clock, at the Copley-Plaza, 
Boston. On sale will be vegetables, fruits, pies, jellies, 
cakes, nuts, candy, cider, table decorations, etc. Mrs. Mor- 
gan Firth is chairman of the committee in charge, the oth- 
er members being Mrs. William Blodget, Miss Margaret 
Codman, Mrs. J. Templeman Coolidge, Miss Isabella Cur- 
tis, Mrs. Waldo Forbes, Mrs. Ernest Gregory, Miss Maud 
Harris, Mrs. Frank W. Remrick, Mrs. Wm. R. Sears, Mrs. 
E. C. Streeter, Mrs. Crarles R. Sturgis, Miss Evelyn Stur- 
gis, Mrs. Edward Warren, Mrs. Charles F. Weed and Mrs. 
Renton Whidden. | 


OUR HOLIDAYS 


Their Significance 


By Guapys RICHARDS 


Tt was in 1864 that President Lincoln issued the proclama- 
tion that set aside the fourth Thursday of November for 
a day of national thanksgiving. 

The events that led up to this holiday began as far 
back as the landing of the Pilgrims (December 21, 1620). 
They, from a full and grateful heart, gave thanks that the 
first season’s crops had been good. ‘They invited the In- 
dians, their friends, to the festivities which were held in 
thanksgiving. 

It was but natural that our Pilgrim fathers should 
celebrate the end of the crop-gathering season for it was 
~ an old English custom dating from the time of the Saxons. 
In England this feast was called “Harvest Home.” Pa- 
rades were held in which queer costumes decorated with 


THANKSGIVING DAY 


Tuurspay, NovEMBER 25 


Ber rere 


corn sheaves were worn. The celebrations ended with the 
usual feast. 

We find the same custom among the Greeks, who 
called the festival ‘‘Thesmophoria,’ and celebrated it in 
November. 

The Romans, too, had a similar feast, which they cel- 
ebrated on October fourth. They offered a sow and the 
first of the harvest to their goddess of the harvest, Ceres. 
The feast was called ‘“Cerelia.”’ 

To us of today Thanksgiving means largely a day of 
reunion. Every member of the family, with jis family, 
gather together at the old home, there to partake of all the 
good things that mother has cooked in anticipation of the 
return of the “wanderers.” 


LOCAL SECHOR 


MAN i 0S ANCHEST ERY cg ath ee 


Chester Dodge returned a few diye 
ago from a vacation trip to Montreal. 

Miss Pearl Conant has a position at 
Gloucester with the N. E. T. & T. Co., 
for the winter. 

The Junior class of the High school 
will hold a dance in Town. hall on 
Thanksgiving eve. 

Alfred Needham, Jr., left the first 
of the week for New York to take a 
position as 3d mate on a shipping ves- 
sel. 

Walter B. Calderwood left Monday 
afternoon for Boston to join the Ava 
on her journey to New York, where 
Mr. Calderwood will remain a few 
days. 

Conomo tribe of Red Men con- 
ferred the Hunters and Warriors de- 
gree on two palefaces Wednesday 
evening. Deputy Great Sachem John 
F, Mahler of Lynn, witnessed the 
working of the degree. 

The “flag at the postoffice was at 
half-mast Sunday—thanks to the 
thoughtfulness of Daniel Chane, who 
is caretaker of the block. Sunday 
was designated as a memorial Sunday 
for the boys who sacrificed their lives 
in the World war. 

Manager Sanborn has just installed 
another up-to-the-minute detail of 
equipment in the moving picture ma- 
chine at Horticultural hall—a mazda 
light. Patrons at the show Tuesday 
night may have noticed the increased 
brightness of the picture on the 
screen and the added sharpness. This 
is being installed in all the up-to-date 
houses, and Manager Sanborn is the 
first to add the equipment, this side of 
Lynn. 


MANCHESTER House WILL OPEN 


Soon 


Mrs. A. Grover, of Holyoke, has 
completed arrangements for taking 
over the Manchester House and she 


plans to open up for business early 
next month. She has bought from 
the estate of the late M. J. Callahan 
the furnishings and complete hotel 
equipment, and has secured from the 
Peabody estate a lease of the hotel 
property. 

Mrs. Grover is no stranger to Man- 
chester. She was here thirty years 
ago when Mr. Callahan and her hus- 
band originally took over the Man- 
chester House as partners, and she 
was at Gloucester the last summer for 
a visit. She is proprietress of the 
Maplewood at Holyoke at present. 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 


ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 
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Horticultural Hall : Manchester 
A. N. SANBORN, Mgr. 


- SATURDAY—NOV. 20 


One Evening Show Only 
Starting at 7.30 
First Three Reels Repeated 


Wim. Farnum in 
‘“‘HEART STRINGS’’ 
Bert Lytell in 
‘‘BLIND MEN’S EYES’’ 


TUESDAY—NOV. 23 


One Evening Show Only 
Starting at 7.30 


Robert W. Chambers’ 

‘“‘THE FIGHTING CHANCH’’ 
with all-star cast including Dorothy 
Davenport (Mrs. Wallace Reid) and 

Ann Nilsson 
— also — 
‘‘Bride 13,’’ News and Ford 
Weekly 


SPECIAL SHOW 
THURSDAY—NOV. 25 
Thanksgiving Day 
Matinee, 3 o’clock; Evening, 7.30 


Earle Williams in 
‘““‘THE FORTUNE HUNTER’’ 
7 reels 
Mack Sennett’s 
‘““THE QUACK DOCTOR’’ 
One-reel picture of the famous 
Tacing horse—Man O’ War 


COMING ATTRACTIONS - 


James Oliver Curwood’s ‘‘God’s 
Country and the Woman,’’ Tom 
Mix in ‘‘The Terror,’’ Enid Ben- 
nett in ‘‘Hairpins,’’ D. W. Grif- 
fith’s ‘‘The Fall of Babylon.’’ 


Moving Pictures 


3088 LOHOHOMOROHOROHO BOMOBOBOS BWOBOBOBVOB 


17H AND YOUR 


SHIRTS, COLLARS and 
STARCH-WORK to:: :: 


Thomas Saco, Barber 


Tel. 137-M Postoffice Block 
Jos. Vasconcellos, Barber 
Tel. 53-J Central Sq. 
James Beaton, Grocer 
Tel. 8341-W Central St. 
Frank B. Rust, Grocer 
Tel. 96 School St. 


— Agents for — 


MANCHESTER LAUNDRY 
Good work Prompt Service 


Telephone 85-W 
Work called for and delivered 
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George acai was one of a par- 
ty of several masons leaving last Fri- 
day for Philadelphia, from which port 
they sailed the first of the week for 
Jamaica, B. W. I. They are to be in 
the employ of George S. Sinnicks, 
who has a large contract job there. 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


MANCHESTER 


Kenneth Fleet and family have © 
moved from 18 to 96 School st. 

Mrs. C. Pickering, of Haverhill, is 
visiting Mrs. H. E. Levoy at the Bap- 
tist parsonage. 

The annual supper and roll-call of 
the Baptist church will be held on 
Wednesday evening, Dec. 1. 

The High school supper held in the 
vestry of the Baptist church last eve- 
ning was attended by about 175 peo- 
ple. 

Thomas Peters has been home on a 
several days’ furlough the past week. 
Mr. Peters is one of the few Man- 
chester boys who has continued his 
war-time service with Uncle Sam. 

All orders that wish to enter a team 
in the pitch tournament this winter are 
asked to have a committee of two 
meet avith the committee from other 
orders at G. A. R. hall this * Friday 
evening, Nov. 19, at 7 o’clock, to per- 
fect arrangements for a tournament. 

Misses Charlotte E. Hartley and 
Violet L. Read from Manchester are 
attending the College of Secretarial 
Science of Boston university.' This 
department is now established in the 
new building on Garrison st., Back 
Bay. The registration has increased 
in the last two years to over nine hun- 
dred students. 

Manchester grocery and provision 
stores are well stocked mith goods for 
the great American feast day next 
Thursday. The provision stores will 
have a generous stock of turkeys on 
hand, as well as other good meats— 
pork, duck, chicken, etc., and the gro- 
cery stores will be sufficiently well 
stocked with all the Thanksgiving ac- 
cessories as to make it unnecessary 
for Manchester housewives to go 
elsewhere for any portion of their 
Thanksgiving dinner. 


, 


Pitch TourNAMENT WrLL SHART 
EARLY IN DECEMBER 


There is much interest in the pitch 
tournament between competing teams 
representing at least six Manchester 
organizations. The final arrange- 
ments will be made tonight at a meet- 
ing to be held at G. A. R. hall. At 
that time the details will be worked 
out. The members of the North Shore 
Horticultural society will decide to- 
night, too, if it will turn over its hall 
(lower ) for the tournament one night 
a week. The competing teams will be 
N.S. H.S:,.S. of V., Legion; 17 GO: 
F., Red Men and Firemen’s Relief. 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 
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LASSIFIED ADVERTISEMENT 


Advertisements under this head 2¢ a word the first week. le 
a word after the first week. Stamps may be used in payment. 


Maid and Seamstress. Would do light 
chamber work and sewing, or sewing by 
the day. Can furnish good references. 
Telephone Salem 2148-M. 1t. 


Boys Wanted 


Te 


$$ —————————— 
;OYS WANTED — To sell vanilla atter 
school. Send for free sample bottle— 
WAKEFIELD EXTRACT CO., Sanborn- 
ville, N. H | 46-53 


Lost 


Finder 


please leave at Breeze office. lt. 


Se 
Latest styles in Lamson & Hubbard 


soft hats and caps at Bell’s Beach st. 


store. adv. 


: Position Wanted For. Sale 
WILL ACCOMMODATE for week-ends or | FOR SALE: Twelve nice, large Maple 
keep house open for accommodation. Trees. The right size for transplant- 
Any kind of work.—26 Elm st., Man- ing. Can be removed any time before 
chester. eta ths next spring. Trees are located in West 
“would like position as Lady’s Manchester. Apply at the Breeze of- 


fice. Gre 


HOUSE LOT for sale, about 60x100 ft., on 
Rosedale ave. Very desirable location. 
Apply: Mrs. D. O’Sullivan, 26 Lincoln 
st., Manchester. 46 


NYONE DECIDING to purchase a 

home in Manchester should get in 
touch with me. I now have several most 
desirable propositions—GEO. E. WILL- 
MONTON, cor. School and Union sts., 
Manchester. 


PEKINGESE for sale. Very handsome 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 
black mask. Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion—Mrs. R. Curry, 603 
Essex St., Beverly. Phone 247-J. 20-22 


a 
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Solicitors for the annual Red Cross 
drive are making their rounds this 
week. 

G. Pray Smith, of Claremont park, 
was taken in the ambulance to the 
Beverly hospital Tuesday. 

The ambulance was called Tuesday 
afternoon to convey Mrs. A. H. Rey- 
nolds to the Beverly hospital. 

The new deputy of Magnolia lodge, 
J. O. O. F., paid an official visit to the 
lodge at its meeting last night. _ 

Kenneth Sargent was down trom” 
Boston for a week-end visit at the 
home of his aunt, Mrs. Edith Lations. 

The annual meeting of the local 

American Legion post for the election 
of officers, etc., will be held on Wed- 
nesday evening, Dec. 1. 
Harmony Guild will meet in_ the 
chapel Monday evening, Nov. 22, at 
8 o'clock sharp. The meeting will be 
in charge of the “children.” 

William Goodall left the latter part 
of last week for New York to meet 
Mrs. Goodall, who was expected to 
arrive from Scotland last Friday. 

The regular meeting of the North 
Shore Horticultural society will be 
held this evening (Friday) at 8 
o'clock. Members are urged to at- 
tend as important matters will be 
discussed. ) 

Thomas A. Baker and family are 
starting next week for their winter 


home in St. Augustine, Fla. They 
will spend Thanksgiving at LEverett 
with Mrs. Baker’s parents, after 


which they go to New York to take 
the boat for Savannah, Ga., going 
from there to St. Augustine. 


=e 


Alfred McCracken and family are 
moving from Magnolia to the Allen 
shouse on Summer st., next to the tele- 
phone office. Mr. McCracken is em- 
ployed by Bullock Bros. - 


FOURTH RED CROSS ROLL 
CALL 


The fourth annual membership 
campaign of the American Red Cross 
will be made in Manchester by the 
boys of the American Legion on Sat- 
urday and Sunday, November 20 and 
21. The activities of the Red Cross 
are still tremendous and your interest 
and money are still needed. Be ready 
with your annual subscription of a 
dollar when the boys call. 

Memberships may also be paid at 
the drug store of B. L. Allen or to 
F. C. Rand at the railroad station. 


Bowttne NOTES 

The bowling match between the 
Manchester Red Men and Odd Fel- 
lows last Monday evening brought out 
a good-sized crowd of enthusiastic 
rooters for both teams. The match 
was hotly contested for all three 
strings, the Red Men winning out on 
the total pin fall by eight pins. 

Archie Cool was high roller with a 
total of 301 and Charles Bell and 
Lewis Hutchinson were tied for sec- 
ond honors with 282 each. The scores 
were as follows: 


RED MEN 

1 2) 3 Ttl. 

Frank Bullock 80 Gl 87— 238 
Harry Slade 84 90 91— 236 
Alfred Walen Borde 86— 264 
Sumner Mason 90 86 97— 273 
Charles HE. Bell 93 93 96— 282 
432 433 457—1322 


N. GREENBERG 


BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 


34 Union St. (Opp. P.O.) Manchester 


Manchester Magnolia Bev. Farms Boston 


SMITH’S EXPRESS COMPANY 
Principal Boston Office: 32 Court So. 
Tel.: Boston Main 489; Manchester 119 


First-Class Storage for Furniture 
Separate Rooms Under Lock 


MANCHESTER MASS. 


AS GOOD AS EVER 


The ‘Kind You 
Used Before 
= ; the War 
meso KING ARTHUR FLOUR 


—Order from Your Grocer— 


¥ INSURANCE 
ny Kind Anywhere Any Amount 
GEO. E. B. STROPLE 
Pe General Manager 
so District Manager John H 
Mutual Life [ates oof Brees 


ROCKPORT, MASS. 


MORTGAGEEH’S SALE OF REAL 
ESTATE 


_ By virtue of a power of sale contained 
in a certain mortgage deed given by Ralph 
H. Lane to Enoch: A. Crombie, dated Sept. 
12, 1919, and recorded in Essex (South 
District) Registry of Deeds, Book 2426 
Page 258, for breach of the conditions 
contained in said mortgage, and for the 
purpose of foreclosing the same, will be 
sold at public auction upon the premises 
on Saturday, the fourth day of December, 
1920, at 1.45 o’clock in the afternoon, all 
and singular the premises conveyed by 
said mortgage deed; namely, a certain 
parcel of land with the buildings thereon, 
situate on Essex st., in said Manchester, 


~bounded and described as follows: Begin- 


ning at a point 146.18 ft. northerly from 
Pleasant st. and running northerly by 
land of Sarah E. Crombie about 105.6 ft. 
to an iron rod driven in the ground by 
said Essex st.; then turning and running 
southeasterly on said Hssex st. to land of 
Benjamin M. Crombie; then southerly by 
land of said B. M. Crombie to a point 
146.18 ft. from the said Pleasant st.; then 
turning and running westerly about 57 ft. 
by land of Enoch A. Crombie to the point 
begun at. 


ENOCH A. CROMBIE, 


Mortgagee. 

nov.13,20,27 sa 

ODD FELLOWS 

1 2 3 Ttl. 
L. Hutchinson 95 89 98— 282 
HAS Beall 72 Tee 81— 226 
Elmer Smith 82 90 77— 243 
Archie Cool 91.112 98— 301 
W. R. Bell 81 85 90— 256 
421 449 444—1314 
A return match between the two 


teams is scheduled for tonight (Fri- 
day ). 


Jobbing express and local trucking. 
—Augustus Ferreira. Tel. 318-J. adv. 
Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv, 
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ONGREGATIONAL.CHURC 
MANCHESTER 
Rev. Frederic W. Manning, Minister 


SUNDAY: Morning service, 10.45; evening service, 7 o’clock 


COMMUNITY THANKSGIVING UNION MEETING 


of Congregational and Baptist churches 
will be held at 7 o’clock Sunday evening 


Everyone Is Invited 


COMMUNITY SINGING 


will be enjoyed for the first twenty minutes of the service 
and it is hoped many will attend 


RELIGION IN INDUSTRY 


Subject of Talk by Miss Grace B. Monks 
at Manchester Church Last Sunday Evening 


NDUSTRY 1s one of the burning ques- 

tions before the country today. 
Last Sunday evening the Rev. F. W. 
Manning arranged a service in the 
Manchester Congregational church at 
which Miss Grace B. Monks spoke of 
“Religion in Industry.” The service 
was an intimate one, and the prayers 
and hymns made a complete whole of 
which the congregation formed an im- 
portant and very sympathetic part. 
The Rev. Mr. Manning’s prayers 
were beautiful in their earnestness 
and simplicity and very helpful to 
those of us who are trying to meet 
the difficulties of the present hour. 
The hymn, “Oh, Master, let me walk 
with Thee in lowly paths of service 
free, Tell me Thy secret, help me bear 
the strain of toil, the sweat of care,” 
seemed particularly appropriate to 
the occasion, 

Miss Monks began’ by saying that 
all thinking people, and many large 
business concerns are considering seri- 
ously the question of religion in in- 
dustry. In order that the congrega- 
tion might not think she held these 
views because she was on fire for so- 
cial service, and that business after all 
is a question of selfish competition 
and dollars and cents, she quoted what 
Oliver M. Fisher, head of a large 
shoe manufacturing plant, and presi- 
dent of the Boston Boot & Shoe club, 
recently said in the New York Times. 
Miss Monks considered it a striking 
fact that a man who had devoted his 
life to business should come out with 
the following statement : 

‘*The country has been a phenomenal 
success in everything material. We have 
been the wonder of the world, but we 
have given far more attention to the ma- 
terial side of life than its importance 
warrants. The same attention given to 
the moral and spiritual forces within us 
could bring about in every community a 
vitalizing foree which would make better 
communities, and thus make better the 
very business in which, we are engaged,’’ 

Defining religion Miss Monks said 
it was well to take a broad definition 
and that in this instance she would 


take the two supremely . beautiful 
commandments laid down by Christ: 


‘“And thou shalt love the Lord thy God 
with all thy heart, and with all thy soul, 
and with all thy mind, and with all thy 


strength: this is the first commandment. 


‘The second is like, namely this, Thou 
shalt love thy neighbor as thyself. There 
is none other commandment greater than 
these.’’ 

She went on to say, many textile 
mills in New England are closed at 
present, and to relate her experiences 
while in the Department of Labor in 
the American Woolen Company in 
Lawrence, before their mills closed 
down last July. When she was in- 
formed the mills would be obliged to 
close, she asked if there were not 
some way in which this calamity 
might be avoided, as it seemed a ter- 
rible thing that 13,000 people should 
be thrown out of work. She was told 
that to continue operations was impos- 
sible, owing to the cancellation of or- 
ders. Covenants had become mere 
scraps of paper. Faith is a spiritual 
force which we often think about in 
church, but which is equally impor- 
tant in the dealings of one business 
man with another. As Mr. Fisher well 
says: 

‘*What does all this situation mean? 
The religion of the community is really 
the bulwark of business, and of our in- 
vestments. It means the real security for 
the stocks, and bonds, mortgages, deeds, 
and other investments which we own. 
The steel boxes, the legal papers and the 
other things that we look upon as so im- 
portant are the mere shell of the egg. The 
value of our investments depends not up- 
on the strength of our banks, but upon 
the strength of our churches.’’ 

Faith is necessary to the very life 
of business. So much for the financial 
side of textiles. Miss Monks then 
spoke of carrying religion into “hu- 


man relations in industry” (her spe- . 


cial province). She described the 
great factories in Lawrence and their 
thousands of employees working oft- 
en on monotonous operations, and of 
how the cheerful word and little kind- 
ness helped in shop and workroom. 
She said that there, work was carried 
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on at high pressure, on a large scale, 
but that the same love of the neighbor 
and friendliness counted for just as 
much in the small shop or office. 

Miss Monks then described the day 
nurseries of the American Wooler 
Company, where Italian, Syrian, Po- 
lish, and Lithuanian babies are cared 
for during working hours. Lawrence 
has a large foreign population, and it 
is a great benefit to Italian mothers to 
get advice in regard to the health of | 
their babies from the fully-trained 
nurses in charge of the two industrial | 
day nurseries run by the American | 
Woolen Company. To illustrate this ) 
she told of an Italian mother who } 
brought her baby to the day nursery | 
on one of the coldest days last winter, | 
dressed entirely in cotton clothes. It 
is a boon to women accustomed to a 
totally different climate to have the 
opportunity of calling on good advice 
and to find a company which provides 
an up-to-date day nursery to care for 
their children during working hours, 
This is religion in industry if you 
like. 

Miss Monks quoted Henry Van 
Dyke as winding up an article in the 
November  “ Scribners,” entitled, 
“Guide-Posts and Camp-Fires” : 

‘Liberty itself is a great lesson. And 
in learning it we need teachers—the wise, 
the just, and the free of all ages. Most 
of all we need the help of religion, by 
which alone the foundations of the state 
are laid in righteousness, and democracy 
is safe from suicidal tendencies, Come, 
let us cover the fire, and so to bed, not 
forgetting an honest prayer for the coun- 
try we love best.’’ 

Miss Monks said that if a business 
man like Mr. Fisher and a writer, 
diplomat and thinker like Henry 
Van Dyke laid emphasis on the fact 
that religion is necessary in our indus- 
trial and democratic life, there must 
be something in it. She said that “In- 
dustrial Democracy” may ultimately 
solve many of the problems of capital — 
and labor, and that through industrial — 
democracy (men working together de- 
pendent on one another), a true de- 
mocracy based on faith and religious 
ideals will evolve. 


MANCHESTER CHURCHES 


Congregational church, Rev. F. W. 
Manning, pastor—Pastor will preach 
Sunday morning on a Thanksgiving — 
subject. . 

Sunday evening there will be a_ 
community Thanksgiving union meet-_ 
ing of the Baptist and Congregational 
churches, to be held in the Congrega- 
tional church at 7 o’clock. Everyone | 
is invited. Community singing will { 
be enjoyed for the first twenty min- 
utes of the service and it is hoped that 
many will attend. 


Baptist church, Rev. H. E. Levoyyll 


| 
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Bacioed is $2.00 for one year’s subscription—52 issues— to 


NORTH SHORE BREEZE 


All subscriptions received during Nov. or Dec., FREE the balance of 1920 


Give Complete Address — Write Plainly 


Town or City 


The subscription price in the United States, its dependencies and Cuba is $2.00 a year; 
in Canada $2.50 a year; foreign countries $3.00 a year 


minister.—Special Thanksgiving ser- 
mon Sunday morning. 

The Church Aid society of the Bap- 
tist church will hold an all-day quilt- 


ing bee in the Baptist vestry next Fri- 


day, Nov. 26. The annual business 
‘meeting will be held in the afternoon. 
All members are requested to be pres- 


| ent. 


Friendship circle will hold its regu- 
lar meeting Monday evening, Nov. 29, 
in the Baptist vestry. Members are 


_ requested to bring their work and en- 
joy a social hour. 


He only is a well-made man. who 
“has a good determination— EMERSON. 


Larcom THEATRE, BEVERLY 
Week of Nov. 22 ° 


Mon. and Tues.—‘‘Held by the En- 
emy,” with Jack Holt, Lewis Stone 
and Wanda Hawley. Olive Thomas 
in “Youthful Folly.” Pathe Review. 

Wed. and Thurs.—Wallace Reid in 
“Always Audacious.” Kinograms. 


Comedy. 


star cast. Antonio Moreno in ‘Veiled 
Mystery.” Christy Comedy. Kino-, 
grams. 


Fri. and Sat——‘Deep Waters,” all- 
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BREEZE FREE BALANCE 


OF 1920 
es a practice of 
years, the NORTH 


Seow BREEZE makes this 
offer to all new subscribers. 
All subscriptions received in 
these last two months of 
the year will date from Jan. 
1, 1921—-but the paper will 
go forward the balance of 


this year free. 


$2 a year—4c a copy 
(10c at newstands ) 
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Charles Dillingham’s joyous page- 
ant of a thousand delights, “Good 
Times,” at the New York Hippo- 
drome, is enjoying one of its happiest 
months, as the holidays, football 
games and other public celebrations 
scheduled during November always 
bring additional crowds to the big 
playhouse. In this connection it is in- 
teresting to observe that during this 
month and next approximately 600,- 
000 patrons usually visit the Hippo- 
drome and of this great number near- 
ly a quarter of a million are children 
who enjoy the daily matinees. Each 
week new features are introduced and 
these are always in keeping with the 
spirit of the times and designed to add 
to the gaiety of the colossal spectacle. 

This ‘week “The Magic Grotto,” 
will be 
enlivened with a new musical number, 
“Sing a Serenade,” sung by Nanette 
Flack and the mermaid chorus. Other 
new features will be introduced by the 
leading funmakers of “Good Times,” 
— Ferry Corwey, “Poodles” Hanne- 
ford, Joe Jackson and Marceline, 
while “Jennie,” the dancing elephant, 
will shake the ‘‘shimmy” for the new 


Cat “rot. 


STRAND THEATRE, LYNN 

nee igers ecup, the: Wier ox 
production starring Pearl White, 
which comes to the Strand _ theatre, 
Lynn, next Monday, Tuesday and 
Wednesday, story interest vies with 
excellent acting for first place among 
the many good things that can be said 
about this production, which has the 
frozen North and the gold fields of 
Alaska for its background. Pearl 


OL $30: $3 + 
oe <3 eo 
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White is seen in the title role of the 
“Cub” and portrays most delightfully 
the character of a young girl born and 
reared amid the snow wastes of Alas- 
ka, and who never has known any 
companionship other than the rough 
types who inhabit these regions. 

The companion feature is Tom 
Moore in “Stop Thief,” a rollicking 
farce even more funny than the ori- 
ginal stage offering. The remainder 
of the program includes an Al. St. 
John comedy, “The Window Trim- 


mer,’ Screen Snapshots and Topical 
Review. 
Thursday, Friday and Saturday 


will be shown Will Rogers in ‘Honest 
Hutch,” adapted from the Saturday 
Evening Post story, “Old Hutch 
Lives Up To It,” a story of the laziest 
man in the laziest village in the world. 


“Old Hutchins” (Will Rogers) was 
a worthless town loafer in Willow 


Bend, when, he found, or thought he 
found, a fortune of $100,000. He 
immediately assumed the dignity: that 
goes with the possession of wealth, 
and his regeneration makes an absorb- 
ing drama. In conjunction with this 
feature will be shown “The Fatal 
Hour,” a Drury Lane production en- 
acted by an all-star cast. A Chester 
comedy featuring Snookey, the monk, 
in “A Tray Full of Trouble,” and 
Topical Review complete the pro- 
gram. Fitting musical selections will 
be played by the Strand Symphony 
orchestra and Miss M. Frances 
Doughty, organist. 


HorTICULTURAL HALL, MANCHESTER 


A special Thanksgiving Day picture 
show will be put on at Horticultural 


hall, Manchester,—at 3 o’clock in the 
afternoon and 7.30 in the evening. 


Manager Sanborn has secured a good 
bill for this special performance, the 
feature being the “Fortune Hunter,” 
starring Earle Williams, in 7 reels. A 
Mack Sennett comedy, “The Quack 
Doctor,” will furnish another mirth- 
provoking attraction that is sure to 
please. 

The feature pictures for this Sat- 
urday’s performance will be “Heart 
Strings,’ starring Wm, Farnum, and 
“Blind Men’s Eyes,” with Bert Ly- 
tell. 

Tuesday’s feature will be Robt. W. 
Chambers’ “The Fighting Chance,” 
with all-star cast, including Dorothy 
Davenport (Mrs. Wallace Reid) and 
Anna Nilsson. The new serial, “Bride 
13,” will also be shown (second epi- 
sode). This is the picture, part of 
which was filmed in Gloucester. 


God’s commands, I feel sure, are 
sent to us in the form of desires. That 
which we desire to do with all our 
strength, that which we most love to 
do, is what God wants us to do. 
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WANTED—Washings to do by the 
hour, day or week, at your own home. 
No muss or fuss and work fully 
guaranteed. For particulars call Man- 
chester 168-W and ask for Mrs. THor. 


J; -P. LATIONS 
CARRIAGE BUILDER — AUTOMOBILE REPAIRIN G 
Special Attention to Automobile Painting 
Auto Trimming—Slip Covers—Tops Recovered Storage for Carriages 
DEPOT SQ. Telephone 206-M MANCHESTER 


There is a kind of man, not many 
of him, it is true, who is so anxious to 
give everybody a fair deal that he 
overlooks himself until it’s too late. 


My | 
Silva's Express 
Joun L. Sitva, Proprietor 
LOCAL EXPRESSING 
Furniture and Piano Moving by 
Auto Trucks, long distance or local 
STORAGE FOR FURNITURE 
Rubbish and Garbage Collected 


Ter. 11-W. P. O. Box 223 
Residence: Morse Ct., Manchester 


Wine improves with age and yet it 
“kicks” more with age. 


The truth probably is that not many 
women are jealous of their husbands, 
but a good many wise ones pretend to 
be in order to flatter ’em. 


G. A. KNOERR 
Everything Electrical 


4 School St.. MANCHESTER 
Telephone 259-R (House 259-W) 


All men may he created equal, but 
there’s a difference in them when 
they’re a day oll and it keeps on get- 
ting greater. 


When you think of painting think 
of Tappan, 17 Bridge st., Manches- 
ter; adv. 


Augustus Ferreira—jobbing express 
and local trucking. Tel. 318-J. adv. 


CHRISTMAS MUSIC 


What would make a better Xmas Gift than a Graphophone 
or some records? 


Come in and sce what we 


have to offer 
PIANOS PIANOLAS GRAPHOPHONES 
RECORDS NEEDLES SHEET MUSIC 


COOL’S MUSIC STORE 


CENTRAL SQUARE oe MANCHESTER 


VALENTINE’S TRUCKING CO. 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 


Large and Small Shipments in Either Direction 


also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 


Telephone 375-W, E. L. Valentine, 49 School st., Manchester 
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MT. PLEASANT DAIRY 
R: & La BAR eas 


Dealers in 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER - -- MASS. 
P. O. Box 129 - Telephone Connection 


UNION ST. 
FISH MARKET 


W. H. Clancy, Proprietor 


40 Union St. - - - MANCHESTER 
Open all Winter 


All kinds of Fish in season 


— Also — 
MEATS AT CUT PRICES 


TELEPHONE 99-J. 
ee 


MANCHESTER CLUBS 


Hotp ANNUAL MuSICALE — THE 
MANCHESTER CLUB AND Wom- 
AN’s CLuB UNITING 


A delightful evening’s entertain- 
ment marked the annual musicale of 
the two Manchester clubs—the Man- 
chester club and the Manchester 
Woman’s club—which was held Wed- 
nesday evening in the Congregational 
chapel. On this occasion the men and — 
women members of the two clubs are — 
privileged to invite their wives and 
husbands, respectively, and such other 
guests as they choose. 

The attendance was all that could 
be desired, the chapel being taxed to 
its utmost seating capacity to accom- 
modate the crowd. 

The concert, which was of unusual 
high class, was provided by the Pin- 
field-Charak Trio, of Boston. Carlos 
E. Pinfield, a violinist of exceptional 
ability, received much _ well-merited 
applause after his masterly rendition” 
of several difficult selections. Mrs. 
Laura A. Pinfield, a pianist of great 
talent, accompanied. 

Miss Sophia Charak, a most bril- 
liant lyric soprano, held her audience 
spellbound during her singing of sev- 
eral pleasing solos. 

Maude Huntington. Benjamin, 
reader, added to the enjoyment of the 
evening by her selections. Her first 
number was a one-act play entitled 
“The Falcon,” from Tennyson, and 
she later gave several character 
sketches in which she showed particu- 
lar adaptability. 

After the conclusion of the pro- 
gram the hospitality committee of the 
Woman’s club served cake and coffee. 


ag 
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PARENT-TEACHER MEETING 


MANCHESTER ASSOCIATION HOLps 
Most INTERESTING SESSION 


scot Staple and Fancy Groceries 
BULLOCK BROS., GROCERS 


POST OFFICE BLOCK Telephone 190 


Very interesting was this month’s 
meeting of the Manchester Parent- 
Teacher association, held in the Price 
school hall Thursday evening. 

The president, Mrs. Arthur E. Ol- 
son, opened tht meeting by announc- 
ing that Mr. Wilton, the new princi- 
pal of the High school, had replaced 
Miss Jenness as recording secretary 
of the association. 

_ Mrs. Olson also made reference to 
the big membership drive that is being 
carried on at present. The plan is to 
have the children help in this drive. 
The children will contest by rooms, 
and the prize will be awarded for the 


MANCHESTER 
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ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 
REGISTERED PHARMACISTS ALWAYS ON DUTY - 
TELEPHONES: 217. 8388 


= 


It one ts busy call. the other 


NO, THEY ARE NOT 
TOO BAD TO MEND 


Let us see the shoes before you throw 
them away. You will be surprised at 
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room securing the most members. 

_ The reports of the annual state con- 
vention, held in Boston, Oct. 21, 22 
and 23, were read. These proved to 


in reporting on Thursday’s meeting, 
especially mentioned Mrs. Hovey, of 
Haverhill, and Mrs. French, of Ando- 


be of deep interest. Mrs. John Baker, 


| 
| 
| 


and their community. 


ver, both of whom have spoken be- 


fore the Manchester branch. 


these 
“How to Tell Stories to Children” 


Mrs. D. 
T. Beaton reported on Friday’s meet- 
ing and Mrs. Seddie Follett on Sat- 
urday’s. 

Mr. Francis, the new superinten- 
dent of schools, then spoke. He said 
that to his mind the principle need in 
the schools here was to teach the chil- 
dren loyalty—loyalty to the schools 


‘Following Mr. Francis’ brief talk 


Mrs. Olson called attention to the fact 


that this is “Book Week.” In connec- 


tion with this Miss Mary Clark, who 
is the teacher of French at the High 
school, read an article from one of the 
magazines, urging the proper selection 


of books for children. The article 
made mention of the great impression 
literature makes on the child’s mind, 
how the influence of a good book will 


“remain with that child through the 
eo course of’ his life. 


The same 
ight well be said of the influence of 


books which are unsuitable—the bad 


impression they create will remain 


Brough life. 


Dr. R. T. Glendenning, who is a 


member of the board of trustees of 
Bhe Manchester public library, was the 
next speaker. 
a books which, he said, it would be 


He first mentioned sev- 


well for the parents to read. Among 
were “American Children,” 
and “The Best Stories to Tell Chil- 
dren.” He said that the inclination of 
the Americar boy of today is to read 
‘a little too much, to the neglect of 
other things. He also said that a man 
who could not look back to the time 
when he believed in fairy tales had 
missed a great deal in life. Every 


a 


what wonders we accomplish with 
worn-out shoes with our up-to-date 
methods, machines, etc. In these days 
of high prices, it is a blessing for a 
man with a family to have such a re- 


child, he said, should have the 
“Mother Goose” period and the fairy 
tale period. Poetry, too, should play 
a large part in the life of a child. He 
should be taught to commit poetry to 
memory. In mentioning books that 
all young people should read he spoke 
of “Tom Brown's School Days,’ 
“The Prince and the Pauper,” “Alice 
in Wonderland,’ .and several others. 

Following Dr. Glendennings talk 
Miss Grace Monks commented very 
briefly on her social service work in 
Lawrence. She touched lightly on her 
war work in England when she was 
called back to open a hospital for ba- 
bies. Her first plan, she said, had been 
to open a sort of day nursery for the 
babies of the women who were muni- 
tion workers. She was dismayed to 
find that there were no well babies— 
or rather very few. She found her- 
self opening, instead of a nursery for 


29 Beach St., 


pairing shop in town as 


J. A. CULBERT’S 


MANCHESTER 


Also Trunk and Bag Repairing 


well babies, a hospital for babies who 
were suffering from malnutrition. 
She mentioned one little girl with 
golden hair who was called “Fairy.” 
This child’s mother had_ offered her 
for sale for £10. “Fairy” was ‘taken 
into the hospital and nursed back to 
health. 

In Lawrence Miss Monks opened 
two day nurseries. She spoke of the 
kindergarten they had opened for the 
foreign children there, where they are 
taught the rudiments of cleanliness 
and good habits. 

Those who heard Miss Monks fine 
talk at the Congregational church last 
Sunday evening, were keenly disap- 
pointed over the brevity of her talk 
before the association last night. Mrs. 
Olson, however, expressed the hope 
that Miss Monks would again favor 
the Parent-Teacher association at an 
early date. 


Telephones 610, 611 


HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
Kitchen Furnishings 


S. S. PIERCE GROCERIES 
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STOP! LOOK! 
Libs TEN to 


When you want painting, pa- 
perhanging, decorating, furni- 
ture refinished, glass reset, pic- 
tures framed, window — shades 


made to order and mirrors re- 


finished, we will be pleased to 
give you an estimate, and satis- 
factory work will be guaranteed. 


No job is too large or too small 
for 


STEELE and ABBOTT CO. 


23 CENTRAL ST. 


Tel. 645-W 


MANCHESTER 


RAYMOND C. ALLEN 


Assoc. Mem. Am. Soc. C. E. 


Member Boston Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester - 


“ Tel. 73-R and W. 


Perfection Oil Heaters $7.50 


Telephone 
245 


LATENT ENERGY 


James J. Jeffries, former heavy- 
weight champion pugilist of the world, 
told in his autobiography of an in- 
stance where his latent store of en- 
ergy came to his aid in enabling him 
to save a man’s life. 


Jeffries was a_ structural iron- 
worker before entering the ring, and 
one day a great girder slipped and 
rolled over, crushing the legs of the 
workman who was helping him. 


Jeffries said that, although he would 
never have attempted to move the 
heavy weight under ordinary circum- 
stances, and probably could not have 
budged it, he seemed to be suddenly 
possessed of superhuman = strength 
when confronted by the emergency, 
and, throwing every ounce of power 
into play, lifted the girder from his 
friend’s body. 

Most of us can do what we want to 
do or have to do. 

Floods, earthquakes, cyclones, pan- 
ics and other great disasters which 
force us into new situations and re- 
-sponsibilities prove that the human 


body is capable of generating energy 


IF YOU HAVE NOT HAD YOUR FURNACE 


attended to for the winter—let us 
look after it for you at once 


JOHN W. CARTER CO. 


Sheet Metal Work a Specialty 


10 School St. 
MANCHESTER 


in much larger quantities than are or- 
dinarily used. 

All that we need is the stimulation 
of new conditions or new necessities 
and we are transformed. 


Anysopy’s Matcu 

F. H. La Guardia, former congress- 
man from New York, said at a ban- 
quet : 

“The Italian immigrant as soon as 
he masters the language is a match for 
anybody. 

“A group of husky young Italians 
were digging in a ditch the other day, 
when a chap in a flivver went by slow- 
ly. He had a young lady with him. 
and—to show off, you know —he 
yelled down the ditch: 

‘“ “Hey, where’s your monkey ?” 

“Quick as a flash the brawny Gene- 
ovese yelled back: 

““We give him a day off, mister, 
and he’s took his girl out joyridin’ in 
a second-hand car.’ ”?— Washington 
Star. 


It is not the mere station of life that 
stamps the value on us, but the man- 
ner in which we act our part.— 
SCHILLER. 
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PROE. JAMES 


the brilliant psychologist at Har- 
vard, asked a carpenter who was 
working on the place if he thought 
all carpenters stood on the same 
level, and if not how he would in- 
dicate the difference between men— 
10, 20, 30 percent or whatever. 


The carpenter, after pondering the 
question all day, finally said: ‘‘ There’ 
ain’t much difference between men, 
but what there is is mighty import- 
ant.’’ 


CORSET SH@ra 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
‘‘tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 
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MANCHESTER 
William Francis is taking his an- 
nual vacation from his duties at 


Green & Swett’s Boston store. , 

Mrs. Daniel Stearns arrived home 
Tuesday from the Beverly hospital, 
where she underwent an operation last 
week. ‘ 

The Sons of Veterans have changed 
their meeting nights from Tuesday to 
Friday. They will hold joint meet- 
ings in the future with the G. A. R. 
post. 

Mrs. Patrick O’Brien and young 
son are expected home today after a 
visit of several -weeks with Mrs. 
O’Brien’s oldest sister, Mrs. Hedvig 
(Ethel Scott) in South Braintree. 


ANNUAL MEETING oF Nortu SHORE 
HorTIcuLTURAL SOCIETY 


North Shore Horticultural society 
has elected officers for 1921, as fol- 
lows: Frank P. Knight, president; Al- 
fred E. Parsons, vice-president ; Frank 
Foster, treasurer; Leonardo W. Car- 
ter, secretary; M. C. Horton, librari- 
an; board of directors, — Herbert 
Shaw, F. J. Merrill, Axel Magnuson, 


Eric H. Wetterlow, Allen S. Peabody. | 


The total receipts for the year, as 
shown by the treasurer’s report, were 
$4,082.21; expenditures, $4,005.87. 
The balance in the general fund is 
$354.44, and in special prize fund, 
$254.94—a total of $608.38. 


- HERMAN E. AYERS 


LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 
Hrs., 6 to 10 p.m. Sat. Tel. 338-W. 


Nov. 19, 1920 
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LIBRARY. NOTES 


New Books in Manchester Public Library 


This year has seen the publication 
of a number of very interesting biog- 
raphies, one of which has just been 
received at the library — “The Auto- 
biography of Andrew Carnegie.” 
This is the fascinating story of the 
life of a self-made man. He started 
life as a poor boy and became very 
wealthy. He preached “the gospel of 
wealth’—that great wealth is a trust. 
He practiced what he preached, so 
that from being one of the richest 
|}men in the world he died leaving a 
paltry twenty-three million. 


“The Romance of Madame Tus- 
| sands” is the story of the founding 
and building up of the famous war 
j works in the city of London. It 
| started first with the notables of the 
French Revolution, but later became 
| more general in character. The book 
conveys much information in a very 
attractive manner. 

| A charming book of reminiscences 
is “Crowding Memories,” by Mrs. 
‘Thomas Bailey Aldrich. The AL 
driches were on intimate terms with 
such men as Edwin Booth, Henry Ad- 
“ams, Howells, the Fields, Longfellow, 
Dickens, Harriet Beecher Stowe, the 
Duke of Argyle and Mark Twair. 
The book is illustrated. There are 


two views of the historic Nutter house 


RESERVE YOUR VICTROLA FOR CHRISTMAS 


Every home should have a Victrola this year 
$11.00 places any style or model in your home 


Convenient Weekly Payments 


JOHN H. NEWELL’S DRY GOODS STORE 
220-224 Cabot St., BEVERLY 


Devoe’s Specialize 


LADIES’ BLOUSES 
SILK PETTICOATS 
LISLE 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


in 
UNDERWEAR 


HANDKERCHIEFS 
and SILK HOSIERY 


SALEM 


of Portsmouth, which has an impor- 
tant place in “The Story of a Bad 
Boy.” 

We have another novel by Edith 
Wharton, author of “The House of 
Mirth.” It is a story of New York 
society life in the eighteen-seventies, 
before the advent of the automobile. 
It is called “The Age of Innocence’ 
and is a good character study. 

“The House of Lynch,’ by Leon- 
ard Merrick, is one of the novels to be 
found at the library. Any story by 
Merrick is worth reading and this is 
considered one of his best. 

We have a new work of fiction— 
“Blind”’—by Ernest Poole, author of 
“The Harbor” and “His Family.’ It 
is an American story and has some- 
thing to do with the late war. It is a 
thought-provoking work. 

Each year, for a number of years, 
we have had the “Anthology of Mag- 
azine Verse,’ by William Stanley 
Braithwaite. The volume for 1920 
has just arrived. It is an encyclope- 
dia of information about recent poet- 
ry. You will find it well worth look- 
ing over. 

Next week we hope to have more 


new books. =k. I. G. 


You wouldn’t be often disappointed 
if you didn’t expect much. 


Wuo REMEMBERS 
When most any group of men dis- 
cussed horse trades instead of engine 
troubles ? 


BEVERLY, MASS. 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


Tel. 68-M. 


H. M. PERKINS 
baberdasber 


246 Essex St. SALEM 


WINER’S 


WOMEN’S SAMPLE SHOP 
2464. ESSEX ST_,; SALEM 
Telephone 574-W Up one flight 


PED PED PID FID CAD CAA C8ATIASIACIA CHA CS 
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Hawthorne Cafe 
271 Essex St. 
Salem, Mass. Tel. Conn 
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WHAT A BOOK SAID 


“Once upon a time” a Library Book 
was overheard talking to a little boy 
who had just borrowéd it. The words 
seemed worth recording, and here 
they are: 

“Please don’t handle me with dirty 
hands. I should feel ashamed to be 
seen when the next little boy bor- 
rowed me. 

“Or leave me out in the rain. Books 
can catch cold as well as children. 

“Or make marks on me with your 
pen or pencil. It would spoil my 
looks. 

“Or lean on me with your elbows 
when you are reading me. It hurts. 

“Or open me and lay me face down 
on the table. You wouldn’t like to be 
treated so. 

“Or put in between my leaves a pen- 
cil or anything thicker than a single 
sheet of thin paper. It would strain 
my back. 

“Whenever you are through read- 
ing me, if you are afraid. of losing 
your place, don’t turn down the cor- 
ner of one of my leaves, but have a 
neat little bookmark to put in where 


- you stopped and then close me and lay 


me down on my side, so that I can 
have a good, comfortable rest. — 

“Remember that I want to visit a 
great many other little boys after you 
are through with me. Besides, I may 
meet you again some day, and you 
would be sorry to see me looking old 
and torn and soiled. Help me to keep 
fresh and clean, and I will help you to 
be happy.” 
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NO PINK TEA RECEPTION 
(From an Oklahoma Weekly) 

‘* Notis—Trespasers will B’ perse- 
cuted to the full extent of 2 mun- 
grel dogs which never was overso- 
chibel to strangers and one dubbel 
barl shotgun which aint loaded with 
sofa pillors—dammed if i aint git- 
tin tired of this hell raisin on my 
tating e 
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MAGNOLIA 


On Monday, Nov. 15, a_ little 
daughter was born to Mr. and Mrs. 
Anderson at their, home on Western 
ave. 

Mr. and Mrs. Edgar Story enter- 
tained Rev. Milton Newberry Frantz 
while he was in Magnolia over Sun- 
day. 

Ex-Mayor John J. Burke and Mas- 
ter John J. Burke, Jr., attended the 
Andover-Exeter game at Andover last 


Saturday. ° 

Friday night is the big night at the 
Men’s. ‘clubhouse. © Whist, dancing 
and bowling are the attractions 


offered, not to mention the refresh- 
ments. 

The-Red Cross drive is on! Mrs. 
Ethel May Wilkinson has charge of it 
for this village. It is hoped that all 
the old members will renew their sub- 
scriptions and that new ones will join. 
The Red Cross is ever ready in time 
of distress and need. Join and let 
your dollar work for you! 

The following chairmen were chos- 
en for the three monthly suppers to be 
given by the Ladies Aid society of the 
Village church this winter: January 
chairman, Mrs. Charles Hoysradt; 
February, Miss Edna Symonds; 
March, Mrs. Alice W. Foster. They 
will all be‘assisted by able committees 
chosen from the members of the soci- 
ety. 
On Wednesday evening the “Lend- 
a-Hand” met with Mrs. Fred Dunbar 
at her home on Magnolia ave. A very 
pleasant evening was enjoyed. Re- 
freshments were served by the hos- 
tess, assisted by Mrs. Charles Hoys- 
radt, Miss Edna Symonds, Mrs. Ethel 
Story and Miss Susie Symonds. The 
evening closed with a shower for Mrs. 


Ernest Newman, a member of the 


“Lend-a-Hand,” who has _ recently 
married. It was a_ miscellaneous 
shower and many gifts were showered 
upon the bride. 


MAGNOLIA VILLAGE CHURCH 


Services will be held at the Village 
church on Sunday morning at 10.45. 
Sunday school following the church 
service. 

Rev. Milton Newberry Frantz, of 
Norristown, Pa., preached at the Vil- 
lage church last Sunday. 

The Sunday school added 20 new 
members to its ranks on Sunday. A 
cradle roll department is to be added 
and a Thanksgiving concert is being 
planned for Sunday evening, Nov. 28. 


A title is like a hat—it must fit the 
man who tries to wear it or it’s a joke. 


The statement is continually made 
that America is richer because of the 
war. And we increased our public 
debt twenty-five billion because of it. 


JONATHAN MAY 


Shore Road, Magnolia, Mass. a 


REAL ESTATE and INSURANCE BROKER 


Sole Agent for the Gloucester Coal Co. 4 
and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


"MAGNOLIA MARKET 


LAFAYETTE HUNT, Proprietor 


HAM, 
AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


BEEF, PORK, MUTTON, 


i 


} 
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NOTARY PUBLIC 


POULTRY, VEGETABLES 


Tel. 449-W 


A STRANGE ROYAL GIFT 


In 1834 the emperor of Morocco, 
being in a repentant and conciliatory 
mood for having committed many 
misdeeds in his past, decided to atone 
for some of them by presenting to the 
United States cértain tokens of his 
affection and good will. Accordingly, 
to the American consul at Tangier, he 
gave two horses and a lion with the 
suggestion that they be forwarded to 
the President: at the city of Washing- 
ton. 

With the “greatest pleasure” the 
worried consul accepted the horses 
and the lion. He was too much a dip- 
lornat to offend the emperor by retus- 
ing the gift; but he really did not feel 
equal to the occasion and assuredly 
did not relish the job of having them 
safely transported across the ocean. 
No cables connected him with his 
homeland, for the device for sending 
messages ‘through water had not then 
been invented. 

When the horses and ‘the lion ar- 
rived at Washington, President An- 
drew Jackson and the members of 
his cabinet were a bit disconcerted. 
Then somebody had a happy thought 
that resulted in the matter being called 
to the attention of Congress. Strange 
to say, the eminent legislators dis- 
played no disposition to hesitate; for 
early in February, 1835, they 

“Resolved, By the Senate and 
House of Representatives in Congress 
assembled, That the President of the 
United States be, and he is hereby, 
authorized to cause the two horses re- 
ceived as a present by the consul of 
the United States at Tangier, from 
the emperor of Morocco, to be sold in 
Washington City, by public auction, 
on the last Saturday of February, 
1835, and to cause the proceeds there- 


Magnolia, Massachusetts 


a 
of to be placed in the Treasury of” 
United States; and that the lion 
ceived in like manner, be presented 
such suitable institution, person 
persons, as the President of the Ui 
ed States may designate.” The res 
lution was approved February — 
1835. Then the Secretary of St 
indicted to the emperor of Moro 
expressing the great pleasure of } 
American government and Presid 
Jackson at receiving such a truly mi 
nificent gift. ] 

The deluded old emperor of Mor 
co probably never knew that 
horses were sold at public auction, 
that the lion lived thereafter in 
iron-barred room of a menagerie. 


FEDERAL THEATRE, SALEM _ 


Four popular stars are included 
next week’s programs at the Fed 
theatre, Salem. The first three di 
of the week Wallace Reid in “Alw 
Audacious” and Norma Talmadg 
“Panthea” will be the attracti¢ 
For the show beginning Thursday ; 
running three days, Charles. Ray — 
be featured in “45 Minutes fi 
Broadway” and Enid Bennett in “ 
Husband’s Friend.” The program 
the week of Nov. 22 contains four 
the biggest stars in their latest 
tures. Other pictures coming $ 
are Will Rogers in “Honest Hute 
Anita Stewart in “The Yellow 
phoon” and “Madame X.” 7 


¥ 


A BEAUTIFUL THOUGHT FOR TOE 


If you would win in life’s handi 
play “work” three ways across 
board, and play “luck” only as a I 
to-1 shot. ‘ 


Charity to yourself suggests 1 
you speak well of others, even wl 
you don’t wish to. r 


Nov. 19, 1920 


BEVERLY FARMS 


The avenue on the F. L. Higginson 
estate is being rebuilt. The work is be- 
ing done by Connolly Bros. 


Miss Althea M. Dickerson, of 
‘Trenton, N. J., has been among the 
' visitors at Beverly Farms the past 


— 


week. 
Because of the tfecent removal of 


several families there are at present 


quite a number of vacant tenements at 
Beverly Farms. 

Mr. and Mrs. Frank W. Harris, of 
Williamstown, have been spending the 
past week at Beverly Farms, the 


guests of friends. 


Herman Brodin and family, who 
have been occupying apartments in 
the F. H. Pierce block on West st., 
have moved to Lynn. 

At this writing no candidate has ap- 
peared to oppose the re-election of Al- 
derman Daniel M. Linehan to repre- 
sent Ward 6 in the city council next 


year. 


Michael F. Connolly and family, 
who have been living in the Mrs. EI- 
mer Standley house on High st. for 
several years, have moved to Allston 
for the winter. 

The livery stables of Messrs. Wyatt 
and Trowt at Pride’s Crossing are be- 
ing demolished by a wrecking concern. 
About one-half of the structures have 
already disappeared. 

Next Thursday is Thanksgiving 
Day and the local churches will hold 
special services, as has been their cus- 
tom. On that day there will be many 
family reunions in Beverly Farms. 


Steamer 3, the Beverly Farms trac- 


_tor engine, answered the 2-alarm fire 


at the Solon Lovett factory in Bever- 
ly on Tuesday evening. The Farms 
engine worked splendidly. The stream, 
through an inch and a half nozzle, 
was strikingly powerful. When it hit 
the roof of the tower 60 feet above the 


__ ground it seemed to lift one end of it. 


Frank D.. Tuttle, candidate for 
mayor, came to Beverly Farms last 


_ Monday evening and held a_ public 


po gave interesting t 
later they would hold rallies here. 


meeting in Marshall’s hall, for the 
purpose of becoming acquainted with 
the voters. He was accompanied by 
Lawrence A. Ford, a former well- 
known Beverly Farms man. Both 
talks and said that 


There was a large audience present. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 


Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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Poultry and Game 
Eggs and Butter 
Fruit and Berries 
The Best Quality 


BREWER’S MARKET 


H. L. Moraitr & Co., Inc., 


Successors to Walter P. Brewer 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


Telephone 133 
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STORAGE 


WINTER 
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CENTRAL SQUARE GARAGE 


John A. Trowt and John J. Murray, proprs. 


Telephone 9-W 


BEVERLY FARMS 


AUTOMOBILE REPAIRING 


SUPPLIES AND SUNDRIES 
Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 
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Born, in Beverly Farms, Nov. 10, 
a daughter, to Mr. and Mrs. John J. 
and Nora (Shea) Malone, of 111 


Haskell st. 

Miss Bertha McIntosh, of Medford, 
has been a guest the past week of her 
grandmother, Mrs. Mary A. Larcom, 
off Hale st. 

A campaign committee in the inter- 
est of Mayor James McPherson for 
re-election has been organized at Bev- 
erly Farms. 

A number of Beverly Farms young 
men had open house at their cottage, 
Camp Peabody, on the shores ,of Che- 
bacco lake, over last week-end. They 
entertained a number of their friends. 

Phew Girls ps chit.e ote ote; John's 
Episcopal church, held a whist party 
last evening (Thursday) at the St. 
John’s social rooms. It was well at- 
tended and was a most enjoyable af- 
fair. 

Many Beverly Farms women are 
being added to the voting list, and it is 
very probable that with the close of 
registration for the coming city elec- 
tion, Ward 6 will have considerable 
over 300 women voters. 

Only two more dates are left for 
those to register who are not already 
on the voting lists and who desire to 
take part in the coming city election, 
December 14. The board of registrars 
will be in session at Beverly City hall, 
tomorrow (Saturday), Nov. 20, from 
4 to & p. m., and on Wednesday next, 
Nov. 24, from 12 m. to 10 p. m. Reg- 
istration will close on Wednesday 
next. 
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Have Your Prescriptions 
Filled at 


DELANEY’S 


Apothecary 


Corner Cabot and Abbott Streets 
BEVERLY 


We keep everything that a good 
drug store should keep. 


ENjoys THE BREEZE IN WESTERN 
HomeE 


Alexander Carr, of Spokane, Wash- 
ington, a former Beverly Farms resi- 
pele writes to a friend here: “We en- 
joy very much the NorrtH SHORE 
BreEEzE and follow with interest the 
doings along the North Shore.” 


L. Howarp PRESTON 


L. Howard Preston, aged 41, a 
well-known Beverly Farms resident, 
son of Mrs. Alice L. and the late 
Daniel W. Preston, died Tuesday. He 
had been in ill-health for some time, 
and a little over a week ago he went to 
the hospital for treatment. He passed 
away at the hospital. Mr. Preston was 
an electrician by occupation. Inter- 
ested in public and social affairs, he 
was popular and had many friends. 

The deceased was a member of Bass 
River lodge of Odd Fellows, Andrew 
Standley camp, S. of V., and the Bev- 
erly Fireman’s Relief association. Be- 
sides a wife and four small children 
he also leaves a mother, four sisters 
and two brothers. Funeral services 
were held yesterday (Thursday) aft- 
ernoon at St. John’s Episcopal church, 
and were attended by a large gather- 


ing of relatives and friends. Inter- 
ment was made at the Beverly Farms 


cemetery. 


The BREEZE $2 | a year, $1 for six 
months. 


BEVERLY FARMS 


Albert S. Dix is enjoying a vacation 


and is on a hunting trip in the Maine © 


woods for big game. 

George S. Day has resigned the po- 
sition of crossing tender at the Beach 
st. crossing. Kenneth Hatch is his 
successor. 

The Beverly Farms Improvement 
society is planning for a food and 
rummage sale on Saturday afternoon, 
Dec. 4, from 1 to 5. It will probably 
be held in G. A. R. lower hall. 

The annual football game on 
Thanksgiving Day forenoon between 
Salem and Beverly High schools will 
attract a large number from Beverly 
Farms. The game is to be played in 
Salem. 

Preston W. R. corps held its an- 
nual inspection on Tuesday evening in 
G. A. R. hall. The inspecting official 
was Mrs. May Phetteplace, of Cam- 
bridge. At-this meeting several new 
applications for membership were re- 
ceived. 

Miss Wilhelmina Patterson, the su- 
pervisor of Americanization under the 
school department in Beverly, spoke 
most interestingly to the Universalist 
Woman’s club, of Beverly, on Tues- 
day evening. She gave some of the 
details of Beverly’s problems and 
what is being done to solve them. 

Andrew Standley camp, S. of V., 
hereafter is to hold but one business 
meeting a month—on the second Fri- 
day evening. Veterans’ Night will be 
observed at the next meeting. Mem- 
bers of Preston post, G. A. R., will be 
present. Included in the entertain- 
ment program will be a collation. 


A class of 22 Italians has been 
formed at Beverly Farms and they 
are being instructed weekly by Miss 
Amy Striley, one of the teachers in 
the Beverly Farms school, in Ameri- 
canization. This is one item in the good 
work that is now being accomplished 
in this direction under the supervision 
of Miss Patterson, principal of the 
Beverly Farms school. 

Alexander Carr, of Spokane, Wash- 
ington, says in a letter to a friend here 
that he has had two weddings in his 
family recently. On Oct. 22 his 
daughter, Miss Doris Carr, was mar- 
ried to Harold Aitchison, of Spokane, 
and they are now living in that city. 
Mr. Carr’s oldest son, Alfred Carr, 
was married on Nov. 6 to Miss Ellen 
Fox, of Lewiston, Idaho, and they are 
living at present in Portland, Ore. 
Kenneth Carr, another son, is with 
the U. S. Marines stationed at present 
at Mare Island, Cal., but he expects to 
be sent east and may possibly have the 
opportunity next year to visit Beverly 
Farms. The Carrs formerly lived in 
Beverly Farms and are well remem- 
bered by their host of friends here. 
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Mr. and Mrs. Frank J. Whiting, of 
Rockland, Me., have spent the past 
week at Beverly Farms, | visiting 
friends. 

Miss Annie G. Neville, of Beverly, 
is at Beverly Farms, the guest of her 
niece, Mrs. W. P. Peterson, Hale st., 
where she will probably make her 
home for the winter. 


THE AGARM LC EOCK Tibial 


A young man who always depended 
upon an alarm clock to awaken him in 
the morning one night forgot to wind 
it. In consequence of this, he over- 
slept and missed an appointment in re- 
gard to an important position he was 
seeking. When he arrived he found 
it filled; another had been on time and 
secured the place. 

“It was all on account of the alarm 
clock,” he said to his friend when re- 
lating the incident. “No,” rejoined 
the other, “it was because you depend- 
ed upon the alarm clock and not upon 
yourself.” 

There are many people, both men 
and women, who have the alarm clock 
habit. They do not like to think for 
themselves. They depend upon some 
one else to tell them when a thing 
shéuld be done, and oftentimes how it 
should be done. They like to lean 
upon somebody rather than to take the 
initiative. They say, “If I get into a 
tight place I will ask someone what to 
do. Why should I worry to work out 
the plan myself ?” 

In business there are many alarm 
clock men. If they are told to do a 
piece of work, instead of figuring out 
themselves the best way to do it, they 
will ask some one else. Everything 
they do is by rule of thumb. If the 
whistle was not blown at noon the 
probability is they would not go out 
to lunch. They want to be called and 
not to do the calling. 

Isn’t it a splendid thing to think for 
yourself? To decide for yourself? 
To act for yourself? To feel that 
through your own efforts you are 
building character, and business, and 
prosperity? To know that, although 
you may take counsel of older and 
wiser heads, the final decision in any 
matter is yours, and yours alone? To 
have the courage to do without wait- 
ing to be bolstered upon by some one 
else whom you have learned to lean 
upon? 

Try it for a week and see how it 
turns out. Let every day of the seven 
be a day of. “derring do.” Relegate 
the alarm clock of your mentality to 
the dust heap of failures to be found 
along the road of life. Look up and 
get your time from the sun, and let its 
rays guide you, and at the end of the 
week you will have forever done with 
the alarm clock habit. — Dearborn 
(Mich.) Independent. 
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S.A. Gentlee & Son} 


Cc. H. GENTLEE 
TEL. 893-R. 


S. A. GENTLEE 
TEL. 893-W. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel, 480 


Calls Answered Anywhere 
Day or Night 


CAST OFF FALSE, ARTIFICIAL 
NOTIONS! 


F the slowing down in_ business 

brings labor to its senses, it ‘will be 
worth the price. The fact that they ~ 
cannot go on doing exactly as they 
like, regardless of fairness to their 
employers, is already being brought 
home to workers in quite a few plants. — 
One large manufacturing concern in a 
rural district had been so harassed in 
finding and keeping a sufficient force 
that it was arranging to carry out an 
ambitious housing plan. The man- 
agement has decided not to proceed. 
Instead of having to search high and 
low for men, men are now coming to — 
the works in search of employment. ~ 
Already the workers are showing a 
more tractable spirit. They are will- | 
ing to walk or ride the necessary dis- 


tance to their work and are not threat- | 


ening that unless fine, new houses are 
built for them nearby they will quit. 
There has been so much loud brag- 
ging and browbeating by radical la- 
bor union leaders that a great many | 
wage earners had come to think that — 
they could do as they wished and en- 
force any demands they cared to 
make. Well, it is now beginning to 
be realized that there is a limit to what 
can be exacted from employers and 
that it is not the way of the world for 
anyone to be able to go on reaping 
more than he sows. Probably seventy- 
five percent of the world’s troubles 
would be eradicated if everybody cast — 
off the false, artificial notions bred by 
the abnormal conditions caused by the 
war and settled down to work with a 
will_—Forbes. 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NortH SHORE 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, — 
—or telephone 378. adv. 


The Breeze $2 year, $1 six months. 


| 
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SHURCHES 


Along the North Shore 


MANCHESTER 
Orthodox Congregational, Rev. F. 
_ W. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 
school following the morning service. 


Sunday evening service, 7. Frayer 
meeting, Tuesday, 7.30, in the 
chapel. 


Baptist Church, Rev. Herbert E. 
Levoy, pastor. — Public worship, 
10.45 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.00. Y.P.S.C.E. meeting, 6. Eve- 
ning service, 7. Gospel Laymen’s 
league, Wednesdays, 7.30p.m. Prayer 


meeting, Friday evening at 7.30. 
Communion first Sunday in the 
month. All seats free at every ser- 
vice. 

Sacred Heart Church, Rev. W. 
George Mullin, rector. Sunday 
masses—8 and 10.30 a. m. Week- 


day mass, 7.30 a. m. Sunday eve- 
ning devotions at 7.30 o’clock. 


BEVERLY FARMS 

St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Sunday school at 10 a. m. Morning 
service and sermon 11 a. m. Holy 
communion first Sunday of each 
month, 11 a. m. Evening service 
and sermon 7.30 p. m. 

Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.45. 
Bible school at 12. Y. P. 8S. C. E, 
6.15 p.m. Evening worship and ser- 
mon, 7. Communion service the 
first Sunday in the month. Maid- 
week service, Wednesday at 8 p.m. 

St. Margaret’s, Rev. Nicholas R. 
Walsh, rector. Sunday masses at 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p.m. 


MAGNOLIA 
Union Congregational. Sunday 
morning worship with sermon, 10.- 
45. For other notices see news col- 
umns. 


IMPROVE WATERWAYS 


TRANSPORTATION NEEDS DEMAND 
INCREASED FACILITIES 


The 16th convention of the Nation- 
al Rivers and Harbors Congress will 
be held in Washington on the 8th, 9th 
and 10th of December. 

The necessity for a great increase 
in our transportation facilities is im- 
Mediate and urgent, says S. A. 
Thompson, secretary of the National 
Rivers and Harbors Congress. The 
railroads are entirely unable to meet 
the needs of the situation and the ex- 
perts who have studied the matter re- 
port that to put them into condition to 
do so would require the expenditure 
of no less than $18,000,000. Do you 
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TOWN NOTICES 


MPN S TER 


NeOlT, 10°] 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o’clock. 


SAMUEL L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


LOW Ne TREASURERS. NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a. m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

1Bf 125, [eM ipo Re 
Treasurer and Collector. 


SCHOOLINOTIEE ‘ 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 

SCHOOL COMMITTEE. 


see any hope that this vast sum can 
be secured within the next ten or 
twenty years? 

Motor trucks on good roads can do 
a lot, but they cannot begin to handle 
the bulky and long distance traffic 
which must be moved. Damage 
amounting to millions of dollars has 
already been done to the roads of the 
country by putting upon them a bur- 
den which they were not built to car- 
ry. 

Waterways can carry more traffic, 
and do it at a less cost, than any other 
form of transportation. The expen- 
diture of $100,000,000 a year for ten 
years would create a system of water- 
ways and harbors which would sup- 
plement our railways and highways 
and completely solve our transporta- 
tion problem. There is no question 
that the government could get the 
money. 
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FOREST WARDEN NOTICE 


This is to inform the public that 1 have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
roan appointed the following as my depu- 
les: 

LORENZO BAKER 

ISAAC P. GOODRIDGE 

JOHN F. SCOTT 

JACOB H. KITFIELD 

JOSEPH P. LEARY 

ALLEN 8S. PEABODY 

ARTHUR 8S. DOW 

PATRICK J. CLEARY 
PETER A. SHEAHAN, 


Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 


Applications for the removal of the 
contents of cesspools and grease traps 
should be made to 8. A. Sinnicks. 


Per order the Board of Health: 
WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NOTICE 
The regular meeting of the Park Board 

will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 
the following week. 

MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 
The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 
Per order, 
MANCHESTER WATER BOARD. 


A billion dollars is a tidy sum of 
money, considered by itself, but it 1s 
insignificant in comparison with the 
benefits which will certainly result if 
we improve and use our waterways 
and harbors or the losses that will 
surely follow if we leave them unim- 
proved and unutilized. 


HicuH PRICES 


George Haven Putnam, publisher, 
was talking about high prices: 

“High prices everywhere,” he said. 
“Unreasonably high prices every- 
where.” 

After a moment’s thought he added: 

“Price was once an indication of 
value. Today it’s an indication of 
nerve.” 

Some hae meat and canna eat, 

And some would eat that want it; 

But we hae meat, and we can eat, 


Sae let the Lord be thankit. 
—Burns. 


As land is improved by sowing it 
with various seeds, so is the mind by 
exercising it with different studies — 
MELMOTH. 
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OLIVER T. ROBERTS 


WILLIAM HOARE 


ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty 
Particular Attention Given to Jobbing 


MANCHESTER-BY-THE-SEA 


Telephone Connection 


ESTABLISHED 1876 


INCORPORATED 1903 


ROBERT ROBERTSON CO. 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 


BEVERLY, 


BEVERLY FARMS, MANCIIESTER AND HAMILTON, Mass. 


Connected by Telephone 


J. M. Publicover 


Ww. B. Publicover 


PUBLICOVER BROS. 


Contractors and Builders 
Special Attention Given to Jobbing, Furniture Repaired, Etc. 


Tel. Con. 


SHOP: Off High st. BEVERLY FARMS 


P. O. Box 74 


JOHN F. SCOTT 


Plumbing and Heating 


Personal attention given to all work 
35 years’ experience 


Shop and Office, 112 Pine St. 


Tel. 12 


Manchester-by-the-Sea 


Tel. Beverly Farms 130 


Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC: 


BEVERLY FARMS, MASS. 


Shop at Pride’s Crossing 


Fdward F. Height 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 


12 Desmond Ave., 


Tel. Con. 


MANCHESTER, MASS. 


GEORGE 5S. SINNICKS-° 
MASON, CONTRACTOR and BUILDER 


Manchester, Mass. 


A MusicAL REMINDER 


John Bunton was certainly a steady 


man; but he was a bit too steady for 
Clara Hopkins. They had been’ en- 
gaged to be married fifteen years, and 
still he had never asked her to name 
the happy day. One evening John 
called in a romantic frame of mind, 
and asked Clara to sing something 


Telephone 31 


tender and touching—something that 
would move him. After a moment’s 
thought she sat down at the piano and 
sang an old ballad with meaning. It 
was entitled, “Darling, I Am Growing 
Old2 


The grouch throws sand into the 
machinery. 
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JANE’S THANKS- 
GIVING 


AUNT 


FICTION 
(Continued from page 6) 
was clear and cool, 
took up the story. 
“You said ‘Jane, who,—where is” 
the father of that child? and I agam 


however, as she ; 


swered ‘dead,’ and with an oath you 
turned away and—and I never saw 
you again. After you had gone it” 


dawned on me what you must have 
thought and | thought I knew that 
wich the coming of ‘the morning you | 
must see the truth. EF waited in vain,” 
Mark, for you never came again.” 
Silence reigned for a time, broken 
only by the labored breathing of thell 
man. Again he turned to her, his face . 
white and drawn. 
“Tell me, who is that—that lovely 
creature out there? Is that that—? 
She answered the question he could ~ 
not bear to voice: t 
“Yes. That is she. Can you seeu 
now: Mark, I wonder if it is worth” 
while to tell you everything—now ?” 
‘First, let me tell you that I do not ~ 
require that. I came because I won- 
dered if I should find what I dared 
not hope for. You loved me once, and 
[ thought you might perhaps care a 
little. I came to satisfy that thirsty” 
longing I have always had to see you 
—to feast my eyes once more on your 
dear face.” 


“Mark! You feel like that? You— 
you care—still ?” ‘ 
“Care? God is my judge I havey 


never ceased caring. But how could” 
I come with that barrier between us? | 
I knew it was hopeless—” 

“Why? Did you never find out that 
Mona was not—mine? She is Fred’s 


little girl. Fred, your brother, and 
HIS WiIFE= 

“FRED? Fred’s wife? But Fred 
is dead—and he had no wife.” 


“Yes. Yes, he had. Listen and 
will tell you what you should have 
heard eighteen years ago: 

“That night before you left for In 
dia, you caught me in your arms and” 
told me that you loved me, and I told 
you I loved you, too—had loved you 
from the start. We had known each 
other only two weeks then. You 
went away, and, shortly after, your 
brother came to take your place im 
your father’s firm. We were good 
friends from the start, and one day he 
told me that he loved me and wanted 
me to be his wife—I refused, of 
course, and told him that my heart 
was with you in India. He accepted 
my decision and begged that it should 
make no difference in our friendship. 
I promised. We went everywhere to- 
gether. People talked, but I did not— 
mind. I knew that I was doing no- 


324 Rantoul St. 
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JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 


Dealer in 
PAINTS, OILS, VARNISH, GLASS 


DesMoNnD AVE., MANCHESTER, Mass. 
Telephone 106-M. 


~H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 
BEVERLY 


Telephone 1377-M 


Peto A TON 


Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 
and Heating; Tin, Copper and 
Sheet Iron Worker. 

Tel. 23 - - Manchester, Mass. 


tS 


ST 


Telephone 687-W Gloucester 


J. H. MORROW & CO. 


41 Harrz Sr. (GLOUCESTER 


PLUMBING 


HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


TYROL LU ULC 


Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 


TUUCECEEEE EEE EEE EEE EEE EEE 


TUE LUE LULU LULL 


«!] 


OOUUUTTETUTE NETSTAT eee 


> 


harm.” 
The woman stopped in her narra- 
tive for a second and then went on in 


a low tone: 


“One year from the day Fred asked 


me to become his wife he returned to 


New York. All during his stay here he 


| had been making frequent trips to the 


city, and finally he returned to stay. 
One night, a few weeks later, a letter 
came by special delivery to me from 


Fred, saying that he was dying and 


begging me for old time’s sake to 
come to him. I took the next train to 


New York—not for old time’s sake, 


but for yours. I found him in a hos- 
pital—dying, as he had said. You 
know Fred’s weakness. In his fre- 
quent trips he met a young girl— 
scarcely more than a child, Mark — 
and on his death bed he married her. 
Again he begged me to see his wife 
through, and again I promised. One 
month after his death the baby was 
horn—Mona. The mother died. Now 
do you understand? No? Well, | 
took the baby because there was noth- 
ing else to do. I took her because I 
thought it was what you would have 
wanted me to do. The letter I wrote 
explaining everything to you crossed 
your path on your way home from In- 
dia, and was returned to me from 
there—weeks after you had left me.” 

For a long time the man remained 
motionless, his face buried in his 
hands. When he spoke again his voice 
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B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


15 Cross St. 


Tel. Conn. 


Beverly 


SHEEHAN & MURPHY | 


Plumbing and Heating Engineers 


Estimates given on ne work and alterations. 


to all fobbing. 


Personal attention 


Turning on and off water a specialty 


‘“‘Best quality and workmanship’’ our motto 


SALEM 


2387W 181W-181R 


BEVERLY 


BEVERLY FARMS 


Head office: 260 CABOT ST., BEVERLY 


THADDEUS F. CALL 


First Interior 
st PAINTER AND DECORATOR #8 
All work personally attended to. Our Motto: ‘‘Do it now.’’ 
46 WASHINGTON ST. TEL. CON. GLOUCESTER 
was chocked with emotion. “Jane! Surely you do not mean 
“You will not forgive me—now, that? May I—may 1—?’ 
Jane.’ It was a statement rather 3ut the question was never asked, 


than a request. “My infernal jealousy 
has wrecked our lives!” 
The woman turned away, her lips 
trembling; on her face was emotion 
that she had not displayed even at the 
most difficult part of her narrative: 
“Then, I have told you all this—in 
vain? We cannot go back—? But, 
I suppose we could not—” 


for she was in his arms, her lips 
pressed to his. 

It was thus that Mona and Arthur 
found them when they came with the 
news that they were to be married 1m- 
mediately. For Arthur was going to 
India, and Mona had flatly refused to 
be left behind. 

THE Enp. 


PROFITABLE BUSINESS 


PLANT WHITE PINE ON UNIMPROVED 
CuTOVER LANDS 


There is no prespect of any consid- 
erable drop in the price of white pine 
logs for many years, according to 
Prof. Laurence Grose, new professor 
of forestry at the Massachusetts Ag- 
ricultural college. 

Pine stumpage, Prof. Grose be- 
lieves, will be as valuable for the next 
30 or 40 years as it is today, which 
means that pine trees planted this 
year will bring as much when they are 
large enough to sell for logs as those 
cut this fall. 

White pine logs are selling on th 
stump for from $30 to $35 a thousand 
feet this year. Five years ago the 
market price on the stump. was $8 to 
$10 a thousand, and ten years ago it 
was only $3 to $5 a thousand linear 


feet. The cause of the high price, 
Prof. Grose says, is an actual and 


acute shortage of logs for building 
and for poles. Forests are not grown 
overnight, and there is no likelihood 
of an immediate or an early relief 
from the high lumber prices. 

Under such conditions Prof. Grose 
declares farmers with large acreage of 
unimproved cutover lands can afford 
to plant white pine with a certainty of 


profitable sale. Even half grown tim- 
ber lands, a few years ago almost un- 
salable, are now bringing prices pro- 
portionate to the age of the timber. 
Much Massachusetts pasture land and 
land too poor to be good pasture will 
support these rapidly maturing forest 
trees and will yield a crop within the 
present generation. 


THe GREAT Bass 

Enrico Caruso said at a dinner of 
the Authors’ league: 

“Tenors are supposed to be con- 
ceited; authors also are supposed to be 
concei‘ed, but the most conceited man 
alive is undoubtedly your bass. 

“A bass told me one morning with 
a beautiful smile about a dream he’d 
had the night before. He said he 
dreamed that he died and went to 
heaven and, of course, they put him 
in the choir. There were millions on 
millions of tenors and baritones, so- 
pranos and contraltos in the choir, but 
he was the only bass. 

“He said they started on a great 
chorus, and it went splendid. Then 
Gabriel, who was conducting, waved 
his baton toward the newcomer and 
whispered : 

“ “Not quite so much bass, please.’ ’ 
—San Francisco Argonaut. 
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The Velvetice 
GIRL 


is the symbol of purity and 
excellence in ICE CREAM 
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Potted Plants 
and Cut Flowers 


Plant Now for Next Season’s 
Blooming 


PEONIES—! have fifty varieties of peonies 


to offer at this time, some 
cheap, but good; some extra good, but expensive. 


rx 


—She is usually displayed where 
Velvetice Cream is being served 


Also Delphinium, Foxglove, Campanula, Ivis, 
Phlox, Heuchera, Hupin, Pyrethum, Enemone and 
several others—all good, strong plants that will 
flower the coming season. 


When a company produces goods which they are 
willing to stand behind and on which they are 
willing to stake their reputation, they distribute 


At all times our ideas and experience are at your those goods under their own ‘‘trade mark.’’. 


service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


The Ice Cream of which the North Shore 


Call or telephone; we are always pleased to be of Creamery Co., of Beverly, is justly proud is: 


assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 


Velvetice 
Cream 
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The Biggest News for Women 
Since the Sewing Machine 


Was Invented—The New 


| SALE:M.M ASs. McCall Printed Pattern § 
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BEAUTIFUL IN LINE AND FABRIC ARE THESE | THIS IS THE DAY | 


TRICOTINE, VELOUR AND VELVETEEN of the 
FROCKS | BLOUSE 
IF we are not mistaken they will fit in exactly with your idea of > 
what modish winter frocks should be. They appear in many in- BOTH the separate skirt 


teresting variations of the straight line and blouse modes. And and suit, no matter how 
each individual mode is distinguished by one style feature or an- pees Kine : 

other that renders it uncommonly attractive, striking, different! ’ ae + quite 
FROCKS of fine Tricotine, with dainty silk embroidery, straight helpless without it. Care- 
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line. Coat and blouse effects. Also neat paneled models with fully chosen, it heightens — 
black charmeuse skirts. the charm of either one. 
$19.25 to $25.00 The Blouses in our No- 
FROCKS of Velours and twill back Velveteen. Some with tinsel vember display reflect the 4 
' and wool embroidery. Others with box plaited skirts and set in trend of the mode. It is” 
vests. Blue, taupe and beaver really an inspiration to 
$25.00 | J see them. 
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Society Local Happenings Editorials 
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“The Jungle,’ summer home on Jersey lane, West Manchester, of 
Mr. and Mrs. Samuel Carr, of Boston 
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Exchange Your Liberty Bonds 


Liberty Bonds from which all coupons have been de- 
tached may now be exchanged for permanent bonds. 


Bonds left at this bank for safe keeping will not be ex- 
changed without a request from the owner that such ex- 
change be made. 


We respectfully request that such owners attend to this 
matter as early as possible. 


Those who have already left bonds for exchange 30 
days previous to this date are requested to call for same at 
their earliest convenience, bringing receipt with them. This 
will confer a favor on this bank and be appreciated. 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


EDWARD A. LANE 


HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGINGS 
in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
55 SCHOOL STREET Tel. 247-R. MANCHESTER, MASS. 


WwW. B. CALDERWOOD 


Successor to DAVID FENTON CO. 


BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res. 241-W 


AXEL MAGNUSON aN 
Florist and 
Landscape Gardener 


BEDDING PLANTS 
Telephone 172-R IN GREAT VARIETIES 


Samuel Knight Sons’ Co. 


Lehigh Valley Coal Sales Company 


COAL 


32 CENTRAL ST. Tel. 202 MANCHESTER, MASS. 
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Why are elephants afraid of mice? 
Because mice strongly resemble a 
little animal known as the chacana, 
which feeds on a small berry especial-. 
ly liked by the elephant. Chacanag) 
live in the ground after the manner of 
prairie dogs, under the bushes, 1 
are often trampled upon by elephants 4 
In their fright the little animals r 
up the tubes of the elephant’s tru 
their long, sharp claws catch in the 
flesh, and they cannot be ejected. An 
agonizing death is almost invariably 
the consequence to the elephant. | 

Why is the first period of marrieé 
life known as “the honeymoon?” : 

Because of an ancient custom in the 
northern nations of Europe. The 
bride and bridegroom, for a month 
after the wedding, drank a wine mad e 
from honey as their principal form ; 


nourishment. It was called the honey- 
month or moon. ; 


Why was the sandwich so called? 

Because the Earl of Sandwich) 
(1718-1792), on one occasion, no t 
wishing to leave his place at the ga ot 
ing table, called a waiter and ordere 1 
some slices of bread with ham betwee 1 
them to be brought to him, so that ‘| 
could go on playing without interrup.. 
tion. To this combination his frien | 
gave his name. i 


if 


Why do the stars twinkle? | 
Because their light passes through: 
variously heated and moving currents 
of air which act as a refractor. Much 
twinkling foretells bad weather, - 
cause it denotes that these aerial cur) 
rents are more disturbed than usual. | 


E mployers now want to know 
young man’s school record. They like 
leaders. 


l: 


HE period of talk will doubtless | 
be succeeded by quiet action. 
Words do very well for programs, 
and for the frames of action; but 
fulfillment comes in deeds. We have 
always been more or less a wordy j 
people. We have indulged, as a 
people, a penchant for orators. But 
we have discovered that it is mostly 
the silent men who do things. The 
old story about using so much steam 
in the whistle that there is none left 
for the wheels, is more than humor 
—it is philosophy. It is mighty 
easy to recreate the world in a 
speech, or reorganize society on pa- 
per. Men who actually put into 
practical operation the new thing, 
who prove its worth and get it es- 
tablished, may not go down in the 
list of word-producers but they are 
the real statesmen.——Henry Ford’s 
page in Dearborn (Mich.) Indepen- 
dent. 
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try their fortunes in a new land to amass wealth, but were 
| 
| 
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Tue TERCENTENARY OF the landing of the Pilgrims is 
upon us. Already the date has been anticipated hy many 


| communities, during the summer period, although the ac- 


tual date is in December. It is well that the historical 
events of that winter and the following summer are con- 
sidered, and the effect that the settlement had upon the his- 
tory of America, and for that matter upon the world. adat 
the important factor to consider in the present, is the char- 
acter of the nien and women, 101 in all, who embarked 
upon that perilous adventure that brought death to many 
the first winter, but won liberty for a continent. 

These men of vision did not embark upon a cruise to 


Pilgrims, spirits inspired by faith. The principle of their 
lives was religion—not dogma, theory or creed, but life. 
They sought an opportunity to live their lives in their chos- 
en field of Christian endeavor. Twice they were foiled 
when attempting to leave England, but finally reached 
‘Holland. They found the perils of the adopted land un- 
suited to Anglo-Saxon ambitions and they embarked upon 
They had con- 


a new adventure that led them overseas. i ¢ 
‘yictions that were as adamant. No spineless convictions 


‘They were in character as the wooded hills were in fact— 
rugged and rocky. Firm they stood, and their sturdy con- 
victions prevailed. They were diligent students of the 
Bible, and the clear light and leading of the Jehovah of the 
Old Testament gave them an inspiring lesson of the lead- 
ership of the Divine Hand. Their conduct was patient and 


| that hardship or opposition could upset ruled their spirits. 


_ honorable. 


Who can but admire the patience of the women and 
the men in the hardships of that terrible winter and their 
honorable standing before and after leaving their home- 
land! Who can but remember with satisfaction the punc- 
tiliousness with which they discharged their obligations to 
the Indians with whom they had dealings. The fires of true 
patriotism burned with a holy fire upon the altars of their 
souls. They loved their native homeland. They were al- 
ways Anglo-Saxon and in spirit loyal to the homeland. 
Their lives were a living protest against the dishonorable 
attitude of the powers in command. They sought freedom 
and liberty, and away from the homeland they loved they 
‘sought a living for themselves and a simple government 
for their humble colony, and bequeathed to a continent an 
inheritance that all Americans contemplate with pride and 
‘thankfulness. No verse of poets, no eloquence of orators 
‘or tribute of scholars or jurists can overestimate the value 
‘of the character of these pioneers in American civil life 
and the struggle which they made to establish a refuge in 
‘the wilderness to worship God in the sanctuary and in 


practical living. 


Farr Harvarp has won another victory against Yale. 
The teamwork of the men was of a high order. Harvard 
has consistently developed the principle of cooperation and 
discouraged spectacular individual plays. The policy has 
proven successful against its old and honored rival. 


them ? 
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Honesty or Purpose does not justify a criticism if it 
be untrue and unjust. Good intentions and an absence of 
malice will not undo all the harm that has been done. 


ONE OF THE GARLAND BrotTHers, of Hamilton, is 
quoted by the daily papers as planning to decline the for- 
tune which is coming to him because it would be contrary 
to the teachings of Jesus and because he desires to earn his 
own living by the labor of his own hands, having learned 
that luxurious living does not bring happiness or comfort. 
The younger brother is also quoted as agreeing in the senti- 
ment expressed. The young men are not influenced by the 
teachings of Jesus. They are propagating socialistic ideas 
in His name. Their opinion, that the wealth of the country 
is unequally divided, is defensible. It is a fact that no one 
will deny. But are they actuated by true motives, that are 
worthy, in abrogating a responsibility which has come to 
Jesus of Nazareth never denied the power and 
value of wealth. He warned men against its deceptions 
and allurements and not against the honorable use of 
funds. He told two different parables illustrating the 
thrift of merchants who were given larger responsibilities 
because of their skill in caring for their lesser funds. 

Are the young men seeking their own comfort and 
shirking a responsibility? Are they not entertaining an 
idea of burying the talent which has come to them in a 


napkin? The administration of wealth is a great respon- 
sibility! Responsibilities bring care and limit the freedom 
of individuals. To seek freedom is honorable, but to 


seek freedom by shirking responsibilities is not. The disci- 
ples of Christ were firmly convinced of one principle the 
Great Teacher taught, and that was the bearing of bur- 
dens ; whosoever would be His disciples knew His teaching 
to be the task of taking up one’s own cross to follow Him. 
The responsibility of caring for a fortune is a cross and 
brings care and anguish. Its proper administration would 
tax the brain and skill of the clearest mind. The Master 
met a rich young ruler, in the way, and had compassion 
upon him, the book says “loved him,” and then told him to 
break free from the entanglements of trade that were rob- 
bing him of his peace and power of gaining happiness, and 
after disentangling himself from the grasping, depressing 
struggles of trade, to learn the joy of giving. “Go sell all 
that thou hast,’—that is, give up the business connections 
built upon avarice—and give to the poor and enjoy the 
pleasures of service. He placed the responsibility for the 
expenditure of his fortune upon the young man, in the ser- 
vice of others. 

The young men of Hamilton are tainting their minds 
with a spurious socialistic doctrine that would spell ruin 
to civilization and industry if universally practiced. What 
right have they to disregard their obligations to accept the 
responsibilities which have come to them? There is noth- 
ing to hinder them from the joy and happiness of a strug- 
gle for a living, but they cannot shirk a responsibility which 
has come to them to perform? Have they not an oppor- 
tunitv to distribute honorably the funds to come to hand? 
Is not such an opportunity a challenge? Are there no op- 
portunities to set those funds at work in Hamilton? Could 
the religious and welfare organizations of Wenham and 
Hamilton do better work if better equipped? What a 
reach of opportunity is presented! A careful study of the 
words of Jesus concerning wealth is just what their minds, 
tainted with socialism, need. 


Tue DECLARATION of extra dividends by certain suc- 
cessful business organizations causes reflection. 
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Tuer Boston PoLrceMEN have surrendered their char- 
ter,-—but too late. It would have been the better part of 
wisdom if they had had their commendable idea about two 
days before they accepted the worthless paper. 


THE CARE OF HOMELESS CHILDREN is a problem. To 
it many brilliant minds have been applied, and progress 
has been made in the methods used in these modern days. 
The old plan provided for the institutional training of the 
unfortunate. Now the ideal sought is the placing of chil- 
dren in private homes as soon as they have been given a 
preparatory training. Many institutions are now advocat- 
ing the cottage plan in addition to a main_ institutional 
building, that children may live in the environments of 
home life as near as possible. The results have been com- 
mendable and have warranted the care involved in meeting 
the problems in hand. 

There are many homes for the unfortunate which are 
doing good work, but there is none that excels the broad 
work being done by the Boston North End Mission in its 
Mount Hope Home, where the children they discover or 
have brought to them are given a new “hope” in life, an 
opportunity to know life in a home where training and 
opportunities await them. The home is situated beautifully 
at Forest Hills, near Boston, and serves a large district. 
From the institution many children have been placed in 
good homes. Charles W. Kidder, well-known in the Great- 
er Boston district, is the president of the corporation, and 
William H. Bain, of 41 India st., Boston, is the treasurer. 
The institution is working in one of the most important 
fields of organized charity and has proven its worth 
through many years of effective service. 

When kindly-minded folk are making their plans for 
their Thanksgiving and Christmas benevolences a thought 
for the comfort and training of the neglected children of 
our city streets will not be amiss. The purchasing value of 
a dollar will go farther in the constructive philanthropic 
work of the community placed in carefully managed pre- 
paratory homes for children than in any other philanthropy 
that may engage the attention of willing givers. 


MARBLEHEAD Has an opportunity to avail itself of a 
bequest that has been made for a home for elderly people. 
Such an institution can do a world of good and the spirit 
- and enterprise of that community may be counted upon to 
solve their problem. 


CuinA Has THE GREATEST OpporTUNITY of any na- 
tion in the world. Its opportunity cannot be realized, how- 
ever, until its manpower has been awakened by a new 
touch of inspiration. When the empire has felt the civili- 
zation of the west it will make all the world pause. It has 
unlimited resources of men, iron, coal and metals. The 
men of China have ability. It is a well-known fact that 
the nations which have manpower, and wealth of iron and 
coal, are in a strategic economic condition. Of all of the 
nations of the world China has lost the least men because 
of the great war. Its treasures in iron and coal are unlim- 
ited. With such resources the nation cannot fail to have a 
great future. 


D’Annunzio Says: “Let those who lack courage de- 
sert. I will not yield. I will not retreat. I will cede noth- 
ing. The fruits of victory belong to Italy.” He is setting 
the stage for trouble again in Fiume. All eyes are upon 
him. What will be the outcome? 


Ortp ScHooLt READERS contained a dramatic story of 
the struggle of a father to free his child from the talons of 
an eagle. Yet today the fiction of the school book is the 
news of the day. Walter Spaulding, of Glendo, Wyom- 
ing, barely rescued his young son from the giant eagle 
which he finally killed. The little fellow has a story to 
tell his children if he lives. 


Nov. 26, 1920 | 

No One Opsjects to the increased price that the ney 
schedule provides for tickets to the major intercollegiat 
games, but it will take a carefully planned scheme that wil 
prevent the transfer of the many tickets which will be sole 
to undergraduates for fifty cents. 


THe Frrst Snow Has Come. The good weathe 
which the autumn brought was a pleasure. The wind. 
storm and rain of this week were unwelcome. The whol 
Shore suffered because of the high winds and tides. \- 
throp and Revere Beach, particularly, paid the penalty of 
the wind and rain storm. Yet there were compensations 
for on the beaches the surf has been beyond the skill of 
words to describe. With a strong stiff wind blowing off 
the waters the waves have pounded in over rocks ane 
beaches, with a thunderous roar, crashing upon the head- 
lands, throwing the white spray far into the air. The first 
taste of winter has not been welcome. It was all the mo: 
undesirable because of the long period of pleasant weathe 
which preceded it. 


THe Reaction which has set in is not encouraging 
The Red Cross society is feeling it; its funds should not 
come so hard. It will be a great pity for the public to lose 
the spirit of giving because the war has ended. Has 
war ended? 


THERE Is to Be an Association of the Nations 
America will join such an association some time during t = 
next four years. The war league which President Wilson 
formulated will now be the central thought for politica 
thinkers. The election repudiated Mr. Cox and Mr. Wil- 
son, but Mr. Harding’s election foretold a new way of ap- 
proaching the problem. Mr. Harding has already. sho 
that he has seen the vital error of Mr. Wilson’s policy 
and he has called to his aid the leading minds of both par 
ties. He is wise in making the proposed council non-parti- 
san. The probleni is a serious one. It could not be settled 
in a popular election. The popular election decided only 
who should be entrusted with the task of formulating a 
foreign policy for the government. There are those whe 
feel that Mr. Wilson lost a great opportunity when the 
war broke out, to organize a coalition cabinet for the war 
period. The policies of Great Britain have never been 
tried and possibly will not succeed under our American 
system. Despite that, there was an opportunity for a coali- 
tion of both parties to plan to win the war, and the oppor- 
tunity was not seized. Where Mr. Wilson failed Mr. 
Harding may succeed. The calling of a council to conside 
the duty of the nation toward the league of nations prom 
ises much. 


THE OcciwenT may forget the Shantung problem, but 
China and Japan will always know that it is a living trouble 
that must be borne. The Shantung difficulty will have to be 
adjusted before peace can come in the Orient. 


Tue Turirr Propacanpa of the war days appears 
to have gained such a hold that the artful newspapers, alert 
to the changes in market conditions and with an eye to the 
windward for their advertisers, have begun a campaign of 
education to make people buy. There is one thing 
maining to try to make people buy and that is the preser 
tation of goods at prices that are commensurate with cost 
of production and the purchasing power of purchasers. 
The law of supply and demand has not yet been abrogated. 


When there is neither a buyer’s nor a seller’s market there 
will be stagnation. 


THE Jews Are Reyorcine over the Zionist move- 
ment, but the Syrians are alarmed for their native land. 
They believe that the Holy Land should be a state in the 
great nation of Syria. The redemption of the Holy Land 
by the Jews will be the beginning of another problem. 
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Let’s be thankful for the encourage- 
ment contained in the prediction 
by a prominent manufacturer of 
auto tires that the coming winter 
will be mild. and automobiles can 
be used freely. 


A woman in President Harding’s 
Cabinet? Well, perhaps so. 


With women comprising about 
half of the voters of the nation 
they are entitled to representa- 
tion. 
a 

A ban has been established in Lon- 
don against “Hello” in answering 
a phone call. The subscribers 
must give their name or number 
of phone. What is to be done 
with the person called who places 
the receiver to his ear and says 
nothing, expecting you to know 
by some occult manner, that he 
is ready for your message? 

Jebal 

“New Stars Discovered.” However, 
this newspaper heading does not 
refer to stars in the motion pic- 
ture firmament. 


——O—— 


And now they are saying that some 
people think Plymouth Rock is 
one of the new jazz dances. 


—o— 

‘Deserving Republicans” are getting 
into line ready to catch their 
share of the fruit when the “plum 


tree” is ready to be shaken. “De- 
serving Democrats” will feast 
(?) on “sour grapes.” 
ieee 
Add Evidences of Depression: The 


number of American gentlemen 
with annual incomes of $1,000,- 
000 or more has dropped from 


141 to 67. 
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Golden Thoughts 


NOW IS THE ACCEPTED TIME 


We shall do so much in the years to come— 

. But what have we done today? 

We shall lift the heart and dry the tear, 
But what did we give today? 

We shall lift the heart and dry the tear, 

We shall plant a hope in the place of fear, 

We shall speak the words of love and cheer— 
But what shall we speak today? 


We shall be so kind in the afterwhile; 
But what have we been today? 

We shall bring to each lonely life a smile; 
But what have we brought today? 

We shall give to truth a grander birth, 

And to steadfast faith a deeper worth, 

We shall feed the hungering souls of earth— 
But whom have we fed today? 
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New Orleans 
note that 


Times-Picayune—‘We 
one of the railroads is 


bragging about its new ‘steel 
diners.’ Isn’t that word steel 


misspelled? That isn’t the way 
we found it during our summer 
vacation trip.” 


vate 
frills in men’s clothes next year 
as the Custom Cutters and De- 
signers association is planning 
for a “Harding year” in cloth- 
ing. Conservative suits, blues 
and dark greys will be popular in 


Seale: 


War Department is planning for 
a series of summer camps to be 
conducted next July and August. 
As they will be officered largely 
by members of the Reserve corps 
i 1s-surgested that the R. :C.’s 
improve the long winter eve- 
nings by “brushing up” on 
“squads east” and ‘“‘as you were.” 


No 


The 


get) 
Some of the Bay State people are 
shouting: “Down with the bill- 
boards.” Others chant the re- 
frain: “Down with the board 


bills.” 


“Wear cotton stockings’ is a new 
commercial slogan _ hopefully 
propagated down south. We read, 
however, that it is the men who 
are responsible for the idea. 

= 

Ohio State University will soon take 
its place as a year-round college 
with four terms. This system en- 
ables the student to finish the 
college course in three years by 
doing without the usual summer 
vacations and is one way of solvy- 
ing the problem of what to do 
with the rapidly increasing en- 
rolments. 


ae 

Four weeks to Christmas. Not “Have 
you completed your shopping,” 
but “Have you started it?” 
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A Boston man recently wrote to 
a lawyer in a town in Maine seek- 
ing information as to the standing 
of a person there who had for a 
long time been indebted to the Bos- 
ton man for a considerable sum of 
money. In this letter the writer 
asked: ‘‘What property has he that 
I could attach?’’ 

The attorney’s reply was prompt 
and to the point: 

‘(The man to whom you refer 
died some time ago. He left noth- 
ing subject to attachment except a 
widow. ’’ 
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A New York banker is authority for 
the statement that “In the imme- 
diate past prosperity has been 
thrust upon us, in the future it 
must be more a matter of our 
own making.” Industrial effici- 
ciency will restore prosperity and 
increased production and nar- 
rower margins of profit will be 
the rule. 


seu 

Thanksgiving, Christmas and New 
Year’s. Let us look forward to 
a life even better than that we 
have enjoyed. May this season 
for thanks, prayer and praise 
serve us not only for retrospect, 
but for anticipation. 


pia cs 

Now is the time to begin the publica- 
tion of a very interesting set of 
poems entitled ‘Beautiful Snow.” 
It is suggested that the volume 
be snow-bound and filled with 
slush. 


hae 

Remember that old adage: “A man 1s 

known by the sidewalks he 

keeps.”’ It’s just as true and just 

as applicable now as it ever was. 
aa 


With a 38-Ib. turkey sent him by Chi- 


cago girls, Pres.-elect Harding 
has further cause for feeling 
thankful. 

The Federal Treasury Department 


hands out the news that we must 
pay $4,000,000,000 in national 
taxes for a long term of years. 
Doesn’t this sort of detract from 
the joy of the holiday season? 
te 

Clarence W. Barron, financial expert, 
figures strongly on the old law of 
supply and demand — something 
about which we all understand— 
in making the statement that we 
will soon embark on one of our 
greatest business booms. 

Uae 

It is said that Mr. Wilson is showing 
marked improvement since Nov. 
2. Good! It made a whole lot 
of us feel better and we are glad 
that W. W. is getting his share 
of the benefits of the “great and 
solemn referendum,” 


THANKSGIVING 


Once more the liberal year laughs out 
O’er richer stores than gems or gold; 

Once more with harvest song and shout 
Is Nature’s bloodless triumph told. 


Our common mother rests and sings 
Like Ruth among the garnered sheaves; 
Her lap is full of gathered things, 
Her brow is bright with autumn leaves. 


O, favors every year made new! 

O, gifts with rain and sunshine sent! 
Thy bounty overruns our due, 

The fullness shames our discontent. 


We shut our eyes and flowers bloom on; 
We murmur, but the corn ears fill; 

We choose the shadow, but the sun 
That casts it shines behind us still. 


God gives us with our rugged soil 
The power to make it golden-fair 

And richer fruits to crown our toil 
Than summer wedded islands bear. 


Who murmurs of his lot today? 
Who scorns his native fruit and bloom? 
Or sighs for dainties far away 
Beside the bounteous board of home. 
Thank Heaven instead that Freedom’s 
arm 
Can change a rocky soil to gold— 
That brave and generous hearts 
warm 
A clime with northern ices cold. 


can 


And let these wreathed with 
flowers, 
And piled with fruits, awake again 
Thanksgivings for the golden hours 
The early and the latter rain. 


—John Greenleaf Whittier. 
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Continuous rebreathing results in 
death. Rethinking of the same thoughts 
results in mental death. We _ need 
new ideas to save us. 


UNION THANKSGIVING SERVICE 
“Thanks be unto God for His unspeakable Gift.”—II Cor. 9:15 


(Excerpts from talk by Rev. Frederic W. Manning at Orthodox 
Congregational church, Manchester, Sunday evening, 


PLEASING and profitable feature of 

the Union Thanksgiving service in 
the Congregational church, Manches- 
ter, last Sunday evening, was the 
congregational singing, led by Mrs. 
Raymond C. Allen. The Governor’s 
Thanksgiving proclamation, and the 
Scripture were read by Rev. H. E. 
Levoy, who also offered the prayer. 
Rev. Frederic W. Manning preached 
the sermon. 

Rev. Mr. Manning prefaced his 
sermon with a few remarks, saying 
that, as we live in a world of change, 
circumstances make it easier for us to 
be more thankful on some Thanks- 
giving Days than on others. He felt 
that he had particular reason for be- 
ing even more thankful than usual, 
for the wonderful kindness of friends 
who had helped him in the time of 
need. Out of his experience in the 
past year had come a greater appre- 
ciation of the power of prayer to com- 


NORTH SHORE BREEZE and Reminder 
OUR OVERFLOWING CUP 


“My cup runneth over.”—Psalm 23:5 


(Extracts from Thanksgiving sermon by Rev. H. B, Levoy 
at Manchester Baptist church, Sunday morning, Nov. 21) 


THs Shepherd Psalm is a carol of 

the heart, a song at the heart’s 
banquet table. Its centerpiece is this 
full and overflowing cup, which sig- 
nifies rich blessings received. How 
true this is of our Thanksgiving Day 
of 1920. If all our people would 
count their blessings, both spiritual 
and temporal, there would be an ex- 
pression of gratitude even surpassing 
the Psalmist’s. 

Thanksgiving Day has come to 
mean, to the vast majority, the year’s 
banquet day, the year’s feast day with 
only thoughts of material food. It 
should be a day of real heart thanks- 
giving expressed by a life of thanks- 
living, not one day alone in the year, 
but every day. It should not be a day 
of sport and riotous feasting, but a 
day of serious thought and exultant 
thanks to our Heavenly Father. 

This overflowing cup is our nation- 
al cup. The great possessions of 
Americans should cause them to turn 
their hearts to the Giver. No nation 
has so little poverty and suffering, and 
every year finds us in a more prosper- 
ous condition. Thank God for our 
freedom of opportunity. Every man 
has a chance, if he be industrious and 
in earnest. 

Our religious life is expressing it- 
self in a beautiful, fruitful way. In 
the Red Cross, the Salvation Army, 
the Y. MoGsAx, the Yaa Ween and 


fort, strengthen, guide and bless. He 
was thankful that he had been en- 
abled to resume his work after every 
interruption, and though he regretted 
that circumstances had been such that 
he had been unable to make the usual 
number of pastoral calls, he was 
grateful for the opportunity of mak- 
ing some, which would always be a 
pleasant memory to him, and he hoped 
that circumstances would soon be 
such that he could make the calls that 
he would so much like to make. 

As we live in a world of change, 
that makes it difficult to be grateful 
at some times, we should remember 
that we are in relation to our God 
who changes not, but who is the same 
yesterday, today and forever. He is 
always love, approving love when pos- 
sible, disapproving love when we 
make it necessary, but always love; 
and we should always be profoundly 
grateful that God is love. 


~ Son, and thought cannot measure the 
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other institutions, our Christian feel- 
ing and ideals are being realized. The 
church stands in a higher place than 
ever before, for she is emphasizing 
the truths of the heart of God. 
church is the agency for lifting hu- 
manity. She has the heart of Chrisi 
to cure humanity’s sufferings, and 
sins, and heart-breaks. 


Our cup is overflowing with com- 
forts. Those living in the Psalmist’ 
day could not possibly imagine th 
comfortable conditions of our da 
Even our forefathers would be 
amazed at the modern miracles which 
have made our life so pleasant. We 
only have to think back one hundred 
years to realize that man has beer 
conquering nature for his own happi 
ness in an unbelievable way. 


How thankful we should be that we 
are living today, that we are living in 
this “land of the noble free.” 


Let us look up to our Father who 
sent Jesus Christ to the world and 
made possible freedom and progress 
and a life worth living. Our over- 
flowing cup is from our Father's 
Hand. Look up and bless Him, and 
praise His Holy Name! Be not 
thankless, but, believing, express yo 
thanksgiving by your thanks-living. 

“QO, may we even in our lives 

Present a willing sacrifice, 

Till on thy spirit we may rise 

And give Thee thanks our Father.’’ 


ne 


Nov. 21) 


The text of the sermon was from 
Il Cor. 9:15,—“Thanks be unto God 
for his unspeakable gift.” 

The abiding cause for gratitude to 
God is the gift of His Son. This is 
an unspeakable gift, as it is the ex- 
pression of unspeakable love. God so 
loved the world that He gave His 


love, and words cannot express it. 

The gift is unspeakably precious if 
its results. These are immeasurably 
great. They are being disclosed more 
and more in human experience. “He 
that spared not his own son, but de- 
livered him up for us all, how shall he 
not with him, also, freely give us all 
things.” } 

The greater gift includes all else 
and as we realize the incomparable 
blessings and riches in Christ Jesus 
we, too, exclaim with the Apostle, 
“Thanks be unto God for His un- 
speakable gift.” 
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DESIRABLE SHORE and INLAND 


FOR SALE 


PRIDE’S CROSSING 


BEVERLY 


PROPERTIES 


BEVERLY FARMS 


WEST MANCHESTER MANCHESTER MAGNOLIA 
and 


WENHAM 


HAMILTON 


IPSWICH 


T. Dennie Boardman, Reginald and R. deB. Boardman 


56 Ames Bldg., BOSTON 


Brancu Orrice, MANCHESTER, 
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ME. Quincy Apams Suaw, of Pride’s- Crossing and 

Boston, is giving a dance at the Copley-Plaza hotel, 
Boston, on Tuesday, Dec. 14, to meet Miss Beatrice Jones, 
the débutante daughter of Dr. and Mrs. Daniel Fiske 
Jones, of 195 Beacon st., Boston. 


O80 
Mr. and Mrs. Frank M. Boynton and daughter, Betty, 
who have spent the fall at Manchester, coming to the Essex 
County club the first of September, after a month’s stay in 
Maine, left Wednesday to pass Thanksgiving with rela- 
tives of Mr. Boynton in Cambridge. They will pass most 


of the winter in New York. 


O20 

Mr. and Mrs. Valentine Hollingsworth (Ruby McCor- 
mick), who have been occupying one of the Cushing cot- 
tages on Hale st., Beverly Farms, since their return last 
spring from their honeymoon, have gone to their newly- 
acquired winter residence in Boston. 


O80 

Mr. and Mrs. Charles C. Walker (Héléne White- 
house), who have been at Mr. Walker’s Boston house since 
returning from their honeymoon, are spending the Thanks- 
giving holidays with Mr. Walker’s mother, Mrs. William 
B. Walker, at “Highwood,” West Manchester. 


A. G. T. Smiru, Local Representative, 


Tel. Manchester 144-W. 


rk. AND Mrs. Georce A. Dopyne are still at their sea- 

shore home in Beverly Farms, having returned from a 
visit to New Jersey some days ago. Their new house, lo- 
cated on the edge of the shore just east of West Beach— 
on a section of the old Henry Lee estate — was literally 
washed by the waves that surged in from the open bay in 
ihe terrific nor’easter on Tuesday. The view from their 
windows, off to the islands and hidden rocks, as the mon- 


strous waves broke in mad fury, casting a spray mountain 


high, was unsurpassed and rarely, if ever, since the house 
was built has the scene been as alluring. So high were the 
waves, as they rolled in at West Beach, their crest washed 
the floor of the long pier, but fortunately without doing a 
great amount of damage. | 
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Congratulations are being extended to Mr. and Mrs. 
Joseph B. Hoyt, Jr., over the arrival of a daughter in their 
home on Hart st., Beverly Farms, on Wednesday of last 
week—Nov. 17. Mrs. Hoyt was Miss Alice Seabury, 
daughter of Mr. and Mrs. Frank Seabury, of Boston, who 
are spending the winter at Beverly Farms. 


The BrEEzE $2 a year, $1 for six months. 
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“Tye SWEETHEART SHOP’’— 
TREMONT THEATRE 
“The Sweetheart Shop,” a musical 
comedy that has attained pronounced 
success in New York and Chicago for 
the past seven months, will be the at- 
traction at the Tremont theatre, Bos- 
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The company possesses to an wun- 


STRAND THEATRE, LYNN 
Next week the Strand theatre, 
Lynn, will have completed its “fifth 
year as the leading motion picture 
theatre east of New York. In cele- 
bration of this anniversary, Manag- 
ing Director Allen B. Newhall will 
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ton, next Monday night. The book 
and lyrics are by Anne Caldwell, who 
has to her credit many notable suc- 
cesses, including “The Night Boat’ 
and all of the Fred Stone vehicles of 
the past four seasons. The music is 
by Dr. Hugo Felix, whose charming 
“Madame Sherry’ and melodious 
“Pom Pom” are well remembered. 
There is a real and entertaining 
story told in “The Sweetheart Shop,” 
which is an establishment for the fur- 
therance of matrimonial bliss, a sort 
of marriage mart, where would-be 
husbands and wives can meet, and 
where a twelve-month guarantee of 
the proper deportment of the con- 
tracting parties in each wedding con- 
summated adds stability to the great 
adventure. It is all properly light, 
humorous and novel in situations, en- 
livened with plenty of hilarious, re- 
freshing and alluring melodies. 


usual degree the charm of youth and 
boasts of an exceedingly pretty chor- 
us, whose witchery of face is only 
equalled by the magic of their dainty 
feet. As sweets grown common lose 
their dear delights, so do the routine 
players oftentimes become stale by 
frequence. Therefore it is a refresh- 
ing sensation to encounter as you do 
in “The Sweetheart Shop” cast tal- 
ented performers unfreyed by famil- 
iarity. 
Larcom THEATRE, BEVERLY 
Week of Nov. 29 

Mon. and Tues.—Mae Murray and 
David Powell in “The Right to 
Love.” Sennett comedy. 

Wed. and Thurs.—Dorothy Dalton 
in “Guilty of Love.’ Bryant Wash- 
burn in “What Happened to Jones.” 

Fri. and Sat—Tom Mix in “Un- 
tamed.” “The Veiled Mystery.” 


present an unusually attractive pro- 
gram, headed by Pauline Frederick in 
her greatest dramatic triumph, “Mad- 
ame X.” This photoplay gives oppor- 
tunity for some of the most remark- 
able pieces of acting ever witnessed on 
cheOScreen. 

An added attraction will be “The 
Race of the Age,” in which Man O’ 
War, the wonder horse, defeated Sir 
Barton, the Canadian entry. These 
are the only authentic and exclusive 
motion pictures of this race, taken at 
Kenilworth racetrack by fourteen 
cameramen and are considered the 
best pictures ever taken of their kind. 
Harold Lloyd’s latest comedy, “High 
and Dizzy,’ Screen Snapshots, Will 
Rogers’ Illiterate Digest, and Topical 
Review conclude the anniversary pro- 
gram. Raymond Hunter, tenor will 
be the soloist. This program is for 
the entire week of Nov, 29, 
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SHELDON’S | 
MARKET 


Best Grade of 
BEEF, LAMB 
POULTRY, PORK 
Vegetables, Fruit 
At Boston Market Prices 


24 Central Street 


Manchester 
Est. 1845 Tel. 67 


‘So. 
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THOROUGHBREDS from ‘Rockmarge,’ Wm. H. Moore’s 

estate at Pride’s Crossing, again showed up in fine form 
at the annual New York horse show. Judge Moore 
emerged with eight blues and six second prizes on Hackney 
day, which has come to be recognized as a day of distinct 
triumph for Rockmarge stables. The hackney breeders 
were out early in the morning to follow the awards in the 
classes for stallions, mares and young stock, in some of 
which classes there were noteworthy exhibits. The off- 
spring of Judge Moore’s remarkable young sire, imported 
Marlboro, by Mathias, literally swept the board in the 
breeding classes in which they were shown. Seaton Dun- 
bar, a four-year-old colt bred by Mr. Moore and sold to R. 
Lawrence Smith for $5000 at the horse show in 1918, won 
all four of the classes for stallions, including the champion- 
ship for mares. In the competitions for yearlings and two- 
year-old stallions, the winners were foals of Mr. Moore’s 
famous old harness mare, Lady Seaton, three times cham- 
pion of the Madison Garden show, and shown many times 
at the North Shore shows. The two-year-old Seaton 
Stranger is her first-born, and the youngster caused a sen- 
sation by his striking beauty of form and brilliancy of ac- 
tion. Together, the two colts won the class for the best 
foals from the same dam. In the classes for yearling two- 
year-old and three-year-old fillies, the entries by Marlboro 
were again invincible, winning every first prize. Altogeth- 
er it was such a showing as no other breeder or sire ever 
made at a national horse show, and to cap the climax Mr. 
Moore in the afternoon put four young harness horses by 
Marlboro before his park drag and won the $1000 gold cup 
offered through the American Hackney Horse society by 
Wm. du Pont for the best four-in-hand bred by the ex- 
hibitor. No one disputed the supremacy with Mr. Moore 
i  / 


LARCOM THEATRE, BEVERLY 
High Class Pictures — Grand Pipe Organ 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
Saturday Evenings 5.45 to 10.30 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


NORTH SHORE BREEZE and Reminder 


Nov. 26, 1920 


BRACELET WATCHES 


Desirable watches in all of the most popular 
makes. We advise an early selection while our 


stock is complete. 


HAMILTON 
HALLMARK 


WALTHAM ELGIN 


ILLINOIS 


We will hold any article selected until Christ- 
mas upon payment of a small deposit. 


F. S. Thompson, Jeweler 


THE HALLMARK STORE 


164 MAIN STREET GLOUCESTER 


in this class, and having won it twice before in other years 
the trophy now becomes his property. 
AJ 
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Mr. and Mrs. Washington B. Thomas are of the Bos- 
ton-North Shore colony who are spending a part of the 
autumn and early winter at the Virginia Hot Springs. 
Mrs. Samuel D. Warren, Jr., joined them there last week 
for a short stay. 


o8 0 
There will be at least two additions to the North Shore 
Class Refleet for the 1921 racing, both of which are to be 
built at Marblehead. The latest to be added to the class is 
from the designs of John G. Alden, for Wm. Morrison, of 
the Corinthian Yacht club, which is to be built by Graves, 
at Little Harbor. 


O20 
Dr. and Mrs. Charles Wadsworth are giving a:tea on 
Saturday, Nov. 27, from four until six, at their home in 
Overbrook, Philadelphia, in honor of Mr. and Mrs. John 
Sharman Zinsser (Isabelle Wadsworth), whose wedding 
took place in Magnolia last summer. 


After all, the best part of a holiday is perhaps not so 
much to be resting yourself as to see all the other fellows 
busy working. — KENNETH GRAHAME: The Wind in the 
Willows. 


THE STATIONERY SHOP 


CHRISTMAS SHOPPING IS HERE 


Pencil Boxes, Crayon Assortments and 
Magic Drawing Books for the 
young folk 


We have some very useful novelties in 
Japanese goods at very attractive prices 


CENTRAL PAPER CO. 
290 Essex St. SALEM 


THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 
KODAK DEVELOPING AND PRINTING 


156 Cabot St. Beverly, Mass. 


Tel. Conn. 


Card Tables 
Folding Chairs 
Gold Chairs 


W. J. CREED, Caterer 


Weddings 
Teas and 
Dances 


Private Waiting 


BOSTON: Mass. Chambers 


TELEPHONES: 
Back Bay 3040, Beverly 765 


East Corning St., BEVERLY COVE 
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J. M. Meredith E. W. Grew 


Henry Whitmore Norton Wigglesworth 


MEREDITH & GREW 


40 Central Street 


BOSTON (9), MASS. 


Telephones: Main 6772-3-4 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


BUSINESS PROPEREIES 


NORTH SHORE PROPERTIES a Specialty 


NORTON WIGGLESWORTH ~ 


- MANCHESTER, MASS. 
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SOCIET Y*NOTES 


Gwamescorr.—Mrs. Emily W. Stearns, wife of Frank W. 
Stearns, of R. H. Stearns Co., Boston, has purchased 
from the trustees of the Phillips Beach Trust, the estate 
located at Little’s Point, Swampscott, known as “Red Ga- 
bles.” This property consists of a large mansion house of 
14 rooms and three baths, together with about one and 
one-quarter acres of finely graded land. Mr. and Mrs. 
Stearns occupied “Red Gables” under a lease the past sea- 
son, where they entertained as their guests Vice-President- 
elect and Mrs. Calvin Coolidge. It is the intention of the 
new owner, after alterations and the erection of a garage, 
to make it her permanent summer home. 
ORO 
Mrs. George Lee was a hostess at one of the many pri- 
vate dinners which were given before the Venetian ball at 
the Ritz-Carlton in New York on Tuesday night by the 
newly-organized National Society for “America’s Tribute 
to Italy.” 
cAJ > 
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Who would ever think of going to Lynn to find the 
most artistic dining rooms east of New York—and with 
this remark there are intended no reflections on the big 
shoe city, either? The Sunbeam Farm at Swampscott had 
proven such a success and attracted the patronage of the 
ultra-exclusive set that the proprietor has conceived the 
idea of opening another Sunbeam Farm at 77 Broad st., in 
the “diamond” district of Lynn. Artists, not mere paint- 
ers, have been at work for the past six months remodelling 
and decorating the two-story house and the result is a mar- 
vel of beauty and harmonious coloring. Only an artist 
could or would take such liberties in the treatment of the 
various rooms—after the style of Vogue or Vanity Fair, 
each room is painted differently. A Palm Beach room, 
where walls are painted with dark palms and golden 
moons—a Red Crane room with a monstrous red bird on a 
grey background, standing in a pool of dark, limpid wa- 
ter. The “Volstead Bar,” with gay-looking, girlish figures 
—on the walls, of course—each room different, yet a har- 
monious ensemble pleasing to every one who can appreci- 
ate a riot of blending color. Each room contains dainty 
fish-net curtains, bric-a-brac and table flowers, the latter 
made of sea shells of wonderfully delicate construction, 
and imported from Belgium. With all this attractive set- 
ting Mr. Gerould, the proprietor, has not neglected the cul- 
inary department—for therein lies his hopes of success. 
Expert chefs and bakers are daily turning out choice dish- 
es that would make one hungry just to read the menus. 
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Mr. and Mrs. Edmund Kent Arnold, of Boston and 
Manchester, gave a débutante tea, on Monday of last week, 
at the Somerset, Boston, to introduce their daughter Lois. 
The small ballroom was used for the occasion and the 
quantities of flowers sent to the débutante were massed as 


a background for Miss Arnold and her mother. Miss Ar- 
nold wore deep rose pink silk embroidered in silver, and 
carried pink roses and bouvardia. Mrs. Arnold’s gown 
was of embroidered net over black satin. A basket of pink 
roses and bouvardia decorated the tea table. The pourers, 
in charge of Miss Eleanor Hunneman, were Miss Esther 
Baker, Miss Isabel Boardman, Miss Nancy Carnegie, Miss 
Mary Cram, Miss Eleanor Dodge, Miss Dorothy Fiske, 
Miss Katherine Greeley, Miss Jane Grew, Miss Helen 
Page, Miss Eleanor Parker, Miss Rose Parker, Miss Kath- 
erine Sears, Miss Eleanor Seavey, Miss Lorna Underwood, 
Miss Nell White, Miss Lucy Williams, Miss Katherine 
Winslow and Miss Ruth Yerxa. The reception was fol- 
lowed by dancing. 


It is one thing to wish to have truth on our side, and 
another to wish sincerely to be on the side of truth. 
—RiIcHARD WHATELY. 
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Potted Plants 
and Cut Flowers 


o, 


Plant Now for Next Season’s 
Blooming 


PEONIES— have fifty varieties of peonies 


to offer at this time, some 
cheap, but good; some extra good, but expensive. 


Also Delphinium, 
Phlox, Heuchera, Hupin, Pyrethum, Enemone and 


t 
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several others—all good, strong plants that will 
! 
| 
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Foxglove, Campanula, Iris, 


flower the coming season. 
At all times our ideas and experience are at your 


service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


Call or telephone; we are always pleased to be of 
assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 
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LOCAL SECRKSs 


Friday, Nov. 26, 1920 


MANCHESTER 


George Lockhart Allen, Jr., was 
home from Andover for the holiday. 

Miss Helen Beaton is home from 
Wellesley for the Thanksgiving recess. 

Warren Burchstead and _ family 
have moved this week from Norwood 
ave., to Northwood, N. H. 

Miss Elizabeth Richardson, who 
has been spending several months in 
Salem, is expected home the first of 
the week. 

Carleton Needham arrived home 
from the Beverly hospital Wednesday 
night. 

Mrs. Austin Jones underwent a 
slight operation at the Salem hospital 
Wednesday. 

Miss Ruth Preston, who has been 
at the R. Robertson Co. office, Beach 
st., since last spring, has gone to Wil- 
limantic, Conn., for a visit with her 
uncle and aunt. 

Among the teachers home for the 
holiday was Mrs. Mary P. Webb, 
from Medford, Miss Nina Sinnicks, 
from Oxford, and William Angus, 
from Byfield. 

Harry Davis started the first of the 
week in an over-the-road trip to the 
sunny south. Mr. Davis is combining 
business with pleasure and will en- 
gage in the lawn mower sharpening 
trade while absent. 

Mrs. Anna A. Phillips was able to 
return from the Beverly hospital in 
time to spend Thanksgiving at her 
home on School st. Mrs. Phillips had 
the misfortune to break her arm sev- 
eral weeks ago. 

Mr. and Mrs. Thomas A. Baker 
and family-spent Thanksgiving in Ev- 
erett, with Mrs. Baker’s parents, Mr. 
and Mrs. Benjamin F. Bigwood. 
They plan to leave within a day or so 
for St. Augustine, Fla., where Mr. 
Baker conducts a large fruit stand 
during the busy tourist season. 


The first of the many interesting 
“get-together” nights of the Manches- 
ter club will be held on the first meet- 
ing night in December, it is hoped— 
next Friday, Dec. 3. A good speaker 
will be provided for that occasion, if 
present plans materialize. On _ that 
night the wisdom of the improvement 
that has just been made at the club 
will be proven. A large double door 
has been placed between the reading 
room and the pool room, so that the 
menibers may now enjoy the enter- 
tainments from the former room, as 
an overflow, when the pool room is 
crowded. 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 


ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


Moving Pictures 


Horticultural Hall ©: Manchester 
A. N. SANBORN, Mgr. 


SATURDAY— NOV. 27 


NO SHOW 


TUESDAY—NOV. 30 
One Evening Show Only 
Starting at 7.30 
‘‘GOD’S COUNTRY AND 
THE WOMAN’’ 
By James Oliver Curwood 
Buster Keaton in 
‘“*CONVICT 13’’ 
— also — 

‘‘Bride 13,’’ News and Ford 
Weekly 
SATURDAY—DEC, 4 

Tom Mix in 
‘“‘THE TERROR’’ 
Enid Bennett in 
‘*HATRPINS’’ 
COMING, TUESDAY — DEC.7 
High School Benefit 


D. W. Griffith’s 
‘“‘THE FALL OF BABYLON’’ 
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SHIRTS, COLLARS 
STARCH-WORK to :: 


Thomas Saco, Barber 


and 


Tel. 137-M Postoffice Block 
Jos. Vasconcellos, Barber 

Tel. 53-J Central Sq. 

: James Beaton, Grocer 

Tel. 8341-W Central St. 
Frank B. Rust, Grocer 

Tel. 96 School St. 


— Agents for — 
MANCHESTER LAUNDRY 


Good work Prompt Service 


Telephone 85-W 
Work called for and delivered 
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Thomas Harvey was home from 
Trenton, N. J., for Thanksgiving. 

Walter Fleming and family, of 
Worcester, spent the holiday at the 
home of Mrs. Fleming’s mother, Mrs. 
Ella Standley, Norwood ave. 


Many flocks of wild geese from the 
north, on their annual journey to the 
south, have been noticed in local wa- 
ters the past week, alighting in the 
ponds and inlets because of the severe 
northeast storm. At Gravelly pond 
six of the birds were killed Wednes- 
day. <A big flock alighted in Manches- 
ter harbor last night. Two flocks 
passed over the town last night, flying 
very low. 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


MANCHESTER 


The Holy Name society is holding 
the second of a series of whist parties 
at Lee’s hall on Monday evenings. 

George W. Jewett has returned 
from the Beverly hospital, where he 
has been for treatment several weeks. 

Miss Fannie Knight spent the 
week-end at Newton Centre, at the 
home of Mr. and Mrs. Henry Whitte- 
more (Mary Dodge). 

Alex. Moore has resigned his posi- 
tion as coachman at the S. V. R. Cros- 
by estate and has accepted a similar 
position with Amory Eliot and fam- 
ily. 

Mrs. Charles E. Fish returned last 
Saturday to her home in Amesbury, 
after a visit with her daughter, Mrs. 
P. A. Wheaton, and family, Tappan 
st. 

Horace Andrews has _ recently 
moved his family to Northwood, N. 
H., where his daughter resides. This 
is the town to which Warren Burch- 
stead and family also moved _ this 
week. 

Mr. and Mrs. Henry Whittemore 
and two children, of Newton Centre, 
spent the holiday and are staying over 
for the rest of the week at the home 
of Mrs. Whittemore’s mother, Mrs. 
Ida Dodge, School st. 

People are already beginning to 
wonder what plans, if any, are being 
made for the community observance 
of Christmas. Manchester took the 
lead some six or seven years ago in 
Yuletide celebration, with a large 
Christmas tree on the Common and 
public festivities on Christmas eve. 
Because of the illness of the leaders 
in this Christmas celebration of for- 
mer years, it is feared there may be a 
lack of generalship, and the spirit of 


Christmas, which was such a joyous 


occasion for so many families, may 
not make its presence felt this year. 


John J. Connors met with an acci- 
dent last evening when, about 9.30, he 
was driving his taxi on Sea st. As he 
reached the railroad crossing he came 
upon one of the gates across the 
tracks, without lights, and before he 
could bring his car to a stop, he had 
crashed into the gate and smashed it, 
at the same time smashing the wind- ~ 
shield of the car. The man in charge 
of the crossing says he had lowered 
the gate to light the lantern, which 
had gone out. Mr. Connors avers 
there was nobody in sight and that no 
light whatever was posted at the cross- 


ing. 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 


Nov. 26, 1920 
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(CLASSIFIED | ADVERTISEMENT § 


Advertisements under this head 2c a word the first week. le 
a word after the first week. Stamps may be used in payment. 


For Sale 


. Position Wanted 


5-ROOM BUNGALOW, with all modern 
conveniences, Pine st., Manchester. Ap- 
ply to Jas. McTiernan, Manchester. It. 


NYONE DECIDING to purchase a 

home in Manchester should get in 
touch with me. I now have several most 
desirable propositions—GEO. E. WILL- 
MONTON, cor. School and Union sts, 
Manchester. 


PEKINGESE for sale. Very handsome 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 
black mask. Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion.—Mrs. R. Curry, 603 
Essex St., Beverly. Phone 247-J. 20-22 


WILL ACCOMMODATE for week-ends or 


keep house open for accommodation. 
Any kind of work.—26 Elm st., Man- 
chester. A47tf. 


Boys Wanted 


ee ee 
BOYS WANTED —To sell vanilla after 
school. Send for free sample bottle.— 
WAKEFIELD EXTRACT CO., Sanborn- 
ville, N. H 46-53 


When you think of painting think 
of Tappan, 17 Bridge st., Manches- 


ter. adv. 
Augustus Ferreira—jobbing express 
| and local trucking. Tel. 318-J. adv. 


WILL SELL AT 


PUBLIC 
AUCTION 


on the premises 
93 Pleasant St., MANCHESTER 


SATURDAY, NOV. 27 
Zeb M. 


The H. A. Burcusteap House 
7 Rooms and Bath 


—M. E. Gorman, 
Auctioneer. 


BREAD 


The public is hereby notified of 
a REDUCTION in the price of 


BREAD to .10, .15 and .20 
a loaf (from .12, .17 and .22). 


ROLLS-.15 a dozen 
BULLOCK’S BAKERY 


Ww. Barnett, Propr. 
WASHINGTON ST. - - MANCHESTER 


CARD OF THANKS 


The undersigned desire to express their 
thanks to their many friends and ac- 
quaintances for the numerous kindnesses 
in connection with the loss of their in- 
fant son, who died Tuesday at the Salem 
hospital. 

—Mkr. and Mrs. JoHN SINGLETON. 


Manchester, Nov. 24, 1920. 


We Neep Harpine Now, SAYS 
HERALD EDITORIAL 


One of the first acts of in-coming 
Congress should be the sending 
through both branches, by the requi- 
site two-thirds majority, of such 
amendments to the constitution as 
would permit the inauguration of our 
next President on the first Tuesday in 
January, 1925, Congress automatical- 
ly assembling in regular session one 


Commonwealth of Massachusetts 
PROBATE COURT 


Essex, ss. 

To the heirs-at-law, next of kin, and 
all other persons interested in the estate 
of Thomas Jefferson Coolidge, late of 
Manchester, in said county, deceased. 

Whereas, certain instruments purport- 
ing to be the last will and testament and 
a codicil and a memorandum of said de- 
ceased have been presented to said court 
for probate, by Frederic C. Dumaine and 
Francis R. Hart, who pray that letters 
testamentary may be issued to them, the 
executors therein uamed, without giving 
a surety on their official bonds. 

You are hereby cited to appear at a 
Probate Court, to be held at Lawrence, in 
said County of Essex, on the thirteenth 
day of December, A. D., 1920, at ten 
o’clock in the forenoon, to show cause, 
if any you have, why the same should 
not be granted. 

And said petitioners are hereby direct- 
ed to give public notice thereof by pub- 
lishing this citation once in each week, 
for three successive weeks, in the North 
Shore Breeze, a newspaper published in 
Manchester, the last publication to be 
one day, at least, before said court, and 
by mailing, postpaid, or delivering a copy 


‘of this citation to all known persons in- 


terested in the estate, seven days, at least, 
before said court. 

Witness, Harry R. Dow, Esquire, Judge 
of said Court, this twenty-third day of 
November, in the year one thousand nine 
hundred and twenty. 

HORACE H. ATHERTON, JR., 
Register. 


day earlier. And all the electoral ma- 


chinery inconsistent with this ar- 
rangement, we should modify or re- 
peal. 


The founders of the republic did 
not foresee gasoline and electricity. 
Nor did they have the remotest com- 
prehension of our method in choosing 
a President. They supposed that the 
electors, who met early in January in 
the capitals of their respective states, 
would exercise first-hand judgment. 
That has all passed away. The real 
choice of the President is now made 
at Chicago early in June, and the se- 


N. GREENBERG 


BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 


34 Union St. (Opp. P. O.) Manchester 


Manchester Magnolia Bev. Farms Boston 
SMITH’S EXPRESS COMPANY 
Principal Boston Office: 32 Court So. 
Tel.: Boston Main 489; Manchester 119 


First-Class Storage for Furniture 
Separate Rooms Under Lock 


MANCHESTER MASS. 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


INSURANCE 
Any Kind Anywhere Any Amount 
GEO, HE. B. STROPLE 


General Manager 
Also District Manager John Hancock 


Mutual Life Ins. Co., of 


ROCKPORT, MASS. 


Boston 


MORTGAGEER’S SALE OF REAL 
ESTATE 

By virtue of a power of sale contained 
in a certain mortgage deed given by Ralph 
H. Lane to Enoch A. Crombie, dated Sept. 
12, 1919, and recorded in Essex (South 
District) Registry of Deeds, Book 2426, 
Page 258, for breach of the conditions 
contained in said mortgage, and for the 
purpose of foreclosing the same, will be 
sold at public auction upon the premises 
on Saturday, the fourth day of December, 
1920, at 1.45 o’clock in the afternoon, all 
and singular the premises conveyed by 
said mortgage deed; namely, a certain 
parcel of land with the buildings thereon, 
situate on Essex st., in said Manchester, 
bounded and described as follows: Begin- 
ning at a point 146.18 ft. northerly from 
Pleasant st. and running northerly by 
land of Sarah E. Crombie about 105.6 ft. 
to an iron rod driven in the ground by 
said Essex st.; then turning and running 
southeasterly on said Essex st. to land of 
Benjamin M. Crombie; then southerly by 
land of said B. M. Crombie to a point 
146.18 ft. from the said Pleasant st.; then 
turning and running westerly about 57 ft. 
by land of Enoch A. Crombie to the point 
begun at. 

ENOCH A. CROMBIE, 


Mortgagee. 
nov.13,20,2 
lection of the delegates, preliminary 
thereto, takes place several months 


earlier. Practically a year thus elapses 
between the actual choice of a Presi- 
dent and his inauguration. This is a 
great mistake. No other country tol- 
erates anything like it. Our states 
would not permit it' in their affairs. 
To correct the error is immeasurably 
important. 


Latest styles in Lamson & Hubbard 
soft hats and caps at Bell’s Beach st. 
store. adv. 

Jobbing express and local trucking. 
—Augustus Ferreira. Tel. 318-J. adv. 


NORTH SHORE BREEZE and 


Wallace Portable Lamps 


Special Price - - - - - $3.25 


These small portables are adapted to 
most any service. Can be quickly 
attached to mirrors, bed posts, etc. 
Would make an excellent Xmas gift. 


Regular price. . .$4.25 to $5.00 


Manchester Electric Company 
CENTRAL SQUARE 


J. P. LATIONS 
CARRIAGE BUILDER — AUTOMOBILE REPAIRING 
Special Attention to Automobile Painting 
Auto Trimming—Slip Covers—Tops Recovered Storage for Carriages 

DEPOT 8Q. Telephone 206-M MANCHESTER 


Nor 


THANKSGIVING DINNER So 
HicH AFTER ALL 

Thanksgiving dinners were not so 
expensive after all. The talk of dollar 
turkey proved all bunk, like a lot of 
the stories the country is surfeited 
with these days. Plenty of fresh- 
killed turkeys, just the nicest sort of 
birds one would care to eat, could be 
bought all the way from 55c¢ to*70c— 
but averaging around 65¢ a pound. 
Freshly-killed chickens were offered 
from 45c¢ to 60c a pound, and fresh- 
killed fowl from 35c to 50c. Celery 
sold at from 20 to 25c; Cape cranber- 
ries from 10 to 14c a quart and sweet 
potatoes from 7 to 8 pounds for a 
quarter. 


8 4 
Silva's Express 
Joun L. Sitva, Proprietor 
LOCAL EXPRESSING 
Furniture and Piano Moving by 
Auto Trucks, long distance or local 
STORAGE FOR FURNITURE 
Rubbish and Garbage Collected 


Tet. 11-W. Ps .O. Box e223 
Residence: Morse Ct., Manchester 


G. A. KNOERR 
Everything Electrical 


4 School St. MANCHESTER 


Telephone 259-R (House 259-W) 


Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv. 


The Breeze $2 year, $1 six months. 


CHRISTMAS MUSIC 


What would make a better Xmas Gift than a Graphophone 
or some records ? 
Come in and see what we 
have to offer ; : 
PIANOS PIANOLAS GRAPHOPHONES 
RECORDS NEEDLES SHEET MUSIC 


COOL’S MUSIC STORE 


CENTRAL SQUARE 


MANCHESTER 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 
Large and Small Shipments in Either Direction 
also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 
Telephone 375-W, E. L. Valentine, 49 School st., Manchester 


| VALENTINE’S TRUCKING CO. 


SS SSS 
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Reminder 


MT. PLEASANT DAIRY 
Ree Gy BA Ets 


Dealers in 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER - - - MASS. 
P. O. Box 129 - Telephone Connection 


UNION ST. 
FISH MARKET 


W. H. Clancy, Proprietor 


40 Union St. - - - MANCHESTER 
Open all Winter 


All kinds of Fish in season 
— Also — 
MEATS AT CUT PRICES 
TELEPHONE 99-J. 
_—SS—_——SSSSeeeeeeee 


MANCHESTER 


Mrs. Julia A. Curriea and Mrs. 
Eliza E. Leach, of Ashland ave., have 
gone to Winter Hill for the winter. 


A daughter was born to Mr. and 
Mrs. George Burchstead, Allen ave., 
last Saturday, Nov. 20. 
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REAL ESTATE 
and IMPROVEMENTS 
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The following real estate transfers 
have been recorded at the registry of 
deeds at Salem: 


MANCHESTER 


Arthur A. Forness, Beverly, com- 
missioner, conveys to Mary K. Stev- 
ens, Manchester, land, Desmond ave., 
Manchester, 57.3 by 154 ft. 

(This is the property of the late 
Lewis Killam, sold recently at. public 
auction and bid in—as recorded in the 
BREEZE at the time—by Nathan 
Greenberg in the interest of one of 
the sons, Edward Killam. Mrs. Stey- 
ens is the mother of Mrs. Killam and 
she makes her home with Mr. and 
Mrs. Killam.—Ep. ) 


Elizabeth S. Tappan, Manchester, 
conveys to Agnes M., wife of Frank 
B. Flint, Manchester, land and build- 
ings, Sea st., Manchester, 162 by 235 
feet. 

(This is the old house at the foot 
of the hill on Sea st., opposite Tappan 
st, where Mr. Flint and family, of 
Salem, have been living the last year. 
The house is one of the oldest in 
Manchester.—Ep. ) 


Nov. 26, 1920 


Nov. 26, 1920 


MANCHESTER 


Mrs. Elmer Haskell has closed her 
house on Vine st. and gone to Boston 
to spend the winter with her niece. 

The public is cordially invited to at- 
tend an exhibit of the work of the fall 


and winter millinery classes, at 41 


Central st., Thursday, Dec. 2, from 
2.30 to 8.30. 

A son was born to Mr. -and Mrs. 
Thomas H. Colbourne, at Somerville, 
Saturday, Nov. 20. Mrs. Colbourne 
was Miss Mamie Lethbridge, daugh- 
ter of Mr. and Mrs. Thomas Leth- 
bridge, Summer st. 

Charles Andrews, of Revere, for- 
merly of Manchester, is in a Boston 
hospital with a broken hip sustained 
in an automobile accident. His name 
is on the dangerous list. Mr. An- 
drews has been in the employ of the 


highway department in Revere of late. 


A reduction in the price of bread 
is announced by Bullock’s Bakery 
(Wm. Barnett, proprietor). Loaves 
that have been selling for .12, .17 and 
22 will now sell for .10, .15 and .20 
—a reduction of two cents in each 
case. Rolls have been reduced 5c a 
dozen—from 20c to 15c. Because of 
the high price of eggs no reduction 
has yet been made in cakes, though a 
decrease may be looked for just as 
soon as eggs are reduced. The saving 


‘in sugar is more than offset by the in- 


crease in price of eggs. 

Arthur J. Miguel was welcomed 
home from Bowdoin college this week 
for his first visit since entering the 
Freshman class in September. He 
was of last year’s graduating class at 
the Story High school, and he has 
many interesting tales to tell of a 
Freshman’s life at college—always at 
its best at a small institution like Bow- 
doin, which, by the way, is one of the 
oldest and best standing colleges in 
New England. He has already made 
his “numerals,” playing on his class 
baseball team in September. 


MANCHESTER Boy Scouts 

The Boy Scouts, who are always 
ready to do anything for the good of 
the community, have been putting 
Red Cross posters about town and as- 
sisting in the advertising of this drive 
the past week. Last Friday evening, 
Dr. Tyler gave the troop a talk on 
First Aid, more particularly in regard 
to first aid along the line of Boy Scout 
work. The talk included what to do 
in case of panic, shock, life saving, 
fractures, poisons, etc. It was en- 
joyed by all the boys, who gave the 
doctor a vote of thanks at the close of 
the meeting. 

Monday night, the Wolf Patrol of 
nine boys had supper which they pre- 
pared themselves. The menu includ- 
ed bacon and eggs, pie, cake and des- 
sert. 


scommte Staple and Fancy Groceries 


S. S. PIERCE GOODS 
BULLOCK BROS., GROCERS 
Telephone 190 


POST OFFICE BLOCK 


_——EEEEEEEE 
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MANCHESTER 


ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 
REGISTERED PHARMACISTS ALWAYS ON DUTY 


TELEPHONES: 217. 8388 


It one is busy call the other 


NO, THEY ARE NOT 
TOO BAD TO MEND 


Let us see the shoes before you throw 
them away. You will be surprised at 
what wonders we accomplish with 
worn-out shoes with our up-to-date 
methods, machines, etc. In these days 
of high prices, it is a blessing for a 
man with a family to have such a re- 


Copyright A Pick ote 


29 Beach St., 


pairing shop in town as 


J. A. CULBERT’S 


MANCHESTER 


Also Trunk and Bag Repairing 


MANCHESTER 


Mr. and Mrs. John Singleton, of 
Tappan st., have the sympathy of 
their many friends in the loss of their 
three-weeks-old son, John, at Salem 
hospital, Tuesday. 

Miss Gwendolen Glendenning has 
been home from Portsmouth, N. H., 
all the past week for the Thanksgiving 
holidays, with her parents, Dr. and 
Mrs. R. T. Glendenning, Church st. 
Miss Glendenning teaches in the 
Portsmouth High school. 

The Red Men will nominate officers 
at their bi-monthly meeting next 
Wednesday evening. The Chief’s de- 
gree will be worked at this meeting, 
also. There is a desire on the part of 
the tribe to obtain the hall for every 
Wednesday evening in the month, in- 
stead of twice a month, so as to have 
weekly meetings, at least during the 


winter. The tribe has increased in 
membership and there is much interest 
among the officers and members. 

The public schools closed Wednes- 
day at noon for the Thanksgiving re- 
cess, to reopen next Monday morn- 
ing. All of the teachers whose homes 
are out of town went away for the 
holiday. 

Mrs. Edward McElhinney, of 106 
Regent st., Roxbury, will occupy the 
house on Summer st., next to the tel- 
ephone office, instead of Mr. Mc- 
Cracken, as stated erroneously in last 
week’s BREEZE. 

The W. R. C. will hold a food sale 
at G. A. R. hall next Thursday, Dec. 
2, from 3 to 5. Members are expect- 
ed to bring or send food for this sale 
next Thursday afternoon, and to at- 
tend the weekly meeting in the eve- 
ning, as the annual election of officers 
will be on that night. 


Telephones 610, 611 


HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
Kitchen Furnishings 


S. S. PIERCE GROCERIES 


ONGREGATIONAL CHURC 
MANCHESTER 


Rev. Frederic W. Manning, Minister 


SUNDAY: Morning Service, 10.45 


VESPER SERVICE at 5 O'CLOCK 


Edward N. Griffin, formerly music teacher 


in Manchester 


schools, 


will be soloist 


Everyone Is Invited 


SALE in CHAPEL on THURSDAY at 7 P. M. 


Auspices Ladies’ Social Circle 


WHISPERINGS 


Of the Breezes 


“?Tis an ill wind,” etc. 

Though the storm that struck the 
North Shore this week was anything 
but welcome, there was no little com- 
pensation in its majestic beauty for 
those who visited the beaches, where 
the waves rushed and tumbled over 
one another in a mad effort to flee 
from the storm. Singing Beach was 
a sight to delight any lover of the 
beautiful. The tide had arisen until 
the famous singing. sands were com- 
pletely hidden from view by the mass 
of thundering water. The sturdy 
beak of Eagle Head was thrust into a 
seething depth of foaming and rebel- 
lious water, also, while a white veil of 
spray dashed high over its head and 
ran in tiny rivulets on either side. 
From afar one saw emerald waves, 
their white caps set jauntily askew, 
broken and tossed by the force of the 
wind, and dancing unsteadily, now 
high, now low, approaching. In an 
unbelievably short space of time they 
mounted into a high wall on the beach, 
hesitated for a fraction of a second, 
then with a ferocious grace hurled 
themselves on the shore. 

Who does not admire that pensive 
jewel that gleams and glitters in the 
sun on a clear summer’s day? To sit 
and dream and to watch the lazy ebb 
and flow of the tide, brings rest to 
even the most weary. But who again 
does not long for the intervals when 
that same jewel becomes a _ roaring 
monster, lashed into foaming fury by 
the wind, and frowning and compell- 
ing in its awesome beauty? For who, 
indeed, does not love Neptune, be his 
mood what it may! 


Best oF SIGNS 


“Did her father give you any en- 
couragement ?” 

“Well, he asked me what I thought 
of his new motor car.” 

“Go after the girl. You have noth- 
ing to worry about.” — Birmingham 


Age-Herald. 


SLORY -HiGHe SCHOQi: 


MANCHESTER 


The supper under the auspices of 
the Senior class, Thursday evening of 
last week, was largely attended, and 
a profit of over $40 was realized. 

The Glee club held its first meeting 
last week, and plans to elect officers 
at the next meeting. 

The Seniors plan to have another 
social Friday, Dec. 3. 

Some time in the near future, the 
Seniors also plan to give a pop con- 
Cert. 

The teachers and principals had a 
“get-together” meeting Monday eve- 
ning. 


Thanksgiving was observed Wed- 
5 a) . - . 
nesday morning, with the following 
program : 

Reading of Proclamation, Mr. Wilton; 
piano duet, Mary Knight and L. Mac- 
Eachern; ‘‘Landing of-the Pilgrim Fath- 
ers,’’? G. Oakes; declamation on the Pil- 
grims, R. Foster; remarks by School Com- 
mitteemen Allen and~Dr. Glendenning, 
and by Supt. Francis; reading of ‘‘ Young 
America’s Creed,’’ school; ‘‘ America, the 
Beautiful,’’ school. 


b 


The “Junior Prom,” given by mem- 
bers of the Junior class of Story High 
school, in the Town hall, Thanksgiv- 
ing eve., was without a doubt one of 
the most successful parties of the fall. 
Many were in attendance despite the 
stormy weather. The gowns worn by 
some of the girls were very pretty and 
made quite a picture against the dec- 
orations, which consisted of the class 
colors—red and gold. A turkey was 
raffled off to help defray the expenses 
of the dance. It was won by Mr. 
Wynne. 


YOUNG AMERICA’S CREED 


I believe in my American flag, the beau- 
tiful stars and stripes. 

I believe in my American home, where I 
learned my first lessons in citizenship. 

I believe in my American school, which 
teaches me how to work and how to 
live. 

I believe in myself, for I am one of Amer- 
ica’s children. 

I know my country has work for me to do. 

I must keep well, grow strong, and learn 
to be wise. 

I must love, honor, and work for 


My 
God, My Country and My Flag! ; 
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BREEZE FREE BALANCE 
OF 1920 
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} ee a practice of 
! 16 years, the NORTH 
) SHORE BREEZE makes this. 
{ offer to all new subscribers. 
All subscriptions received in 
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these last two months of 
the year will date from Jan. 
1, 1921—but the paper will 
go forward the balance of 


this year free. 


$2 a year—4c a copy 
(10¢c 
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at newstands ) 


A Patriotic. APPEAL 

The following message has been 
sent by Mrs. Lumpkin, national chair- 
man of thrift, to club leaders all over 
our country: . 

“Please ask all your club women, as 
far as they possibly can, to buy at 
least one War Savings Stamp for 
Thanksgiving Day, as an evidence of 
our patriotism and as a thank-offering 
for all the blessings that we Ameri- 
can women have received. 

“Tt seems to me that Thanksgiving 
Day is a fit occasion on which we 
might give at least a small evidence 
of our patriotism and gratitude for all 
that America has done, is doing, and 
may do in the future for the develop- 
ment of a higher civilization — re- 
ligious freedom—and a broader edu- 
cation.” 


SAFE 
“T hear your woife is sick, Moike.” 
“She is thot.” 
“Ts it dangerous she is?” 
“Divil a bit. She’s too weak to be 
dangerous any more!”—Ladies Home 
Journal. 
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F a thing is old, it is a sign that it 

was fit to live. Old families, 
old eustoms, old styles survive be- 
cause they are fit to survive. We 
notice it now in the return of the 
old styles in furniture: utility and 
beauty were more perfectly blended 
in the furniture of our fathers than 
in the gingerbread fashions which 
succeeded them. The old-fashioned 
fireplace is returning, also. The 
closed fire is a good thing and will 
survive; but the open fire is good, 
too, and is coming back by tens of 
thousands every building season. 
Old-fashioned hospitality ought to 
come back, and old-fashioned po- 
liteness and honor. And the very 
wise habit of imitating the squir- 
rels, and laying by in store for the 
winter. It would be a much hap- 
pier Thanksgiving if we _ could 
know that everyone was stocked up 
against the needs of winter.—Hen- 
ry Ford’s page in Dearborn (Mich.) 
Independent. 
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PITCH TOURNAMENT 


(SBATTLE BETWEEN Six MANCHESTER 
ORGANIZATIONS WILL START 
: Next Monpay 


| _ At 8 o’clock next Monday evening, 
| Noy. 29, in Horticultural hall, Man- 
chester, what promises to be the live- 
_liest social event among the men of 
the town in many years will start on 
its way. At that time the greatly her- 
alded pitch tournament between six 
Manchester organizations will start. 
Each organization will have three 
teams of three men each, which means 
there will be 54 players participating, 
with three substitutes for each organ- 
| ization, to draw on when necessary. 

_ The teams selected to represent 
each organization are as follows: 
Meoons of Veterans. — No. 1, C. B. 
pianley, L. W. Hutchinson, H. A. 
Bell; No. 2, G. E. Hildreth, C. D. 
Cook, F. A. Foster; No. 3, Geo. Mc- 
Parland, B. L. Stanley, F. W. Bell. 
| Subs—H. E. Slade, S. L. Wheaton, 
W. Foster. 
| American Legion. — No. 1, S. Ma- 
\ggon, D, Lane, J. Gillis; No. 2, Gordon 
| Cool, Archie Cool, George Beaton ; 
No. 3, G. Slade, W. Walen, S. War- 
mack. Subs. ec. Marshall, Giles 

Coughlin, Henry Lane. 

Red Men.—No. 1, R. Parsons, D. 
ia Butler, Mark Lodge; No. 2, P. 
_ Croteau, A. Walen, G. Younger; No. 

, Wade Brooks, Chas. Bell, L. Ma- 
son. Subs.—W. Andrews, E. Pres- 
ton, A. Peters. 

Odd Fellows.—No. 1, L. N. Cook, 
me. Hersey, A. Smothers; No. 2, ip 
| Noyes, W. McDiarmid, W. Allen; 

ms, J. L. Prest, T. Wiggins, A. P. 
) Dennis. Subs.—B. L. Bullock, Leon 
Bailey, Frank Floyd. 

_ Firemen. — No. 1, Everett Smoth- 
ers, Chas. Sawyer, ‘Oren Crampsey ; 
No. 2, James Kehoe, L. W. Carter, 
Joseph Thomas; No. 3, James Mur- 
tay, G. Crombie, Chas. Stone. Subs. 
| Ae Cragg, G. Burgess, Fo Swett. 
North Shore Horticultural society. 


—No. 1, Joseph Madden, Frank 
) Gavin, Henry Bohaker; No. 2 Joseph 
Saulnier, Herbert Sanford, Adam 


Chalk; No. 3, John Johnson, Corne- 
lius Kelliher, Isaac Goodrich. Subs. 
| —M. Eyberse, Wm. Specht, Frank 
_ Foster. 
_ According to the arrangements now 
‘made there will be nine tables at play 
each Monday night. The schedule 
adopted for the first three Monday 
nights is as follows: 
Firemen vs. Sons of Veterans. 
Legion vs. Odd Fellows. 
i. >. H: S. vs..Red Men: 

That is, No. 1, No. 2 and No. 3, of 
each team will play No. 1, No. 2 and 
No. 3, respectively, of the other teams, 
‘as scheduled. Then on the next night, 
BDec. 6, No. 1, No. 2, No. 3 of each 


team will play No. 2, No. 3 and No. 
1, of the other teams. On the third 
night, Dec. 13, No. 1, No. 2, No. 3 will 
play No. 3, No. 2 and No. 1, thus 
completing the round. 

Then a new schedule will be ar- 
ranged for another series of three 
nights, each organization meeting a 
different organization than before, 
and so on, until each team of three 
players has met each team of three of 
the other five orders. Some 15 weeks 
will be consumed in doing this. 

As a grand finale there will prob- 
ably be a supper to which the players 
and subs.—and the press—will be in- 
vited. 


Witt Open Poot Room on Beacu 
STREET 

James A. Murray has hired one of 
the stores in the Morley block, on 
Beach st., Manchester, and will open 
a pool room. He has been granted a 
license by the board of selectmen to 
operate three tables. 

Mr. Murray says he has ordered 
three new Brunswick-Balke tables 
that he expects them to be delivered 
today and to be set up, ready for busi- 
ness, today or tomorrow. He will call 
the place the North Shore Pool Par- 
lor, and will endeavor to conduct it as 
a strictly first-class place, clean and 
free from the disagreeable features 


that usually attend a place of this’ 


kind. Provision will be made to re- 
serve tables for special parties, when 
due notice is given. He says his place 
will be one of the nicest this side of 


- Boston. 


Mr. Murray is a painter by trade, 
but he feels there is an opening for a 
venture of this sort in Manchester, 
especially in the summer season. The 
Morley block is on the road to Sing- 
ing Beach, opposite Masconomo park. 
It has been unoccupied practically ev- 
er since it was built, five or six years 
ago. 

Listens WetL, But THat’s ALL 

Overheard on a train from the sub- 
urbs: “Yes, we’re just going in for a 
pleasure trip. Mrs. Walkup lives at 
a hotel here, you know, and she never 
gets anything to eat—that is, no home 
cooked things, you know. So we’re 
taking her to New York for a good, 
old-fashioned, home-cooked dinner at 
a good restaurant—New York Mail. 


PROFITEER’S GREATEST QUALIFICA- 
TION 

George Haven Putnam, publisher, 

was talking about high prices : 

“High prices everywhere,” 
“Unreasonably high prices 
where.” 

After a moment’s thought, he add- 
ed: “Price was once an indication of 
value. Today it’s an indication of 
nerve.”—Washington Star. 


he said. 
every- 
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BOWLING NOTES 


The Red Men’s bowling team added 
another win to its already growing list 
when the Odd Fellows’ team lost the 
return match at the Seaside Alleys, 
Manchester, last Friday evening. The 
highest single strings were made by 
Frank Bullock and A. Walen, each 
with 106, and the highest 3-string to- 
tals were by Bullock and H. Slade, 
each with 286. The score: 


, 


RED MEN 

1 2 Sip PAB 

F. Bullock 106 93 87 286 
H. Slade 93 99 94 286 
A. Walen 106 73 85 264 
S. Mason Tl oo aan 200 
C. Bell 82 908 85 257 
Total 464 465 425 1343 


ODD FELLOWS 
1 2 oy Tt; 


L. Hutchinson 79 79 83 241 
W. MeDiarmid Ve 78 101 252 
H. Bell 81 89 80 250 
A. Cool 103 85 90 278 
W. R. Bell 84 94 88 266 

Total 420 425 442 1287 


The Red Men met their superiors 
Monday evening when the Legion five 
defeated them by 38 pins. J]. Chad- 
wick and G. Slade were high liners for 
the soldiers, with 289 and 278, respec- 
tively. Sumner Mason led the two 
teams with 108 as highest single string, 
but his 69 in the third frame brought 


his total down. ‘The score: 
LEGION 
Ht 2 3 Al AD 
Chadwick 103 92 94 289 
Cook 78 73 94 £245 
Cool 78 86 86 250 
Waszak 73 87 93 258 
G. Slade 80 106 92 278. 
Total 412 444 458 1315 
RED MEN 
1 2 ne UN As 
Bullock 81 82 85 248 
H. Slade 80 95 86 261 
Walen 75° 83 92 £250 
Mason 84 108 69 261 
Bell 89: St) (sSeeoor 
Total 408 449 420 1277 


Terriric Nor’EASTER Rartses Havoc 
ALONG COAST 

The North Shore was hit by a 
northeast gale Tuesday morning— 
with the wind blowing almost at hurri- 
cane rate at intervals. 

Down along the waterfront there 
was a wonderful display of surf. The 
waves, driven ashore by the gale, hit 
the rocky shore with such force that 
the spray was lifted more than 100 ft. 
in the air in some places and the 
drizzle was carried upon high land at 
all points along the shore. The tide 
was the highest in years. In many 
places, especially such as are exposed 
to the sea, the water surged over the 
highways. 

The gale was accompanied by a 
cold rain. Considerable damage was 
done to the trees during the height of 
the storm. 
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STOP! LOOK! 
LISTEN! 


When you want painting, pa- 
perhanging, decorating, furni- 
ture refinished, glass reset, pic- 
tures framed, window shades 
made to order and mirrors re- 
finished, we will be pleased to 
give you an estimate, and satis- 
factory work will be guaranteed. 


No job is too large or too small 
for 


STEELE and ABBOTT CO. 


23° GHIN GRATES a iss 


Tel. 645-W 


MANCHESTER 


RAYMOND C. ALLEN 


Assoc. Mem. Am. Soc. C. E. 


Member Boston Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester - 


- Tel. 73-R and W. 


IF YOU HAVE NOT HAD YOUR FURNACE 


attended to for the winter—let us 
look after it for you at once 


Perfection Oil Heaters $7.50 


Telephone 
245 


MANCHESTER CHURCHES 


Congregational church, Rev. F. W. 
Manning, pastor. Sunday, Nov. 28. 
—Morning worship at 10.45. Eve- 
ning service omitted because of Ves- 
per Service at 5 o’clock. 

Edward N. Griffin, formerly music 
teacher in the Manchester public 
schools, since which time he has stud- 
ied music abroad, will be the soloist at 
the Vesper Service Sunday, at 5 
o’clock, at the Congregational church. 
A cordial invitation is extended to ev- 
eryone to attend this service. 

The Ladies’ Social circle of the 
Congregational church will hold a sale 
at the chapel at 7 o’clock, Thursday 
evening, Dec. 2. The apron table will 
be in charge of Mrs. Edith Williams, 
chairman; fancy table, Mrs. Miabel 
Johnson, chairman; candy table, Mrs. 
Lizzie Floyd; food table, Mrs- Em- 
ma Stanley; ice cream, Mrs. Susan 
Andrews; the grabs, Mrs. Edith Rob- 
erts. There is also to be an entertain- 
ment. Charge of admission will be 10c. 


Baptist church, Rev. H. E. Levoy, 
minister. — Sunday, 10.45 — “Man 
Made in God’s Image.” How much 


JOHN W. CARTER CO. 


Sheet Metal Work a Specialty 


10 School St. 
MANCHESTER 


is man like God? The pastor invites 
you to come and take part in the ser- 
vice. Every member of the church 
and congregation is urged to be pres- 
ent to hear a very important notice 
and also a letter from Evangelist Rev. 
A. H. Sargent, who was with us in 
February, 1919. If you have no 
church home we ask you to come and 
worship with us. Our people are cor- 
dial and friendly and you will be 
heartily received. All members be 
present, and all who do not worship 
with another congregation come! 


Sunday evening at 7 o’clock—“The 
Greatest Force Ever Discovered.” 
What is it, and have you discovered 
it? The influence of this force on 
men and events is of such tremen- 
dous interest you should be present 
and learn about the discovery. Every 
member of the church and congrega- 
tion is urged to be present, and those 
without a church home are heartily 
welcomed. Come and worship with 
us. 

There will be a special offering tak- 
en for the hungry and destitute chil- 
dren of Europe. Our special offering 
will be given to the Literary Digest 


Nov. 26, 1920 


_—————  —————— 
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PROF. JAIESS 


the brilliant psychologist at Har- 
vard, asked a carpenter who was 
working on the place if he thought 
all carpenters stood on the same 
level, and if not how he would in- 
dicate the difference between men— 
10, 20, 30 percent or whatever. 


The carpenter, after pondering the 
question all day, finally said: ‘‘ There 
ain’t much difference between men, 
but what there is is mighty import- 
ADib sie 


CORSET SHOrs 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
‘‘tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 
143 Essex St., Salem. 
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fund. Come and bring your offering © 
Sunday evening, and make it am 
Thanksgiving gift. How better can 
we express real thanksgiving than by — 
giving to those in need? If you can- © 
not come, send your gift. . 

Wednesday evening, Dec. 1, our 
annual roll call and supper. Members 
of the church and congregation are — 
welcome. Buy your tickets of Ar-— 
thur Walker soon. Rev. R. J. Davies, 9 
of Salem, will speak. 


PusLtic Bequests 1n T. J. CooL 
IDGE’S WILL 


The will of the late T. Jefferson 
Coolidge, of Boston and Manchester, 
was filed at the probate office in Sa- 
lem the first of the week. There is a 
will dated Dec. 23, 1910, and a codicil 
dated April 25, 1912. 

The public bequests are $20,000 to 
the Massachusetts General hospital, 
the income to be used for the general 
purposes of the institution; $20,000 
to the president and fellows of Har- 
vard college, to be added to the Thos. 
Jefferson Coolidge fund—the income 
only to be used for research work in 
the Jefferson Physical laboratory; 
$20,000 to the University of Virginia, 
the income to be used for general pur- 
poses of the university. 

The sum of $60,000 is given in 
trust to his executors for distribution 
according to written instructions 
among employees and servants. 


HERMAN E. AYERS 


LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 
Hrs., 6 to 10 p. m. Sat. Tel. 338-W. 
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LIBRARY NOTES 


New Books in Manchester Public Library 


A few years ago a small book en- 


titled “The Random Reflections of a 


Grandmother’ was found to be very 
entertaining. The author—Mrs. Clip- 
stone Sturgis, a Boston woman—has 
just brought out a small volume of 
essays called Personal Prejudices. 
They are charmingly written, and you 
will enjoy her witty comments on va- 


rious subjects such as “Gardens,” 
“Husbands and Housekeeping,” 
“Quality and Equality,” and “Differ- 


ences and Distinctions.” 


One of the new novels is Lady Luil- 
ith, by Stephen McKenna. It is a 


story of contemporary London soci- 
ety, and is a good character study. 


A small volume of poems that you 


will want to read is called “Heart of 


/ 


i} 


New England,’ by Abbie Farwell 
Brown, who has brought so much en- 
joyment to the young by her verses 
for children. The old New England 
atmosphere is felt in such poems as 
“Pilgrim Mothers,” “Hampton 
Town,” “The Old Garden, “Grand- 
mother’s House,’ “Grandmother’s 
Garden,’ “Garden Thoughts” and 
many others. It is well that it should 
come to us now in this, the Tercen- 
tenary year. 

Some time ago Vance Thompson 
wrote a book—‘“Eat and Grow Thin.” 


NEO ene Oe BR rr 2 Eand 


Devoe’s Specialize 


LADIES’ BLOUSES 
SILK PETTICOATS 
LISLE 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


in 
UNDERWEAR 


HANDKERCHIEFS 
and SILK HOSIERY 


SALEM 


Whether any one lost weight by fol- 
lowing his advice, I do not know; but 
many spent a pleasant hour reading 
the book. This author has written 
another book—‘“‘Live and Be Young.” 
You may not believe all his state- 
ments, or pay heed to his wise coun- 
sel; but you cannot but be helped by 
may things you will find in this vol- 
ume. It is written in a captivating 
manner and it teems with witting say- 
ings. It is a very readable, thought- 
provoking book. 

It is always a pleasure to have a 
book from the pen of Alice Brown. 
Those who have read “The Prisoner,” 
“The Black Drop’ and “The Wind 
Between the Worlds’ will be glad to 
get her latest work—“Homespun and 
Gold.” It is a volume of short stor- 
ies. They are tales of New England 
and every character is a real one. You 
cannot help falling in love with her 
plain folk. They are real human peo- 
ple. The book is full of mellow hu- 
mor. You will enjoy reading it. 

In the near future the care of the 
child and especially the dependent 
child wilt have a larger place in social 
welfare work. A very instructive 
volume on this subject is “Every- 
man’s Child,” by Sophie Irene Loeb, 
chairman of the National Union of 
public child welfare officers. “This 
book represents the most progressive 
thought on the problem of dependent 
children who must become assets, in- 
stead of liabilities, in every community 
if American ideas and institutions are 


RESERVE YOUR VICTROLA FOR CHRISTMAS 


Every home should have a Victrola this year 
$11.00 places any style or model in your home 


Convenient Weekly Payments 


JOHN H. NEWELL’S DRY GOODS STORE 
220-224 Cabot St., BEVERLY 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel. 68-M. 


Reminder 


H. M. PERKINS 
Ibaberdasher 


246 Essex St. SALEM 


WINER’S 
WOMEN’S SAMPLE SHOP 


2404 ESSEX ST. 
Telephone 574-W 


SALEM 
Up one flight 


OBOBOBVOBOROBOMOBOKOBONOKBONOS 


Hawthorne Cafe 


271 Essex St. 

Salem, Mass. Tel. Conn 
CRBOBOBOBOROBVOVOBOBVOKOBVOMOKNOM 
to be preserved.” 

Next week there will be a note on 


some children’s books suitable for the 
home. Risieta 


MANCHESTER 


Mrs. Victoria Johnson, Bridge st., 
has gone to St. Albans, Vt., to pass 
the winter with a sister. 

Harold Haskell left on Wednesday 
of last week for Mulgrave, N. S., to 
visit his relatives at the former home 
of his mother. 

Supt. of Schools Francis has estab- 
lished office hours at the Town hall, 
from 8 to 9 a. m. and 4 to 5 p.m, 
every school day, and from 9 to 10 
every Saturday morning, where par- 
ents or pupils, or others interested, 
may see him at the School Commit- 
tee’s room. 

The H. A. Burchstead house — 7 
rooms and bath—at 93 Pleasant st., 
will be sold at public auction tomor- 
row—Saturday—afternoon, Nov. 27, 
at 2 o’clock. Mr. and Mrs. Burch- 
stead now make their permanent home 
at the D. A. Sullivan estate, Beach 
and Masconomo sts. 


District Nurse Witt BE IN 
MANCHESTER NExT WEEK 

Miss Alice McGlaughlin, of Ham- 
ilton, who has been secured as new 
district nurse for Manchester to suc- 
ceed Miss Ellen Long, will assume her 
duties next week. Miss Long’s resig- 
nation goes into effect December 1. 

Miss McGlaughlin has had wide 
experience in her chosen profession, 
mostly in Salem and vicinity. She 
was in Manchester last summer when 
Miss Long was on her vacation. She 
was graduated from the hospital at 
Danvers, and later took advanced 
training at a Boston hospital. 

Miss Long has been in Manchester 
the last eight years. She plans to re- 
main here for a while after relinquish- 
ing her work, and will take up private 
nursing after a rest. She makes her 
home at present with Mr. and Mrs. 
John J. Ferguson, Allen ave. 


NEw 


MAGNOLIA 


Frederick Knowlton is on a visit to 
Miami, Fla. 

Ernest Howe spent the week-end 
with his family, on Englewood rd. 

Miss Abbie May has accepted a po- 
sition in the office of the Gorton-Pew 
Co., Gloucester. 

Mrs. Lizzie Symonds will spend the 
winter in Amesbury, with her son, 
Oswald Symonds. * 

Ex-Mayor and Mrs. John J. Burke 
entertained Rev. George Anthony 
Hall while he was in Magnolia, Sun- 
day. 

At the bowling alley at the Men’s 
club on Monday evening the Gorton- 
Pew bowling team was defeated by 
the Magnolia A. A. 

On Tuesday evening, Nov. 30, the 
young people of the village, with 
guests, will have a dancing party in 
Women’s Icubhouse. Mrs. Hawkes 
will furnish the music. 

Mr. and Mrs. John E. Ryan have 
taken the Clark house on Addison st., 
Gloucester, for the winter. Mr. and 
Mrs. Ryan purchased the Dale estate 
at Fresh Water Cove and are build- 
ing a summer cottage on the property 
to be ready for occupancy during the 
early summer of 1921. 

Miss Elizabeth Abbott went to 
New York to spend Thanksgiving 
with her brother, Thomas Abbott, and 
Mrs. Abbott. Miss Abbott left Mag- 
nolia early Sunday morning. While 
she is away her dancing class for the 
children will be in charge of Miss 
Eleanor Commerford and Miss 
Hawkes. 


Cuurcu Notes 


Services will be held in the Village 
church on Sunday morning at 10.45. 
Sunday school follows the morning 
service. 

Sunday evening at 7.30 o’clock a 
Thanksgiving concert will be given by 
the children of the Sunday school. 

Sunday evening, Dec. 5, at 7.30 
o’clock, Miss Grace Monks will speak 
in the Village church. Three years 
ago Miss Monks gave a talk, on her 
war work in England, in the Little 
Chapel, then used as a Red Cross 
workroom. All who heard her at that 
time are looking forward with pleas- 
ure‘to Dec.’ 5: 

Last Sunday morning Rev. George 
Anthony Hall, of Brookline, preached 
in the Village church. 


CoLFELT CLUB 

The Colfelt club has again started 
to meet for the winter. The boys met 
at the church on Sunday afternoon. 
Ivan Anderson was elected president ; 
Leo Nelson, vice-president, and John 
J. Burke, Jr., treasurer. 

This club meets on Sunday after- 
noons, when Mrs. Alice Foster reads 
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JONATHAN MAY. | 


Shore Road, Magnolia, Mass. 


REAL ESTATE and INSURANCE BROKER — 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


MAGNOLIA MARKET 


LAFAYETTE HUNT, Proprietor 


HAM, 
AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


BEEF, PORK, MUTTON, 


> 
NOTARY PUBLIC 


POULTRY, VEGETABLES 


Tel. 449-W 


aloud to them. 

The boys are planning a club din- 
ner some time after Christmas. Last 
year they earned the money to buy a 
turkey and “‘the fixin’s,” and with the 
help of the mothers enjoyed a jolly 
spread at the Women’s clubhouse. 
This is what they hope to do this year, 
and as one boy remarked—“let’s have 
lots of stuffin’.” 


Party AT MEnN’s Cius Most PLEAs- 
ANT AFFAIR 


The whist party for the Ladies’ 
given at the Men’s clubhouse last Fri- 
day evening was a very pleasant affair 
and many were out to enjoy the game. 

The first ladies’ prize was won by 
Mrs. Ernest Newman; first men’s 
prize by Mr. Hall; ladies’ booby prize, 
Miss Dorothy Story; men’s booby, 
Frank Abbott. 

Cake and coffee were served during 
the evening by an efficient committee 
consisting of Mrs. Charles Hoysradt, 
Mrs. Ernest Howe, Mrs. Frank Ab- 
bott and Mrs. Fred Dunbar. Bowl- 
ing was enjoyed after the whist. 

During the evening the younger 
boys and girls enjoyed a_ basketball 
game in the gym. 

Magnolia is very fortunate to have 
a place where the youngsters can 
play and shout to their hearts’ content 
without disturbing “the neighbors,” 
and still more fortunate are they to 
have a man like Fred Dunbar, who 
understands the sport from beginning 


‘to end, to help and direct them. 


OpposITE EFFEcts 
The Elder Matron: “You shouldn’t 
mind the baby crying a little. It 
strengthens his lungs.” 
The Younger Matron—“O, no 
doubt ; but it weakens his father’s re- 
ligion so,”—Stray Stories. 


Magnolia, Massachusetts 


PLAIN LIVING and 
SQUARE DEALING 


Pres.-ELEct HarpinG Urces SAN 
ITy, CLEAR THINKING, COMMON 
SENSE, Honesty, Co-OPERATION 


LAIN Livinc and square dealing 
were invoked by President-elec 
Harding in a speech at New Orleans 
one day last week. These, he said, 
were a_ nation’s strongest reliances 
during the post-war adjustment. 
Sanity, clear thinking, commo 
sense, honesty and codperation wert 
among the qualities he named as 
prime necessities in meeting the de 
mands of the new world order, and he 
declared material interests and natior 
al happiness both would benefit if 
United States became a “simple livt 
people once again.” 
Whatever discouragements and re 
verses there have been, he declared 
would be only temporary in character 
He predicted that a confident Amerie: 
would solve its new problems on th 
simple basis of the old-time virtue 
and would come through reconstrue 
tion period stronger and more depend: 
able than ever before. 
The speech, delivered at a luncheot 
of the New Orleans association é 
commerce, also contained a message 
of assurance for the industrial deve 
opment of the south and an expressi¢ 
of hope that the ties of commercial ec 
operation with Latin America woul 
be strengthened by every possibli 
means. 

The address. was a part of a five 
hour visit to New Orleans by th 
President-elect, who came from hi 
vacation in Texas to take a ship for 
voyage to the Panama canal zone. 


You will notice that most tightwads 
are not tight with themselves. 
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BEVERLY FARMS 


Painters are at work renovating the 
interior of the fire station at Beverly 


_ Farms. 


Miss Barbara Somes, of North Ad- 
ams, has been among the visitors at 
Beverly Farms this week. 

Beverly schools closed Wednesday 
noon and teachers and students have 
the rest of the week for a vacation. 

Mr. and Mrs. Irving W. Pearson, 
of Willimantic, Conn., have spent the 
past week at Beverly Farms, visiting 
friends. 

The M. J. Cadigan post, A. L., will 
hold an important business meeting 
this (Friday) evening. The meeting 
will be in the assembly hall of the 


public library. 


Among the applications for mar- 
riage licenses filed at Beverly City 
clerk’s office the past week is that of 
Harold F. Morin, of 44 Thissell st., 
and Lillian F. Scott, of the same ad- 
dress. 

Much interest is shown in the rum- 
mage and food sale to be held in G. 
A. R. lower hall on Dec. 4, in the aft- 
ernoon. It is being conducted by the 
Beverly Farms branch of the Im- 
provement society. 

Thanksgiving Day at Beverly 
Farms was marked by many family 
reunions. Relatives, who had _ not 
seen each other for a year in many 
cases, gathered around the festive 
board in joyous reunion. 

Another choice Beverly Farms es- 
tate has been offered for sale. It is 
the George A. Goddard estate, and is 
one of the best here, situated in the 
center of the village, with a large 
frontage on Hale and Everett sts., and 
adjoins that of former Senator Bev- 
eridge. 

Salem High defeated Beverly High, 
Thanksgiving Day, in the annual foot- 
ball game, 3 to 0. It was a good game, 
and while the weather was miserable, 
the large number of Beverly Farms 
people who saw the game, were well 
repaid in going to Salem on such a 
stormy day. 

Beverly’s new system of fire alarm 
calls, with the featuring of the Ward 
system, is now in commission. The 
first number shows the ward in which 
the box is located. For example, all 
the boxes beginning with 6 are located 
in Ward 6—the Beverly Farms. sec- 
tion. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 


Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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Poultry and Game 

Hats 
Eggs and Butter 
Fruit and Berries 


The Best Quality 


es 


Morri.t. & Co., Inc., 


BREWER’S MARKET 


Successors to Walter P. Brewer 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


Telephone 133 
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WINTER 


Telephone 9-W 
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James J. Nugent and family spent 


- Thanksgiving with relatives in Wor- 


CESLCI. 

Miss Ethel Hartwell, of Hartford, 
Conn., has been a visitor here the past 
week, the guest of friends. 

Miss Anna Sheerin, after enjoying 
a week’s vacation here visiting her un- 
cle and aunt, Mr. and Mrs. Stephen 
J. Connolly, has returned to Brook- 
lyn, N. Y. Miss Sheerin is a trained 
nurse and is engaged in hospital work 
in that city. 

As far as is known at this time, 
Alderman Daniel M. Linehan is the 
only candidate for alderman from 
Ward 6. He will undoubtedly be re- 
elected without opposition. He is 
serving his first year and has made a 
fine record. 


THANKSGIVING JOY AT THE HIppo- 
DROME 

Charles Dillingham’s joyous page- 
ant, “Good Times,” at the New York 
Hippodrome, lends itself so readily to 
the spirit of the holidays that Thanks- 
giving week is an especially interest- 
ing period at the big playhouse. New 
features have been introduced in 
“Toyland,” “The Land of Happi- 
ness” and in many of the great spec- 
tacular scenes in which the huge en- 
semble of nearly 600 is concerned, 
and for good measure the fun-makers, 
Ferry Corwey, “Poodles” Hanneford, 
Marceline, the inimitable Joe Jackson 
and all the other comedians presented 
a change of program for the comic in- 
terludes during the week. The slo- 
gan everywhere throughout the great- 
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STORAGE 
CENTRAL SQUARE GARAGE 


John A. Trowt and John J. Murray, proprs. 


BEVERLY FARMS 


AUTOMOBILE REPAIRING 


SUPPLIES AND SUNDRIES 
Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 


A) > (> () ND (A ) RD (>A (ED (AD () ED ( ) EAD ( ) RD ( ) ED ¢) ED (> ED (ED ( > ( ) ED ( ) ED () <> ( ) <RNED- ( ) ERED ( ) ED ()< () ED (ED («8 x ° 


Have Your Prescriptions 
Filled at 


DELANEY?’S 
Apothecary 


Corner Cabot and Abbott Streets 
BIER Y: 


We keep everything that a good 
drug store should keep. 


est American amusement palace has 
been “Thanksgiving and Good Times 
for all.’ Reservations are now ob- 
tainable at the box offices for the bal- 
ance of 1920, up to and including the 
Christmas holidays and New Year’s 
eve. 


FEDERAL THEATRE, SALEM 

Two more stellar bills are booked 
for the Federal theatre, Salem, for the 
week starting Monday, Nov. 29. Next 
Monday, Hobart Bosworth, that har- 
dy portray er of sea types, will be seen 
in “His Own Law,” with Buster Kea- 
ton’s latest comedy, ‘ ‘The Scarecrow,” 
Topics of the Day and Pathe News 
for companion ‘features. Special 
overtures by James F. Thomas, or- 
ganist, will further enhance the pro- 
gram. 

Next Thursday, Friday and Satur- 
day, a big double feature bill will be 
shown, with Anita Stewart in “The 
Yellow Typhoon,’ and Will Rogers 
in “Honest Hutch.” Pauline Freder- 
ick in “Madame X” will be shown at 
the Federal for.an entire week in De- 
cember. 


Dipn’t Go THERE 

“I’ve not seen old Mrs. 
lately. How is she?” 

ead. sits. 

“What, joined the great majority?” 

Oh mn a cit She was a Bogd 
enough woman as far as I know.” 
Pearson's Weekly. 


Wiggins 
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Born at Beverly Farms, Nov. 15, 
a son to Stephen and Joanne (Pele- 
grini) Speredolotza, of 190 Hart st. 

Miss Phyllis B. Culbert, of Bever- 
ly Farms, is attending the College of 
Secretarial Science, Boston university. 

Mr. and Mrs. Richard H. Travers, 
of Newark, N. J., have been among 
the visitors at Beverly Farms the 
past week. ; 

Beverly Farms sent a big delegation 
to Salem to see the annual Salem- 
Beverly football game yesterday. It 
is unnecessary to say that all were 
enthusiastic rooters for the orange 
and Black. 

Former Alderman Augustus P. 
Loring, Jr., will have an uncontested 
election to the School Committee from 
Ward 6. He is well-known all over 
the city and his selection proves to be 
a popular one. 

The Ladies auxiliary of St. John’s 
parish gave a public supper, Tuesday 
evening. An _ excellent meal was 
served, at a very reasonable price. It 
was held in the parish rooms, and 
was well patronized. 

From now until election day, Dec. 
14, voters in Beverly Farms will have 
more or less interest in the campaign, 
which promises to be quite lively. 
Numerous rallies are planned, to be 
held here. With four candidates for 
Mayor and eight in the field for Al- 
derman-at-Large, the campaign till 
election day promises to be interesting. 
Witt Resurtp RarLroAp- BRIDGE 
BETWEEN SALEM AND 

BEVERLY 


Work will soon be begun on the 
re-building of the railroad bridge be- 
tween Beverly and Salem. The pres- 
ent structure was built some 15 years 
ago and as that is the average life of a 
structure of this nature the bridge 
was inspected a short time since, and 
it is on the advice of the inspector 
that the bridge will be rebuilt. 


The work will be done under the 
direction of Division Engineer Geo. 
K. Thornton, of Beverly, and the 
Boston & Maine bridge crew of 25 
men will do the work. It is esti- 
mated that the cost will be about $50,- 
000. 

One-half of the bridge will be done 
at a time, which means that as soon 
as the pile driver commences, which 
will be about Dec. 1, only one line of 
track will be in operation until the 
whole job is finished. Some 700 piles 
must be driven. The piles will each 
be about 60 feet in length and driven 
down into the river bed some 10 feet. 

The whole length of the railroad 
bridge, excepting the draw section, 
which was reconstructed some few 
years ago, is to be rebuilt. 


Born in Beverly Farms, Nov. 17, a 
daughter to Joseph B. and Alice (Sea- 
bury) Hoyt at their home on Hart 
st. 

A handsome wall is being built 
along the street line at the estate of 
the Misses Edwards, Hale st. Daniel 
Gilmartin is the contractor. 


Mrs. Neal Farrell, formerly Annie 
Hickey, of West Tremont, Me., is 
here on a visit with her mother, Mrs. 
John Hickey. 

Registration of voters for the mu- 
nicipal election, Dec. 14, closed Wed- 
nesday evening. Ward 6 added a 
number of new names and has now a 
total of about 700 voters. 

James E. McDonnell, S. John Con- 
nolly and Albert M. Dix have re- 
turned from a hunting trip to nor- 
thern New Hampshire. While hunt- 
ing conditions during their stay were 
not favorable, yet- they succeeded in 
securing considerable game as a re- 
sult of their trip. 
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S.A. Gentle & Son 


Cc. H. GENTLEE 
Te. 893-R. 


S. A. GENTLEE 
TEL. 893-W. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel, 480 


Calls Answered Anywhere 
Day or Night 


Mr. and Mrs. Joseph B. Doyle, of 
Bangor, Me., have spent the past 
week at Beverly Farms _ visiting 
friends. 


HISTORY REPEATS ITSELF 


“Hard Times, — the Causes, Compen- 
sations and Rewards of Adversity” 


(Abstracts from a lecture by Henry Ward Beecher in San Francisco over 50 
years ago, following the Civil war. ‘‘Times haven’t changed much,’’ writes a 
Manchester resident, who recalls conditions as they were following the Rebellion. 


OU may talk about the sweat of a 

man’s brow and all that sort of 
thing, but I tell you that hard work 
is that work following hard thinking 
in the long run and in a great sphere. 
What is the effect upon labor? I 
speak of that which I know, and 
about which I have made diligent in- 
quiry. There never was a time when 
for six or three times the wages, so 
little and so poor work was done by 
the great mechanical mass of laboring 
men in the east as during the war and 
subsequently to the war. Their work 
was slower, and their hours were re- 
duced, and the men, instead of being 
propelled by having a double wage, 
were demoralized, and they have not 
yet recovered from that demoraliza- 
tion laid upon them by this national 
bloat. For it was a national bloat, for 
when everybody was worth three 
times as much as he was, when every- 
body went about thinking he was 
worth twice as much as he was, it was 
like the Dutchman drinking his own 
lager, and he grows bigger, and big- 
ger, and bigger, and goes home and 
says to his frau, “How fat I be!” 
“°Taint fat! it is bloat.” [Laughter. ] 
Well, there were conpensations. The 
government spread these six million 
thousand dollars in paper, which had 
an illusory value, running from ten up 
to three hundred, or two hundred and 
eighty-three percent discount, a_slid- 
ing value, forever changing, forever 
rendering calculations impossible, for- 


ever tempting men to make specula- 
tions, forever tempting men to go out- 
side business principles into gambling 
transactions, all over the nation. This” 
vast volume multiplied raw material, 
and also manufactures, and also dis- 
tribution. During the progress of the 
war, all these producing elements were 
at work throughout the whole com- 
munity, and tempting men—tempting 
them, tempting them, tempting them, 
until the whole community was swol- 
len and poisoned. 

Meanwhile, great public enterprises ~ 
had been put on foot. You would have 
been locked up behind that howling 
and hideous alkaline wilderness, and 
you would have been accessible only” 
from the east by long voyages round 
the Horn or across the Isthmus. That 
road, which, while it is today the fre- 
quent complaint of men, is the glory 
of the men who constructed it, and is 
a benefit to every man who lives on 
this side. [Applause.] That high 
way, which is between California and 
the east what the umbilical cord is be 
tween the mother and the babe, nour- 
ishing the one and the other, intercom-~ 
municating continually,—that road 
would never have been built except 
upon an inflated currency; that is to 
say, if there had not been money 
enough to spare, plenty; for when a_ 
pickaxe takes money out of the hill it~ 
does not increase fast; but when the 
governinent sets the printing press at 
work to make money there is no end 


—— 
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SHUN eHES 


Along the North Shore 


MANCHESTER 

Orthodox Congregational, Rev. F. 
W. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 
school following the morning service. 
Sunday evening service, 7. Prayer 
meeting, Tuesday, 7.30, in the 
chapel. 


Baptist Church, Rev. Herbert E. 
Levoy, pastor. — Public worship, 
10.45 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.00. Y.P.S.C.E. meeting, 6. LHve- 
ning service, 7. Gospel Laymen’s 
league, Wednesdays, 7.30p.m. Prayer 
meeting, Friday evening at 7.30. 
Communion first Sunday in the 
month. All seats free at every ser- 
vice. 


Sacred Heart Church, Rev. W. 
George Mullin, rector. Sunday 
masses—8 and 10.30 a. m. Week- 


day mass, 7.30 a. m. Sunday eve- 
ning devotions at 7.30 o’clock. 


BEVERLY FARMS 

St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Sunday school at 10 a. m. Morning 
service and sermon 11 a. m. Holy 
communion first Sunday of each 
month, 11 a. m. Evening service 
and sermon 7.30 p. m. 

Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.45. 
Bible school at 12. Y. P. 8. C. E, 
6.15 p.m. Evening worship and ser- 
mon, 7. Communion service the 
first Sunday in the month. Mid- 
week service, Wednesday at 8 p.m. 

St. Margaret’s, Rev. Nicholas R. 
Walsh, rector. Sunday masses at 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p.m. 


MAGNOLIA 
Union Congregational. Sunday 
morning worship with sermon, 10.- 
45. For other notices see news col- 
umns. 


to the rapidity with which you can 
make money. And the consequence 
was that there was given to the enter- 
prising men that constructed those 
roads, sums so easy to give and pay, 
and that were by them disposed of, so 
that at last the road stands a marvel of 
engineering skill, with pertinacity and 
wisdom at the bottom of it. That 
which was taking place here was tak- 
ing place all over the United States. 
More foundries and cotton factories 


‘were put up than in any ten, aye in 


any fifty years of our national exist- 
ence; more roads were built, thousands 
and thousands of miles were built. We 
borrowed more capital from Europe 
than had ever been the case before. 
Illinois became a gridiron of rail- 
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TOWN NOTICES 


NOON, GEL ES AER. 


NOTICE 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o’clock. 


SAMUEL L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


ROW WN CURE ASURER SS NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a.m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

EH. P. STANLEY, 
Treasurer and Collector. 


SCHOOL N@aiCE 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 

The Superintendent will have office 
hours at the Town Hall from 8 to 9 a. m. 
and 4 to 5 p. m. every school day, and 
9 to 10 every Saturday morning. 


SCHOOL COMMITTEE. 


roads, and this enormous increase of 
the railroading in the United States, 
of bold enterprise, this took place and 
came in and became at last this dis- 
turbing force which broke the line and 
brought on the panic in New York. 

I suppose you know how railroads 
are built—east, I mean. [Laughter.] 
I suppose you know that generally 
those roads built on the other side—I 
know nothing of your operations— 
they generally elect a board of direc- 
tors, fifteen, five of whom are wise, 
and ten of whom are innocent. 
[Laughter.] And the five men consti- 
tute a ring and make the contracts, 
and when all is said and done the road 
has cost about three times per mile 
what it ought to have cost, and if 


FOREST WARDEN NOTICE 


This is to inform the public that I have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
have appointed the following as my depu- 
ties: 

LORENZO BAKER 
ISAAC P. GOODRIDGE 
JOHN F. SCOTT 
JACOB H. KITFIELD 
JOSEPH P. LEARY 
ALLEN 8. PEABODY 
ARTHUR S. DOW 
PATRICK J. CLEARY 
PETER A. SHEAHAN, 
Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 
Applications for the removal of the 
contents of cesspools and grease traps 
should be made to S. A. Sinnicks. 
Per order the Board of Health: 
WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NOTICE 
The regular meeting of the Park Board 

will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 
the following week. 

MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 

The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 


Per order, 


MANCHESTER WATER BOARD, 


these five men do not know what has 
become of that money the Lord does. 
[Laughter.} It is divided among 
themselves. The contracts are made 
with the understanding that the con- 
tractors are to charge such and such 
a price, and the road has to bear it. 
The stock is sold; bonds are issued. 
Well, stock, as I understand it, are the 
piles that engineers drive down in or- 
der to get a good foundation on which 
to put a first-mortgage bond. [Laugh- 
ter.] Well, what is a first-mortgage 
bond? It is an expanse prepared on 
which to lay a second mortgage bond, 
and a third preparatory to its all going 
into the hands of a receiver and being 
sold out again, not at what it is worth, 
or what it cost, but what it ought to 
have cost, or by the agency of strifes 
and fears, even less than that. Now, 
I hear people say, when roads are 
smashed, “Glad of it; glad to have 
these railroad kings get what they de- 
serve. They are the swindlers, they 
are the rich troublers of the communi- 
ty.” Bless your heart, do you suppose 
they do not know enough not to lay 
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OLIVER T. ROBERTS 


=> 


WILLIAM HOARE 


ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty 
Particular Attention Given to Jobbing 


MANCHESTER-BY-THE-SEA 


Telephone Connection 


ESTABLISHED 1876 


INCORPORATED 1903 


ROBERT ROBERTSON CO. 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 
BeEveRLy, BEVERLY Farms, MANCHESTER AND HamILTon, Mass. 
Connected by Telephone 


J. M. Publicover 


W. B. Publicover 


PUBLICOVER BROS. 


Contractors and Builders 
Special Attention Given to Jobbing, Furniture Repaired, Etc. 


Tel. Con. 


— 


SHOP: Off High st. BEVERLY FARMS 


P. O. Box 74 


Shop and Office, 112 Pine St. 


JOHN F. SCOTT 
Plumbing and Heating 


Personal attention given to all work 
35 years’ experience 
Tele2 


Manchester-by-the-Sea 


Tel. Beverly Farms 130 


Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 


BEVERLY FARMS, MASS. 


Shop at Pride’s Crossing 


Fdward F. Height 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 


12 Desmond Ave., 


Tel. Con. 


MANCHESTER, MASS. 


Manchester, Mass. 


up those bonds? They cannot intend 
to be caught in that way. They know 
how the things are going. They are 
all safe. Well, who gets the bonds? 
Well, they put them out of their 
hands, and the bankers and brokers 
go to Europe with them. “Well, that 
is just about as good,” the man says. 
“T am glad to see these bloodsuckers 


GEORGE 5S. SINNICKS 
MASON, CONTRACTOR and BUILDER 


Telephone 31 


of Wall street get taken in, and if they 
have had them on their hands, all 


right.” But they do not have them on 
their hands. They know too much to 
have them. Well, who had them? 

I do not know everybody. I can 
tell you something about it. There 
lived up in Vermont one of those 
Yankee school marms, that are made 
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of india rubber and catgut, uncontrol- 
lably smart. Well, she had taught 
school, and also at home, with various 
industry, gathered together the mick- 
les that make a muckle, and had sup- | 
ported her brother through college, ~ 
paying all his bills; and then, when he 
had graduated, she had amassed a lit- 
tle and a little, and at last had $3000, 
and invested it in government 6’s, and 
upon their hope thought that a wet 
day would not catch her. Now, there ~ 
came along there in her town a very 
pious man. He was an agent of the 
Northern Pacific Railroad. He attend- 
ed their Sunday school; they said he 
did make the most delicious talk to the 
children that ever was in that town, 
and that he was wonderfully fervent 
in prayer in the prayer-meeting; and 
he told our sister, the school teacher, ~ 
that he thought he had heard of our 
sister, and he thought he saw the fin- 
ger of Providence pointing to a re- 
ward, and that if she chose to sell out 
her government 6’s and invest in the 
bonds of the Northern Pacific Rail- 
road, they would pay eight percent in 
gold,, paying it quarterly, and, as gold. 
was at a premium, it would amount 
in the long run to an interest on her 
$3000 of 10 percent instead of six per- 
cent, and he hoped she would think 
about it and pray every day and tell 
him the next day. [Laughter.] Well, © 
she did. Now I have always noticed © 
that a conscientious and just-minded ~ 
person, when they pray over a matter, 
almost invariably become willing to 
follow the finger of Providence when 
it points from six percent to 10 per- 
cent. [Laughter.] : 
farmer in the county who had five 
thousand dollars, and he invested in 
Northern Pacific bonds, and the law- — 
yer, he took some, and the minister, he 
took some. I know it. [Laughter.] ~ 
Well, I am heartily glad that some- 
body is pleased. [Applause and laugh- 7 
ter.] I believe two payments in gold © 
were made, and after that the finger © 
of Providence never pointed again. 

Now, what came to pass? Our 
good teacher says to her mother: © 
“Mother, I cannot get you that cloak 7 
and bonnet this fall; for, temporarily, | 
my interest has stopped.” And the © 
farmer had intended certain opera- © 
tions on the interest of his bonds, and 
he concluded not to perform. And so 
it was with the lawyer, and so it was 
with the minister; and the merchant, 
therefore, could not sell the silks for 
the dress, nor the velvet for the bon- 
net; and if he could not sell he could 
not buy; and it went back, therefore, 
to the wholesale dealer, and the im- 
porter, etc., on back to the wage 
earner. 


Of all motives for committing an 
act, revenge is the worst. 


There was an old. | 
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JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 


Dealer in 
PAINTS, OILS, VARNISH, GLASS 


DesmMonp AVE., MANCHESTER, 
Telephone 106-M. 


H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 
Rantoul St. BEVERLY 
Telephone 1377-M 


Mass. 
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D. T. BEATON 


Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 


and Heating; Tin, Copper and 
Sheet Iron Worker. 
Tel. 23  - - #Manchester, Mass. 


SS 


Telephone 687-W Gloucester 


J. H. MORROW & CO. 


4) Hartz Sr. (GLOUCESTER 


PLUMBING 
HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


20 Years’ Experience 
Practical Ideas 


Good Service 
Honest Advice 
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PHEsKROADSIDE STAND 


ImporTANT FEATURE OF THE Mar- 
KETING OF Farm PRODUCTS 
(By R. J. McFart. — Massachusetts Agricultural 
College Extension Service News.) 
HE roadside stand has made for it- 
self a very important place in the 
marketing of the farm products of 
many parts of Massachusetts. Time 
alone will tell with certainty what will 
be the future of these ventures, but 
there seems now to be nothing stand- 
ing in the way of their increased suc- 
cess, provided they are properly man- 
aged. 

The cause of the growth of the 
roadside markets is, of course, the oft- 
talked-of desire to market farm prod- 
ucts direct from farm to table with- 
out paying the large tolls of the mid- 
dlemen. There have been many oth- 


er schemes tried to get the same re-. 


sults, but not all of them have had the 
same success. There is good reason 
for the success of this venture; it uses 
the joy-riding of the automobilist to 
save the time and trouble of others 
making special trips with motor trucks 
to market the goods, or the cost of 
rail shipment and. expensive city de- 


- livery. This is just so much clear 


saving to the country. 

It naturally will succeed unless the 
farmers try to take for themselves the 
whole benefit of this saving and make 
the autoists tired of being the victims 


NORTH SHORE BREEZE and Reminder 


B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


T5iC@ross) st. 


eleeGonn: 


Beverly 


SHEEHAN & MURPHY 
Plumbing and Heating Engineers 


Estimates given on new work and alterations. 


to all jobbing. 
SALEM 


2387W 181W-181R 


Head office: 260 CABOT ST., BEVERLY 


Turning on and off water a specialty 
‘*‘Best quality and workmanship’’ our motto 


BEVERLY 


“Personal attention 


BEVERLY FARMS 


THADDEUS F. CALL 


First 
Class 


All work personally attended to. 


46 WASHINGTON ST. 


PAINTER AND DECORATO 


TEE?CON: 


Interior 
and Exterior 
**Do it now.’’ 


(GLOUCESTER 


Our Motto: 


of overcharging. The farmer should 
remember that the city man is just as 
tired of high prices as he himself is of 
his large expenses, and the main rea- 
son the autoists stop to buy is to save 
their money. By catering to this eco- 
nomical turn of mind the farmer can 
often build up a good business. After 
all, the main part of the saving in this 
method of marketing is due to the part 
the city man plays. The farmer who 
recognizes this and splits the differ- 
ence between wholesale and_ retail 
price is the man who is going to make 
the most money. 

There are many things besides price 
that help to make a successful stand. 
A good location is essential. There is 
no use in trying to run a roadside mar- 
ket along a lonely road where few 
autos run. A good state road where 
the autos are thick is the only satisfac- 
tory location. It also must be placed 
where an auto can stop conveniently. 
Part way up a long hill would be 
about as good a place as a mile away 
from the road. At the foot of a hill 
where the cars are speeding up to 
climb the hill would also be a poor 
spot. The top of a hill is about as sat- 
isfactory a location as possible. At 
the outside of a not too narrow curve 
where the stand can be seen and where 
the cars must run slowly is also a good 
general location. These points should 
be taken into special consideration 
when the farm itself is not situated on 
the main road and, consequently, the 
stand cannot be located at the farm. 

A good variety of products for sale 
is a great asset. One article may at- 
tract one person to stop, another arti- 
cle may attract another person. Once 
they have stopped a good salesman can 
induce patrons to buy products for 
which they never would have stopped. 


ok * ok * * * 


This last year has not been a very 
profitable one for the roadside markets 
in Massachusetts. The public has not 
been spending money as freely as for- 
merly. The habit of many farmers of 
charging all the traffic will bear has 
also had a serious influence on selling. 
But this system has too many real 
economies not to last and even to ex- 
pand in parts of the state where it has 
not yet taken root. All that is needed 
is proper care to build up a business 
on sound lines rather than attempting 
to install fancy city stores or to get 
rich the first year. 


What a man says he does “as a mat- 
ter of principle,” often is really done 
as a matter of prejudice. 


The imitators can never rise above 
the thing imitated. It is to the great 
creators of ideas that the big rewards 
gravitate. 


AUTUMN 


Ratepuw Rankin in the Phila. Public Ledger 


The vim in the air of autumn, 
The blue in the vapor dome, 
The laden hive in the orchard, 
The honey and bursting comb; 
The straining sides of the presses, 
The wine and the woodland breath, 
And some people call it autumn 
And some people call it death. 


The silver mist in the lowland, 
The bronzen hill and the glade; 
The squirrels storing their harvest— 
The time when the migrants trade, 
The star in the crimson twilight, 
The vales in their gayest clad, 
And some people call it autumn 
And some eall the autumn sad. 


The leaves that carpet the woodland, 
The great brown oaks overhead, 

The open burrs and the acorns 
The gold and blotches of red; 

And all on the fields and roadsides, 
The aster and goldenrod, 

And some people call it autumn 
And some people call it God. 
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| Buy Your Christmas Gifts Early 


20% Reduction Sale 


On Practically Everything in Our Stock 


Sale Opens Wednesday, Nov. 24—Closes Tuesday, Nov. 30 


This liberal discount is offered to encourage early Christmas buying. Take advantage of it and make a lib- 


WZ 


eral saving on your Christmas purchases. 


Diamond jewelry, gold jewelry, watches, silverware, ‘leather goods, lamps, stationery, nickel and brass, ma- 
hogany goods, umbrellas, china and glass all are included in the sale. : 


The only exceptions are Waltham and Hamilton watches, Community and Rogers plate, catalogue patterns 
of flat ware, a little hollow ware, 10% on plain diamond rings, and a few nationally advertised articles, 
which we have to sell at a stipulated price. 


BUY NOW FOR CHRISTMAS AND SAVE 20% 


DANIEL LOW & COMPANY 


Jewelers for Over Fifty Years 
SALEM, MASS. 
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Do you dislike Spats? 
Then Wear Wool 


om 


Hosiery 
, ... In neat ribbed or plain 
| ‘ ™ X styles. They are warm 
ae — enough to wear with Ox- 
SAL ge fords even when the snow 


falls. 


DON’T TAKE CHANCES WITH YOUR HEALTH 
WEAR HEAVIER UNDERWEAR 


You may feel that underwear of ordinary weight is quite 


LOWER PRICES 
ON COTTON 


“FRUIT =of- the. Loom 


e-POD EDO SD 


(L-ahedowsdtityemeoe. warm enough for you now, but when the thermometer falls 
wide, bleached Sheeting, below zero, you will appreciate garments which assure extra 
now offered at less than warmth. CARTER and MERODE Union Suits, Vests and 
halt former, selling price, Drawers, besides being comfortably warm, are firmly knitted 
24¢ yard and well fitting. They will keep their shapeliness as long as 
LOCKWOOD Diploma & they last. 
other standard weaves in 
40 in. unbleached Sheet- 
ae ae A FRILLY BIT OF LACE AT THE 
25¢ yard NECKLINE 
ELMDALE, 2+ by 2% full How fresh looking it makes the frock! With trim, tailored 
RRR ee ea ene clothes the vogue, one can hardly do without plenty of dainty 
large double bed size, now Neckwear to give an appealing feminine note. Our Neck- 
offered at wear conceits are offered in a fine variety of exclusive styles, 
$1.69 each | yet each is 'temptingly low in price. 
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Friday, Nov. 26, 1920 


ies ESSEX INSTITUTE 
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NORTH SHORE. 
Dis cr. 7b. 


and REMINDER 


Society Local Happenings Editorials 


Essex County Club, at Manchester-by-the-Sea, which is open all winter, 
as usual 
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1920 CHRISTMAS CLUB 


closes on December ! 1th. No deposits taken 


after that date. All books must be presented 
at the bank on or after December 15th, at 
which time check will be given to depositor. 


1921 CHRISTMAS CLUB 
OPENS ON DECEMBER 20TH 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


EDWARD A. LANE 


HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGINGS 
in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
55 SCHOOL STREET Tel. 247-R. MANCHESTER, MASS. 


WwW. B. CALDERWOOD 


Srecessor to DAVID FENTON CO. 
BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res, 254-R 


AXEL MAGNUSON _ ea iwennerey 
Florist and 


Landscape Gardener 


BEDDING PLANTS 
Telephone 172-R IN GREAT VA RIETIES 


Lehigh Valley Coal Sales Company 


COAL 


Samuel Knight Sons’ Co. 


32 CENTRAL ST. Tel. 202 MANCHESTER, MASS. 
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WHY-—— 
and BECAUSE 


Why is noon the traditional and 
fashsonable hour for wedding cere- 
monies ? 

Because the hour became the cus- 
tomary one in England many years 
since, for the reason that the bride- 
groom could not be relied upon to be 
sober any later in the day than twelve 
o'clock. It was naturally desirable 
that he should be responsible for his. 
promises, and unless he was in a state” 
of perfect sobriety this could not be. 
Hence the precaution of a noonday 
wedding. 


=z 


Why are sailor's trousers always. 
made wide at the bottom? 

Because, in the course of ordinary 
small boat duty, a sailor generally 
goes barefooted, and in making a land-" 
ing on a beach he grasps his trousers” 
and pulls them up to the thigh, thus” 
landing through the surf with dry 


clothing. Anotles reason is that with 
wide trousers at the bottom a sailor 


can easily kick them off in case he falls | 
overboard, or is obliged to go over-— 
board in a great hurry. 


] 

Why is a woman’s allowance called ~ 
pin money? 

Because at the beginning of the fif- 
teenth century pins were considered a 
very acceptable present by women, 
who up to that time had used wooden 
skewers. Sometimes money was given 
with or instead of pins, and was” 
called “‘pin money.’ 


Why do we say: “Mind your ps” 
and q's?” | 

Because in ancient times, behind the 
door of each alehouse there hung a 
slate, on which was written, P., which — 
stood for pint, and Q., which stood 
for quart. A number was placed op-— 
posite each customer’s name, accord- 
ing to the amount he imbibed. He was 
not expected to pay until Saturday ~ 
night, when he had to “mind his p’s 
and q’s.” 


The high price of eggs must be re- 
ducing the business of dry cleaners; 
we very seldom see a spotted waist- 
coat anymore. 
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THRIFT— 


! 

improves the quality 

i of the individual who 

| practices it, because it 

' develops system, order | 
| and foresight. 


) 


BOR SHORE BREEZE 


AND REMINDER 


Manchester, Mass., Friday, December 3, 1920 


No. 49 


|= XVIII 


Published every Friday morning by 
NORTH SHORE BREEZE CO. 
66 Summer Street Manchester, Mass. 
J. ALEX. LODGE, Editor 
Telephones: Manchester 378 and 379 
Subscription rates: $2 a year; $1 six months 
Advertising rates on application 

Entered as 2d-class matter at the Manchester, Mass., P. O. 
Tue WiLp GEEsE have been passing over, indicating 
that there has been severe weather to the north; but Massa- 
chusetts and the North Shore, particularly, will be pleased 


Tue FARMERS or Essex County have planned and 
| 


|}members of the organization. 


the present conditions. 


losses will be obviated. 


to have the weather stay where the geese have come from. 


are putting into operation a project which has already 
commanded the attention of agricultural men. A codper- 
ative storage plant is being built in Danvers for all the 
This arrangement will 
make it possible for the farmers of the county to place 


| their produce in storage under the very latest methods of 


cold storage. An expert salesman will watch the market 


| and the materials will be “let out” as the market promises 


a reasonable return. Now the farmers of any locality are 
placed in an unfair position because of the perishable 
character of their product and the variability of market 
conditions. The necessity for long hauls to market ma- 
terials is also a cause of trouble and expense. When the 
new plan is fully operating the expert sales agent can sell 
the goods as near the plant as possible and reduce the cost 
of transportation. ‘This is, in itself, no small item under 
The cooperative plan will regu- 
late the amount of produce available for the market and 
will be an economic gain to the community, for great 
So thoroughly practical does the 
plan appear and.so enterprising have the farmers of Es- 
sex county been that it has drawn the attention of editor- 
jal writers in New England. The Manchester Union, of 
Manchester, N. H., has give a column and a quarter to 


the project and has commended it to the farmers of that 


state as a plan worthy of being followed. It would not 
be surprising if the Essex county plan became a recog- 
nized method of saving wastes and economically market- 
ing produce. There need be no fear of a cornering of the 
market by the farmers. The plan will prevent that very 
thing because the cold storage facilities will be available 
to all the farmers to release at their bidding. The new 
plan will in the end make it possible for the consumer to 
obtain his required produce regularly, fresh, and at a 
minimum expense. I[¢ssex county again leads. 


THE STATE OF CALIFORNIA owes the nation a duty 
that must not be neglected. The Japanese may give annoy- 
ance to certain localities in that fair state, but California 
must beware lest the remedy prove more troublesome than 
the task of Americanizing the sturdy people who are de- 
veloping such lands as they have acquired. 


Tue Evecrion or Mr. Harpine does not sound the 
death knell of a league of nations, for one of the certainties 
of the next four years will be an arrangement of some sort 
of an association of the powers to consider international 
matters in a judicial manner with the end in view of delay- 
ing the possibilities of war between nations as long as pos- 
sible. The Wilson ieague has been rejected, but a judicial 
consideration of the international questions is one of the 
constructive problems of the future. 


_ Mr. Hoover Has Atways shown good judgment. 
His Belgium refugee work indicated his ability and power 
as an organizer. When he states that the greatest relief 
task before the people of the world to be that of caring for 
the children of the Near East, the American people are 
aaa to believe him, and to give as if they believed 
um. 


Tue United States GOVERNMENT will have to face 
the immigration question again. The conditions in Europe 
are such that the number who are planning to come to our 
shores is increasing beyond the calculations of everyone. 
here were those who thought that the war would tend to 
attract people of foreign birth away from America to the 
old homelands, because of the large opportunities presented 
by the new conditions. The expected conditions have not 
materialized, and the tide of travel will be toward America 
more than ever. Many are seeking the nation, who are un- 
fitted in body and mind for the best interests of the nation. 
The formulation of laws for the regulation of immigration 
has not always been easy, because of the many problems 
involved, The loss of life among the males in eastern Eu- 
rope 1s presenting a most serious problem because of the 
ambitions of many unmarried women to come to America. 
There are stringent rulings now which care for this prob- 
Jem in some measure, but the intelligence of the officials is 
taxed by the skillful and unscrupulous men who plan to 
evade it. The protection of America from the low vice 
diseases of Europe and Asia is assured by vigorous medical 
examination laws, and every effort should be made to in- 
crease the vigilance of the officers who must execute the 
laws. It will be more difficult to exclude the Bolshevists, 
who by training and temperament will become antagonistic 
to our form of government. The very principles of liberty 
of speech and opinions are proving difficulties to surmount. 
It is difficult to apply an “‘opinion test” when the nation 
stands so openly for freedom to worship God and for lib- 
erty of conscience in political matters. Yet every govern- 
ment has a right to protect its organization, as every man 
has the right to protect himself. The problem is a great 
one and must be studied anew. The situation demands the 
intelligence and acumen of our best minds. 


THe EQuaL SUFFRAGE QUESTION has proven an in- 
teresting one to politicians. The old order has changed and 
a new condition exists. There is a new lay. The women 
have voted in one election—that for the state and national 
officers, but the real test of the influence and power of the 
suffrage of women will be shown at the town and city elec- 
tions. A new force has entered the field. There will be a 
new interest in maintaining the housekeeping interests of 
our cities. A beginning has been made and it does not take 
a prophet to see that the campaign by politicians for recog- 
nition by the women will end in a greater interest in city 
problems. j 


Every Man NEeEps a moral gyroscope to keep him 
steadfast upon his career. The old type gyroscope was a 
failure when placed upon an iron ship or even a wooden 
ship with metal parts. The gyroscopic compass freed the 
mariner of his difficulties and gave him a compass that 
would seek the magnetic north unerringly. Within a man 
are faculties that can direct, but they need to be made effi- 
cient and independent of the varying allurements and at- 
tractions of life. It is a wise man that can keep himself 
throughly equipped and free of the diverting influences of 
the world. 


4 NORTH SHOREOB RE BZ Et andeerrnede 


Tue UNITED States government has a very difficult 
problem before it, in providing permanent employment for 
the men who have been injured in the war. It is an obliga- 
tion which must be met honorably and speedily. 


PonzI, THE SO-CALLED FINANCIAL “Wi1zarp” has 
come to grief. So patent were his transgressions, that he 
pleaded guilty of his crime, and threw himself upon the 
mercy of the court, which was administered with but little 
delay. He was sentenced to five years’ imprisonment. So 
passed the glory of the world. Ponzi laid a plan that gulli- 
ble people seized and in the end it ruined him. The very 
audaciousness of the scheme should have and probably did 
deter conservative investors; for the promises passed the 
ability of the most expert financiers. The success of his 
plan indicates the great need of information concerning the 
laws of gain and the choice of investments for the earn- 
ings of the people. The Liberty bond campaigns were suc- 
cessful in stimulating thrift and in presenting a safe secur- 
ity for the investment of funds. Yet such instruction as 
was given was concentrated upon the plan of selling Lib- 
erty bonds. The ideal and purpose were above reproach 
and the patriotic requirements of the time demanded the 
loyal support of everyone in placing their savings in the 
government issues. There are many other ways of making 
investments that are also safe,—the cooperative banks, the 
savings banks, the interest departments of trust companies 
and national banks. There are safe stocks which pay 
higher rates of interest than any bank can pay. Yet how 
few people understand the varied safe opportunities which 
are presented! The Ponzi scheme was deliberately planned 
and successfully floated because of the gambling instinct of 
the public and the ignorance of many, of the safe and sound 
principles of investment. Ponzi and his scheme are but 
passing incidents in the life of the world. Wild-cat schemes 
are constantly operated and victims are enmeshed. The 
only course open for all savers is to invest conservatively 
and to bear in mind that the safety of the principle dimin- 
ishes in proportion to the increased interest paid in the in- 
vestment. The greater the gain the more unsafe the prin- 
ciple is in the very nature of things. 


THE AMERICANIZATION programs of the state are be- 
ing carried on quite effectively, but an English reading stu- 
dent does not necessarily imply that the man has been 
Americanized. 


PLYMOUTH OF THE OLp Wor tp has sent greetings to 
Plymouth in Massachusetts to commemorate the tercen- 
tenary of the landing of the Pilgrims. It is a good sign 
when the English city takes such pride and pleasure in pre- 
senting congratulations to the American city. It indi- 
cates a spirit of good will and kindly feeling that augurs 
well for the future. The greetings to America read: “Our 
records show that on this sixth day of September, 1620, 
during the Mayority of Thomas Townes, after being kind- 
ly entertained and courteously used by divers friends there 
dwelling, the Pilgrim Fathers sailed from Plymouth in the 
Mayflower, in the Providence of God, to settle in the New 
Plymouth and to lay the foundations of the New England 
states. . With great satisfaction we recall that dur- 
ing the war Plymouth was an American naval base of con- 
siderable importance. Last year we had the honor of wel- 
coming at the historic Barbican your seaplane, the N-C 4, 
on the completion of the first transatlantic flight. We re- 
joice to have this opportunity of giving expression to the 
feelings of friendship and good will which have for so long 
bound together our two countries, and to express the con- 
fident hope that our historical associations will ever be 
cherished to the great advantage of both nations.” So the 
old city sends greetings to the new, and the spirit of good 
friendship is as gratifying to the people of the new land as 
it is cordial and sincere from the people of old Plymouth. 


Dee. 3, 1920 


Tue Movine Picture business is proving in many 
places a great menace to the youths of the land. It ought 
to be possible to save what is good in this great educational 
and recreational power by eliminating the evils. 


One Wuo Lives in the eastern states accepts the 
title, the New England states, as a matter of course. The 
very familiarity which obtains with the names of a district 
blinds one to the old associations which the modern gener- 
ations have known but little. It is New England in more 
senses than one, for the very names of the towns of the 
New England states are the names of corresponding towns 
in the old land. Every New England state has many towns 
that bear the names of cities or towns in old England. Es- 
sex county is no exception. In fact, the neighboring dis- 
trict is a marked example of the transfer of old English 
names to New England villages. From Andover to Row- 
ley and from Rowley to Lynn and Lynn to Gloucester there 
are old names in the new land. Amesbury and Salisbury 
are old English town names. Among the others are Haver- 
hill, Newbury, Ipswich, Essex, Manchester, Beverly and 
Salem. Lawrence, too, is the name of a city in the 
old country overseas. In fact a New England student of 
the old English names will be impressed at once by the 
many names and detect the influences at work. Worcester, 
in Massachusetts, is in the center of the state and the old 
English town is similarly placed in the old land. Leicester, 
in Massachusetts, is in the same direction and distance, rel- 
ative to Worcester, as the English Leicester is to the Eng- 
lish Worcester. So the Bostonian who prides himself in 
the adopted name of the St. Botolph’s town in England 
awakens to discover that he must share with many. other 
towns and cities the distinction of having a sister city or 
town in the mother country. Who cannot detect in New- 
port, Halifax, Hartford, York and New York, Bedford 
and New Bedford and Hampton and New Hampton the - 
influence of [English immigration. Hampton means the 
“home town” or the “new home town,” as the case may be. 
What associations Hampton must have to the descendants 
of that “home” town? The influence of English minds 
and peoples will leave an ineradicable evidence in the names 
of “New” England towns. 


THE City or BEvERLyY is having a political contest of 
unusual interest. The increased taxes because of the ex- 
penditures of the city have created ‘‘some” interest. There 
will be a change. 


THe DuLiNess of the labor market, in view of the 
great need of production, compels thought. It would ap-_ 
pear as though there was an organized effort all over the 
land to compel a sharp and effective reduction in the prices 
paid for wages. The wage earners who enjoyed the in- 
flated salaries of the war period are destined to suffer dur- 
ing the so-called “transition period.” When the struggle 
is over and wages reach a normal level the relative value 
of goods to be purchased and wages paid will be to the ad- 
vantage of the wage earner. Meanwhile everyone must 
pass through the crisis as well as possible. 


THERE ARE but a few short weeks to Christmas and 
still time for everyone to plan to make a generous contribu- 
tion as a true Christmas gift to a worthy philanthropic 
cause. 


Tue Hamitton Younc Man who would not accept 
a million dollars because he had not earned it would be 
surprised if some one suggested that he has no right to ac-_ 
cept an education in Harvard college because the educa- 
tional inheritance and opportunities have been made pos- 
sible by the invested funds which have been accumulated by 
thrifty people arid left to the institution. How would it 
do to place all that unaccepted million in trust to Harvard 
university ? 


Dec. 3, 1920 


Every day brings March 4 one day 
nearer. 


—o— 


A professor claims that Boston makes 
too much of the “boisterous and 
rough Santa Claus” and too little 
of the “peace on earth and good 
will to men” spirit of Christmas. 

Mebbe so, mebbe so, but we'll 

wager that the children prefer a 

lively Santa of the 20th century 

variety than one of any other 
stamp. 


In making gifts aggregating almost 
half a billion dollars John D. has 
had the active, although perhaps 
unwilling support of the public. 


~. 


that school 
teachers affiliate themselves with 
the A. F. of L. The incorrigible 
small boy will hail this with de- 
light as teachers would then work 
a certain specified number of 
hours and “‘staying after school” 
would be contrary to labor prin- 
ciples. 


Ta 
It has been proposed 
| 

| 


pees 
The coal crisis has passed, we are 
told. How soon will it be before 
another crisis will develop? 


—o— 


Massachusetts department of 
public and private health reported 
Saturday that there is ample sup- 
ply of food materials in cold stor- 
age. The department has not tak- 
en into account any secret stores 
which thrifty housewives may 
have. 


| The 


hie 
American Legion is raising its 
voice in an appeal to the people in 
behalf of wounded and disabled 
veterans of the World war. Gov- 
ernment red tape hopelessly en- 
tangles legislative activities for 
the benefit of disabled veterans. 
The Legion demands action and 
not talk. 


The 


Tee 

New motorists in Massachusetts who 
desire licenses to operate motor 
vehicles must pass a rigid exam- 
ination as to qualifications and 
demonstrate their ability to han- 
dle an automobile. This is a sim- 
ilar ruling to a law which New 
Hampshire has had for some 
time and which has given very 
good results. 

eithe 5 

Listen, girls. There is said to be a 
profusion of mistletoe this year, 
it being in evidence in profusion. 
- This fact will be hailed with de- 
light by all who contemplate its 
use in holiday decorations. 


If every person in the country quali- 
fied to vote were to vote, there 
would be 27,000,000 women vot- 
ers and 26,700,00 men _ voters. 
Landslides of future years bid 
fair to quite eclipse those of past 
times. 


Saipit 

The American eagle has resumed its 
place as the national bird for 364 
days. 


mens 

“Two lumps for your coffee if you 
like, but it would be better not to 
put more than one in the fur- 
nace,” observes the /ndianapolis 
News. 

As the Christmas season approaches, 
remember to purchase a_ liberal 
quantity of the seals to assist in 
stamping out the “great white 
plague.” 


oe 

In the olden days a “dry cellar’ was 

a good recommendation for any 
house. 


—o— 


Last year the Harvard football team 
journeyed to the Pacific coast 
and captured a victory. Dart- 
mouth triumphed over Washing- 
ton last Saturday, again giving 
the east supremacy .over the west. 
Apparently the eastern athletes 
“have something on” their wes- 
tern cowboy brothers. 


e cieihe 
campaign for national woman 
suffrage cost some $675,000 dur- 


The 


ing the past seven years. Will 
anyone question whether the 
money was well spent? 
Sine 
Cheaper gasolene in prospect? ‘Go 


away and let me sleep, I’ve never 
had a dream so sweet.” 


° 
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QUAKER QUIPS 


‘*Never say die’’ 
for the undertaker. 

Marry in haste and repent at lei- 
sure, if you have time. 

Every man may have his price, 
but mighty few of us are worth it. 

A shipment of contraband booze 
might be camouflaged in spirit 
wrappings. 

If money talks, and time is mon- 
ey, of course we have to pay over- 
time for an encore. 

The man who bites off more than 
he can chew would go to the extent 
of committing bigamy. 

Just because a man looks down 
on his neighbors don’t jump to the 
conclusion that he is a high flyer. 

From politics we learn the lesson 
that it is almost as easy to blacken 
a man’s character as to whitewash 
ate 

Sillicus—‘‘ What do 
stand by the age of 
Cynicus—‘‘There isn’t any such 
thing. I know a man over 80 who 
took unto himself his fourth wife 
the other day.’’ 


is a poor motto 


you under- 
discretion??? 
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The flying machine racing at Long 
Island developed new speed rec- 
ords. More important than this, 
however, is the fact that the con- 
test was not marred by accidents 
or fatalities. Americans are 
making progress in the conquest 
of the air. 

—o— 

Add Products of California’s Sunny 
Climate: Six-year-old Boy Ora- 
tor. Said to be a marvel at lec- 
turing. A future long-winded 
Senator in the making? 


—oQ—. 


Associated Press sets the 1920 
football death toll at 12 victims, 
six more than the previous year. 
Not a fatality occurred in the big 
universities of the country where 


the sport is supposed to be ‘‘safe 
and sane.” 


The 


oe 

Candy and tobacco are being con- 
sumed in hitherto unheard-of 
quantities and the national bill 
for sweets and smokes will reach 
a new figure this year. 

= 

It is said that “carrying on a business 
without advertising is like wink- 
ing in the dark, you know it, but 
nobody else does.” 


. . ore a 

Apropos of the coal shortage: Most of 

the troubles we have are over 
things we can’t have. 


eae 

The 1921 design for auto registration 

plates in New York will make 

use of a background of dark blue, 

numerals and letters being white. 

This is similar to the design of 

the Massachusetts plates for next 

year. 

==} 

Since the Volstead act has been in op- 

eration many a wife has been 

forced to dig up some other rea- 

son for the shortcomings of her 
“better half.” 


—o— 


Imma Goldman’s desire to “come 
back” should be a lesson to any 
of her sympathizers now in this 
country. 


This winter seems to be starting right 
where last winter left off. 


—oQ— 


More controversy about the legality 
of the Pickford-Moore divorce. 
Why don’t they all go over into 
Utah, where a marriage more or 
less is all in a day’s work. 

Lie 

Another case where authorities dis- 
agree: “There is an increasing 
crime wave in the state.” “Crime 
is diminishing to a considerable 
extent.” 

save 

The king of Italy tells the tax man his 
fortune is 92,000,000 lire. Subtle 
word; lire, when you're talking 
to the assessor, 
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WHERE THE CROPS HAVE FAILED 


Peoples of the Far East Facing Famine — Appeal for Funds 
As Christmas Gift to the Women’s Colleges of the Orient 


T this season, when the gathering 

in of the harvest is being celebrated 
throughout our broad land, and when 
farmers are congratulating themselves 
on bumper crops, the hearts of farm- 
ers’ wives everywhere must especially 
go out to China, where the crops have 
utterly failed, with the result that the 
famine at the present moment 1s prob- 
ably the worst that has been known 
since the opening of the country to 
foreign trade. Half of the province 
north of Hankow and large parts of 
the four neighboring provinces . of 
northeast China are affected; which 
means that twenty million people are 
in dire want. af 

From a missionary friend now in 
Hankow for the purpose of organiz- 
ing family relief, comes the word that 
people are leaving their homes in 
thousands, while those who cannot 
leave are remaining to die. Many 
people able to take long journeys in 
search of food have used poison free- 
ly on the old, the young, and the less 
vigorous members of their family. 

“In order to raise necessary travel- 
ing expences,” this writer adds, 
“children are disposed of for almost 
nothing, and if they cannot be sold or 
given away, they are tied to the trees 
to keep them from following their 
parents, who are unable to take them 
along.” The price of a girl fourteen 
years of age is now from three to five 
dollars ! 

Because it is so difficult to feed 
farm stock, cows are nearly as cheap 
as girls. A cow can be bought for 
$7.50, a donkey for four dollars, and 
a fairly good horse for ten to twenty 
dollars. A whole farm, indeed, with 
houses and a few acres of land, can be 
had for about fifteen dollars. 

Drought is the explanation of these 
appalling conditions, yet in places 
where there has been no drought, 
where good crops might have been 
raised and the lack of food elsewhere 
supplied, the fields have been convert- 
ed to the cultivation of pernicious opt- 
um poppy. To add to the terrible 
state of affairs in China, armed robber 
bands, made up largely of dismissed 
or deserted soldiers, are roaming 
through the land, stripping refugees 
right and left of the little they can 
carry away, knowing very well that in 
the present state of military unrest 
and political uncertainty such ma- 
rauding will escape punishment. 

‘All this seems a long way from 
comfortable and prosperous America, 
but the women who are working on 
the task of raising a million dollars by 


Christmas to benefit the girls’ colleges 
in the Orient, —including Ginling 
college in China, — point out that 
China wants to be a republic, and that 
it is only as we help to educate the 
women in China that the recurrence 
of such appalling economic conditions 
as these can be averted. These Amer- 
ican women are working for the fu- 
ture of China and not for today only. 
They argue that since some of China’s 
women, in ignorance, have in the past 
dominated the country, China’s wom- 
en, educated, must work unbelievable 
changes for good. When three hun- 
dred million people are changing from 
an autocracy to a democracy, Chris- 
tian education has an unprecedented 
opportunity. 

Already Ginling college has achieved 
a notable place for itself in the respect 
of the Chinese people, forward-look- 
ing parents being extremely anxious 
to secure its privileges for their 
daughters. Young men betrothed to 
uneducated girls often wish to place 
their fiancées in the care of the col- 
lege, and three young married women 
are in residence at the present time, 
with the cordial consent of their hus- 
bands. 

Anyone interested in knowing more 
about Ginling, which ministers in 
China to a territory as large as the 
states of Illinois, Iowa, Kansas and 
Missouri, with enough left over for 
Maryland, a territory having a popu- 
lation of seven million more people 
than in the whole United States, or 
desiring information about the inter- 
national Christmas gift of a million, 
which the women of the United States 
pian to make to the women’s colleges 
of the Orient, should send for litera- 
ture to Mrs. Henry W. Peabody, 
Room 702, Ford building, Boston. 
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WO minutes past the hour and she 
had not arrived. 


“Just like her!” Percy Maguire 
muttered: to himself as he glanced 


from the clock to the continuous pro- 
cession of people passing before him 
in both directions in the waiting room 
of the South Station. 

Three minutes later she arrived, out 
of breath. “Sorry I’m late, as usual,” 
she smiled. “I was finishing up some 
work at the office, and—oh, what time 
does the game begin?” 

“Two, sharp. Why?” Percy had a 
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Copies can there be obtained, too, of 
the Christmas pageant, to be acted in 
homes and churches all over the coun- 
try between now and Christmas “to 
light the Christmas candles for the 
college girls of the Orient” and to 
gather in gifts of ten dollars each as 
a means of swelling the desired mil- 
lion. The national treasurer of this 
fund is Russell Carter, to whom 
checks may be sent at 156 Fifth ave., 
New York city. 

The movement is already going on 
with such momentum that there is 
good prospect that the million, which 
will mean so much for the uplift of 
women in the Orient, can be cabled, 
timed to arrive Christmas morning, in 
a code word, saying, “Merry Christ- 
mas! The goal is won!” 


A CuristMas PAGEANT 

A Christmas \ pageant, “Lighting 
the Christmas Candles,” will be pre- 
sented at Jordan Hall, Huntington 
ave., Boston, Sat., Dec. 4 (tomor- 
row), at 3 o’clock. Christmas music 
will be rendered by John Herman 
Loud, organist, and community sing- 
ing will be directed by Prof. Augus- 
tine Smith. No admission fee will be 
charged. 

This little play is produced in the 
interest of the nation-wide Christmas — 
gift to the medical schools and colleges 
for the women of the Orient —the 
colleges at Tokyo, Nanking, Peking, 
Lucknow and Madras, and the medi- 
cal schools at Vellore, India, and Pe- 
king, China. These institutions were 
established by the American boards of 
foreign missions and this “drive” to 
raise a million dollar Christmas gift in 
$10 shares from 100,000 people was 
given its inception in Boston. The 
movement has spread throughout the 
country and from Maine to Califor- 
nia and Oregon to Florida, the mis- 
sion workers are actively at work to 
secure the $10-gifts for this worthy 
cause. 


WINNER LOSES 


By Fiorence E. Wuittier 


habit of answering and asking ques- 
tions all in one breath. That was part 
of the education he had acquired at 
Harvard. 

“Well, you see, I was finishing up 
some letters, and all of a sudden | 
looked at my watch. So I hurried 
right down. But, honestly, I’ve got 
to get those letters out. Will you — 
you don’t mind coming up to the office 
and waiting for me, do you?” 

Betty did not wait for his acqui- 
escence, but took him by the arm and 

(Continued on page 21) 
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DESIRABLE SHORE and INLAND PROPERTIES 


FOR SALE 


BEVERLY 


WENHAM 


BrancH Orrice, MANCHESTER, 


SOGIEAY.NOTES 


EORGE R. Waite and his sister, Mrs. F. T. Bradbury, are 

among the last of the Manchester colony to close their 
houses and return to town. “Lilliothea,” which is among 
the most beautiful places in the Smith’s Point section, has 
heen open since early spring and, as usual, is about the last 
to be closed. Mr. White and Mrs. Bradbury are at their 
| Commonwealth ave. residence for the winter. 
; Oo 2 O 
Rev. H. Boyd Edwards and his bride, who was Miss 
| Margaret White, of Milton, are spending their honeymoon 
at Manchester, occupying the small cottage on the George 
| Wigglesworth estate at Old Neck. Mr. Edwards was 
chaplain of the 101st Regiment, in France. He is pastor of 
St. Michael’s Episcopal church in Milton. 

OR 


Dr. Hobart E. Warren and family have left Beverly 

Farms and are at Palm Beach for the winter, as usual. 
ORO 

Mr. and Mrs. Joseph Leiter, of Washington, D. C., 
and “Edgewater,” Beverly Farms, entertained at a dinner 
party on Wednesday evening at their Washington residence 
in honor of the British Ambassador and Lady Geddes. 
More than forty guests made up the dinner company, in- 
cluding Lieut.-Col. A. F. A. N. Thorne, assistant military 
attaché of the British embassy, and Mrs. Thorne, who are 
staying with Mr. and Mrs. Leiter. Following dinner, sev- 
enty-five or eighty additional guests, mostly from the 
younger set, augmented the company, for a small dance. 
Mr. and Mrs. Leiter are now well established for the win- 
ter in their Du Pont Circle residence, built by the parents 
of the former, which, under the late Mrs. Levi Leiter, was 
one of the notable social centres of the capital. Earher on 
Wednesday the British Ambassador and Lady Geddes were 
guests of the Counsellor of the Italian embassy and Mme. 
Brambilla, who are giving a series of breakfast parties at 
their home in Georgetown. 


PRIDE’S CROSSING 
WEST MANCHESTER MANCHESTER MAGNOLIA 
and 


HAMILTON 


T. Dennie Boardman, Reginald and R. deB. Boardman 


56 Ames Bldg., BOSTON 
A. G. T. Smitru, Local Representative, 


BEVERLY FARMS 


IPSWICH 


Tel. Manchester 144-W. 


SOG LAVOE 


AX ENGAGEMENT of great interest to Boston and the 

North Shore, which was announced Wednesday in New 
York, is that of Miss Muriel Winthrop to Richard deBlois 
Boardman. Miss Winthrop is the only daughter of Mr. and 
Mrs. Egerton L. Winthrop (Emeline D. Heckscher), of 109 
East Ninety-First st., New York. The wedding is to take 
place in January. 

Miss Winthrop, who was presented several seasons 
ago, is a grand-daughter of the late Egerton L. Winthrop, 
who was identified for many years with the social life in 
Newport during the season and that of New York city. On 
her mother’s side she is a granddaughter of the late Mr. 
and Mrs. John G. Heckscher and a niece of Mrs. George 
B. McClellan. Miss Winthrop has usually spent her sum- 
mers in Newport, after which she has gone with her par- 
ents to their place in Westbury, L. I., for the autumn sea- 
son. 

Mr. Boardman is the son of Mrs. Edwin A. Board- 
man (Harriette De Blois), of Boston, who has a summer 
home, “Wayside,” on Harbor st., at West Manchester. 
Mr. Boardman, who was graduated from Harvard with 
the class of 1900, was in his country’s service in the World 
war. He is a member of the Somerset club and the Tennis 
and Racquet club, in Boston; the Myopia Hunt club, at 
Hamilton; Eastern Yacht club, at Marblehead Neck; The 
Country club, in Brookline, and his New York clubs are 
The Brook, the Racquet and Tennis, and the Harvard. In 
his business interests, he is of the real estate firm of T. 
Dennie Boardman, Reginald and R. deB. Boardman. 

O29 : 

Amory Eliot, who underwent an operation, at Phil- 
lips House, Massachusetts General hospital, several weeks 
ago, arrived at his home at Old Neck, Manchester, the 
night before Thanksgiving. He is rapidly recovering from 
his illness and is able to be out and about, though he has 
not yet taken up business. 


NortH SwHoreE HorricuLtTuRaAL Soc. 


evening was provided at a_ similar 


STARTLING PrRIcE Cuts ANNOUNCED 
BY Fretp & KENNEDY 


| The regular meeting of the society 
_will be held this (Friday) evening in 
the society’s hall at Manchester. 

On Wednesday evening, Dec. 15, a 
“smoker,” suppe1 and entertainment 
for the men will be held. This was 
set tentatively for this evening, but 
for several reasons the date had to be 
changed to the middle of the month. 
A small fee (50c) will be charged There will be speaking and singing, 
members on this occasion and it is ‘ard a general good time is anticipated. 
hoped a large number will be out. A aa oe 
cock-stew will probably be the princi- Even modest men hesitate to hide 
pal item of the supper. Members and their past if it’s going to get them 
friends will recall what an enjoyable anything in the present. 


meeting last winter. 

Among the guests on this occasion 
will be Director Smith, of the Essex 
County Agricultural school, officers of 
the agricultural division of the United 
Shoe Machinery Co., and a delegation 
from the out-of-town members, 1in- 
cluding Mr. Farquhar, Mr. Craig and 
others. 


What is described as the most dras- 
tic price cut ever known in the cloth- 
ing business, is announced by Field & 
Kennedy, the well-known Beverly 
clothiers. The cut is effective at once 
and includes overcoats and suits, hats, 
furnishings and boys’ clothes. 

Suits that formerly sold for $40 
and $35 are to be sold at $24.50; $65, 
$60 and $55 suits are marked down to 
$37.50, and the $85, $75 and $70 suits 
are marked $49.50. The same reduc- 
tions are noted in overcoats, and other 
goods, 
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SHELDON’S 
MARKET 


Best Grade of 
BEEF, LAMB 
POULTRY, PORK 
Vegetables, Fruit 
At Boston Market Prices 


24 Central Street 


Manchester 
Est. 1845 Tel. 67 


(Sar 
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T is pleasing to note the success of three Manchester-built 

Class R boats in the Great Lakes section the past sun+ 
mer. These boats were built at W. B. Calderwood’s boat 
yard—one in 1916 and two in 1917. “Rainbow,” built by 
Mr. Calderwood in 1916, from plans by J. G. Alden, cap- 
tured the Lipton Cup at Chicago the past season. “Sari,” 
built in 1917, for Samuel Dauchy, won the championship 
of Lake Michigan, at Chicago, also the past season. On 
Lake Erie, the “Yank,” owned by Emil G. Schmidt, won 
the Cleveland-Erie long-distance race and the Toledo Y. C. 
long-distance race this year, and was first in the I. L. Y. A. 
meet at Erie. She finished second in the Lipton Cup series 
at Cleveland, and won the annual sweepstakes of the De- 
troit Y. C., Sept. 6. All these boats were designed by John 
G. Alden and are of the popular R class, which promises 
to be the leading class in North Shore waters next season. 


O20 

Mrs. John Hays Hammond and her sister, Mrs. Geo. 
Hoyle, who have been staying at The Homestead at the 
Hot Springs of Virginia, left there on Wednesday and re- 
turned to Washington. While at the Springs, Mrs. Ham- 
mond was hostess for several social events. Mr. and Mrs. 
Washington B. Thomas, of Boston, are also en route home, 
after a visit at the Hot Springs. 


% VY 
Mrs. John A. Burnham and family have just closed 
their country residence, “Overlook,” on Lord’s hill, over- 
looking Wenham lake, and returned yesterday to their town 
residence, 57 Commonwealth ave., Boston. 
In life’s small things be resolute and great, 
To keep thy musce trained, knowest thou when fate 
Thy measure takes, or when she’ll say to thee 
I find thee worthy; do this deed for me. 
—James Russell Lowell. 


Ve 
LARCOM THEATRE, BEVERLY 


High Class Pictures — Grand Pipe Organ 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
Saturday Evenings 5.45 to 10.30 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


Card Tables 
Folding Chairs 
Gold Chairs 


Dee. 3, 1920 


CHRISTMAS GIFTS THAT LAST 


Choose your gift now, while our stock is complete. 
We will hold your selection until Christmas on payment 
of a small deposit. 

SUGGESTIONS FOR MEN 

Shaving Sets Military Sets 


Cuff Buttons Scarf Pins 
Waldemar Chains Tie Clasps 
Knives Eversharp Pencils 
Waterman Pens Watch Fobs 


Cigarette Cases Match Boxes 
Cigar and Cigarette Holders 


GIFTS FROM $1.00 UP 


F. S. Thompson, Jeweler 


THE HALLMARK STORE 
164 MAIN STREET 


GLOUCESTER 


Lucius J. Knowles, of Worcester, well-known along 
the North Shore, died last Friday in London, Eng., from 
an attack of influenza. Mr. Knowles and Major Rufus S. 
Frost, also of Worcester, went to Europe on a business trip 
Nov. 2, and had visited France and Belgium, and were on 
their way home, when Mr. Knowles was stricken with in- 
fluenza in London. He was to have sailed Saturday. 

Mr. Knowles was married, April 6, 1904, in Pitts- 
burgh, to Miss Sarah McGinley, eldest daughter of Mr. 
and Mrs. John R. McGinley, of Manchester, who now 
make their winter home in New York. Besides Mrs. 
Knowles, there are two children, L. J. Knowles, Jr., and 
Sarah Montgomery Knowles, who survive. 

Born on April 6, 1879, Mr. Knowles had always made 
his home in Worcester. His father, the late Francis Bangs 
Knowles, of old New England ancestry, was one of Wor- 
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cester’s best-known citizens, and one of the founders of the 


Knowles Loom Works, later combined with the Crompton 
interests, as the Crompton & Knowles Works, of which 
the deceased was president. 


Mr. Knowles’ hobby was dogs, and from 1900 to 1905 
he had the Selwonk Kennels in Magnolia, where he raised 
all kinds of terriers, winning over 700 prizes at the dog 
shows all over the United States and Canada. 


THE STATIONERY SHOP 


Our assortment of stationery in Christmas 
boxes is unsurpassed. We have a large and 
varied line of calendars for Christmas, and 
cards for the 25th and January Ist. 


Our engraving dept. is at your service 


CENTRAL PAPER CO. 
SALEM 


THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 
KODAK DEVELOPING AND PRINTING 


156 Cabot St. Beverly, Mass. 


Tel. Conn. 


290 Essex St. 


W. J2 CREED Gaterer 


Weddings 
Teas and 
Dances 


Private Waiting 


BOSTON: Mass. Chambers 


TELEPHONES: 
Back Bay 3040, Beverly 765 


East Corning St., BEVERLY COVE 


. 


: 
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J. M. Meredith E. W. Grew 


Henry Whitmore Norton Wigglesworth Z 


MEREDITH & GREW 


40 Central Street 


BOSTON (9), MASS. 


Telephones: Main 6772-3-4 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


NORTH SHORE PROPERTIES a Specialty 


NORTON WIGGLESWORTH 


ee  — 


SOCIETY NOTES 


ONCERNING “Dr. Martin,” the chestnut gelding owned 
by Herbert Hughes, of Wenham and Grosse Pointe 
Farms, Mich., the Detroit News has this to say: 

“Dr. Martin, Herbert Hughes’ chestnut gelding, cap- 
tured the Grosse Pointe Hunt Point-to-Point Challenge 
Cup race at the Bloomfield Hills Open Hunt, held at Oak- 
dale Farm in Bloomfield Township. Dr. Martin was given 
a masterful ride by Gordon Prince, one of the best amateur 
riders in the country, a leading member of the Myopia 
Hunts, and who came here from Pride’s Crossing, Mass., 
to handle Mr. Hughes’ hunter in this event, the feature 
race of the Bloomfield Open Hunt. Mr. Prince gave prob- 


_ ably the best exhibition of horsemanship ever seen at either 


the Grosse Pointe or the Bloomfield Hills events. 


“In the first half-mile of the three and one-half miles 
race, Kipling, owned by Walter J. Judd, and ridden by the 
owner, was in the lead, with Dr. Martin second and Mex- 
O, owned by E. S. Nichols and ridden by the owner, third. 
Before the mile was finished Dr. Martin had the lead and 
kept it the rest of the way, winning in a canter, five seconds 
ahead of Mex-O. Kipling finished third. The time was 
seven minutes and 40 seconds, remarkable time, consider- 
ing that all the entries carried amateur riders. The victory 
carried with it a challenge cup presented by Arthur A. 
Fowler, of the Essex Fox Hounds. The trophy will re- 
main in Mr. Hughes’ possession for one year. To secure 
permanent ownership he must win it two more times, not 
necessarily with the same horse. 

“Dr. Martin, winner of the feature race of the Bloom- 
field Hunt, was trained by Henry Dempsey, who predicted 
a great future for Man o’ War before Samuel Riddle 
bought him for $5000 at auction. Dempsey came from So. 
Hamilton, Mass., to see Dr. Martin race. Besides train- 
ing horses, Dempsey trains racing whippets and Old Eng- 
lish sheepdogs. He is versatile.” 

O20 

The outstanding figure in the senatorial drama about 
to be enacted in Indiana, says a despatch from Indianapo- 
lis, is Albert J. Beveridge —of Beverly Farms — former 
United States senator for 12 years and later a prominent 
member of the Progressive party. “As things stand now 
the only threat to Senator New’s renomination and re-elec- 
tion is the Beveridge element. Mr. Beveridge has had his 
eye on the senatorship. Last spring it was practically a 
toss-up among the Beveridge crowd whether Mr. Beveridge 
would oppose Senator Watson for renomination. He final- 
ly decided not to and issued a statement that brought great 
cheer to the Watson crowd and the Republican leaders. 
Everything then went along peaceably until the Chicago 
convention. The Beveridge followers openly criticised the 
way Mr. Beveridge had been treated at the convntion. They 
said he had been slighted visibly by the party managers. It 


BUSINESS PROPERTIES 


MANCHESTER, MASS. 


appeared for a time that certain elements that had always 
stood staunchly by Beveridge would remain lukewarm in 
the campaign. However, a change was soon noticed and 
valuable service was given in the campaign by Beveridge 
and by the elements that have always supported him. There 
have been persistent rumors that the friends of Beveridge 
had assurance soon after the convention that he would be 
taken care of and one report has it that certain friends fo 
Watson let it be known that they would support Beveridge 
for the senatorship to succeed New.” 

Fie upon thee, November! thou dost ape 

The ars of thy young sisters ;—thou hast stolen 

The witching smile of May to grace thy lip, 

And April’s rare capricious loveliness 

Thowrt trying to put on! 

—Juxia C. R. Door. 
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Potted Plants 
and Cut Flowers 


6 


* 


Plant Now for Next Season’s 
Blooming 


g 
! 
| 
! 
___I have fifty varieties of peonie: 
PEONIES to offer at this Te ae : 
cheap, but good; some extra good, but expensive. 
! 
: 
! 
' 
! 
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Also Delphinium, Foxglove, Campanula, Iris, 
Phlox, Heuchera, Hupin, Pyrethum, Enemone and 
several others—all good, strong plants that will 
flower the coming season. 


At all times our ideas and experience are at your 


service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


Call or telephone; we are always pleased to be of 
assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 
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EOCAL SEG ries 


Friday, Dec. 3, 1920 


MANCHESTER 


George L. Haskell, Vine st., under- 
went an operation at the Beverly hos- 
pital last Friday. 

Abbott Foster is in New York city 
this week on a business trip, in con- 
nection with his vocation as an ac- 
countant. 

Frank P. Knight left late last week 
for a visit to Arizona, to the Iron 
Cap Copper Co. mines, of which he is 
the head. He will be away several 
weeks. 

December 1-marked the 11th anni- 
versary of the inception of the city 
carrier service of the local postoffice. 
During the 11 years there has been 
very little change in the carrier force 
as the original appointments consisted 
of the same regular force that is now 
employed. 

Alex Sjolund arrived home the lat- 
ter part of last week from a brief 
business trip to England. Mr. Sjo- 
lund went in the interests of his mod- 
el dock yard business and he brought 
back with him many new models and 
other appliances to be used in connec- 
tion with his work. 

The friends of Cheever Hersey, 
who now lives in Gloucester, will be 
interested to learn that he has won the 
golf championship of Cape Ann and 
has been awarded a beautiful silver 
cup as a memento of his skill. The 
tournament was among the local busi- 
ness men and others of the year-round 
colony at Gloucester. 

Friends of Rev. Albert G. Warner 
and family, who lived in Manchester 
for several years, while Mr. Warner 
was pastor of the Baptist church, and 
more recently in Lowell, will be inter- 
ested to learn that they are now set- 
tled in Fitchburg, where after months 
of waiting they have been able to ob- 
tain a home at 94 Myrtle ave. Mr. 
Warner is pastor of one of the large 
Baptist churches in Fitchburg. 


MANCHESTER WoMAN’S CLUB 

At the regular meeting of the Man- 
chester Woman’s club, on Tuesday, 
Dec. 7, Miss Mary M. Riddle, of the 
Newton hospital, and a member of the 
Massachusetts State Nurses’ associa- 
tion, will speak on “The Life and 
Work of Florence Nightingale, To- 
gether With Some Present-Day Nurs- 
ing Problems.’”” A food sale, with 
Mrs. Blanche B. Floyd as chairman, is 
to be held at this meeting. Mrs. Edith 
Roberts will be the hostess of the 
afternoon. 


Moving Pictures 


Horticultural Hall Manchester 
A. N. SANBORN, Mgr. 


SATURDAY—DEC, 4 
Gne Evening Show Only 
Starting at 7.30 
Tom Mix in 
‘“‘THE TERROR’’ 
Enid Bennett in 
‘‘HATRPINS’’ 

- TUESDAY—DEC. 7 
One Evening Show Only 
Starting at 7.30 
CLASS OF 1921 
STORY HIGH SCHOOL 
BENEFIT 
D. W. Griffith’s 

Big Spectacular Production 
“THE FALL OF BABYLON’’ 
— also — 

‘*Bride 13,’’ Fox News and 

Ford Weekly 
COMING SOON: 

Olive Thomas in ‘‘Everybody’s 
Sweetheart,’’ Romaine Fielding in 
‘“*Woman’s Man,’’ Earl Williams in 
‘*Capt. Swift,’’ a Charles Miller 
production—‘‘The Law of the Yu- 
kon.’’ ° 


For Good 
LAUNDRY WORK 


call 


Manchester Laundry 


Office: BINGHAM BLOCK 
Central sq. 


Telephone 85-W 


Wonderful price reductions in 
clothing at Field & Kennedy’s, Bev- 
erly. Read their announcement on 
pages 12 and 13. 


MANCHESTER 


The Red Men nominated officers at 
their council fire Wednesday evening, © 

The W. R. C. held a successful 
food sale in G. A. R. hall yesterday 
afternoon from 3 to 5. 

Bernard L. Boyle and family are 
visiting at Moultonboro, N. H., at the 
home of Mrs. Boyle’s parents, Mr, 
and Mrs. Randolph Taylor. 

Mr. and Mrs. George S. Sinnicks 
have gone to Jamaica, B. W. L., fora 
few weeks’ visit. Mr. Sinnicks has 
the mason contract in connection with 
the construction of a large hotel. 

Roland H. Knight left Tuesday for 
a fortnight’s business trip to the 
south. Mrs. Knight accompanied him 
as far as Philadelphia, where she will 
remain for a short time with friends. 

The many friends of Herbert Shaw 
will be pleased to hear that he is re- 
covering slowly from his recent ill- 
ness and is now able to be out and 
around. He went to the Beverly hos-— 
pital Wednesday for an X-ray exam- 
ination. 

Harry Davis, the lawnmower man, 
who started last week in his car for 
the south, has returned to Manches- 
ter. He encountered impassable roads 
in the vicinity of Philadelphia and 
concluded that the North Shore would 
be warm enough for him this winter, — 
despite the fact the lawnmower busi- 
ness may be a little off season. 

The members of the Arbella club © 
and all others who are interested are — 
cordially invited to attend a bread-— 
making demonstration at 41 Central — 
st. Thursday, Dec. 9, at 3.45 p. mig 
A team of three from the Worth — 
While Girls, of Beverly, who have — 
been working under the direction of 
Miss Marion Parker, will give the © 
demonstration. 


MANCHESTER PARENT-TEACHER 
ASSOCIATION 


A Christmas entertainment will be 
held by the Parent-Teacher associa- 
tion in the Town hall, Saturday after- 
noon, Dec. 11, at 3.15 o'clock. “Tim 
will take the place of the December 
meeting. 

Mr. and Mrs. John Cronan, of Bos- 
ton, will entertain, and parents and 
teachers, as well as children, will en- 
joy their stories and songs. Come 
with the chlidren and catch the spirit 
of Christmas. 

Candy will be sold before and after 
the entertainment. Admission fifteen ~ 
and twenty-five cents. 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 
ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


NORTH SHORE BREEZE and_ Reminder 
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Advertisements under this head 2e¢ a word the first week. 


le 


a word after the first week. Stamps may be used in payment. 


(CLASSIFIED | ADVERTISEMENT S 


Position Wanted 


For Sale 


WILL ACCOMMODATE for week-ends or 


keep house open for accommodation. 
Any kind of work.—26 Elm st., Man- 
chester. 47tf. 


—— — 


Boys Wanted 


OYS WANTED —'lo sell vanilla after 
school. Send for free sample bottle.— 
WAKEFIELD EXTRACT CO., Sanborn- 
ville, N. H 46-53 


Latest styles in Lamson & Hubbard 


_ soft hats and caps at Bell’s Beach st. 


iestore. 


i —————EEE—EEEE———EE—E———EEE——E——EEE———E—E_——————— 


adv. 


|- 


= 


PEKINGESE for sale. 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 
black mask. Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion.—Mrs. R. Curry, 603 
Essex St., Beverly. Phone 247-J. 20-22 


Wanted 


RAGS—clean, white or light-colored cot- 
ton rags, with buttons and all metal 
removed. We will pay 10¢ a pound.— 
The Breeze office, 66 Summer st. 


Very handsome 


PITCH TOURNAMENT 


The pitch tournament between 18 
teams representing six Manchester or- 
ders started off at Horticultural hall, 
Monday evening, according to sched- 
ule. Previous to the commencement 
of play, however, the floor was taken 
by Lyman W. Floyd, who, in a short 
speech, announced that the Floyd 


store would present to the winning 


aggregation a silver cup as a suitable 
memento of the occasion. 

The score for the evening was as 
follows: Red Men defeated the Horti- 
cultural society 21 to 9, Firemen de- 
feated the Sons of Veterans 18 to 12, 
Odd Fellows defeated the Legion 18 
to 12. 


MANCHESTER BOWLING 


Interest in the various bowling 
matches between Manchester orders 
continues unabated, good crowds _ be- 
ing at the Seaside alleys to watch the 
various contests. The I. O. O. F. de- 


feated the Legion last Friday by 50 


pins 1403 to 1353. Incidentally it was 
the Legion’s first defeat. 

The match rolled on Tuesday eve- 
ning was of a different order, how- 
ever, the result being in doubt until 
the last pin was down, when the 
scorers announced the Odd Fellows 


the winners by one pin. 


The first string was a walkover for 
the Odd Fellows, but in the second, 
the Legion came back strong and 
from then until the final count the re- 
sult was in doubt. 

The Legion came back last night in 
the match with the Red Men, winning 
with a lead of 32 pins, by a score of 
1382 to 1350. Gordie Slade’s 319 was 
the 3-string high record of the eve- 
ning. 


Drive to INCREASE MEMBERSHIP OF 


PARENT-TEACHER Assoc. 
A membership drive for the Par- 
ent-Teacher association is being car- 
ried on by the pupils of the Story 


Commonwealth of Massachusetts 


PROBATE COURT 


Hssex, ss. 

To the heirs-at-law, next of kin, and 
all other persons interested in the estate 
of Thomas Jefferson Coolidge, late of 
Manchester, in said county, deceased. 

Whereas, certain instruments purport- 
ing to be the last will and testament and 
a codicil and a memorandum of said de- 
ceased have been presented to said court 
for probate, by Frederic C. Dumaine and 
Francis R. Hart, who pray that letters 
testamentary may be issued to them, the 
executors therein uamed, without giving 
a surety on their official bonds. 

You are hereby cited to appear at a 
Probate Court, to be held at Lawrence, in 
said County of Essex, on the thirteenth 
day of December, A. D., 1920, at ten 
o’elock in the forenoon, to show cause, 
if any you have, why the same should 
not be granted. 

And said petitioners are hereby direct- 
ed to give public notice thereof by pub- 
lishing this citation once in each week, 
for three successive weeks, in the North 
Shore Breeze, a newspaper published in 
Manchester, the last publication to be 
one day, at least, before said court, and 
by mailing, postpaid, or delivering a copy 
of this citation to all known persons in- 
terested in the estate, seven days, at least, 
before said court. 

Witness, Harry R. Dow, Esquire, Judge 
of said Court, this twenty-third day of 
November, in the year one thousand nine 
hundred and twenty. 

HORACE H. ATHERTON, JR., 
Register. 
dee.8-10-17 


High, Priest and Price schools. A 
prize, in the form of an appropriate 
picture, will be given to the room 
whose pupils get the largest number 
of members for the association. 

By paying the membership fee, fill- 
ing out the blank and tearing off the 
receipt at the bottom, you will become 
a member and help the pupil who 
calls on you to win in the contest. 

All who are interested in child wel- 
fare work should become members of 
this organization. It has done much 
for the parents, teachers and children 
of Manchester and with your help it 
can do much more. 


N. GREENBERG 


BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 


(Opp. P. 0.) 


34 Union St. Manchester 


Manchester Magnolia Bev. Farms Boston 
SMITH’S EXPRESS COMPANY 
Principal Boston Office: 32 Court So. 
Tel.: Boston Main 489; Manchester 119 
First-Class Storage for Furniture 
Separate Rooms Under Lock 
MANCHESTER MASS. 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


INSURANCE 


Any Kind Anywhere Any Amount 
GEO. E. B. STROPLE 
General Manager 
Also District Manager John Hancock 
Mutual Life Ins. Co. of Boston 


ROCKPORT, MASS. 


$$ $$ 
REPORT OF THE CONDITION OF THE 
MANCHESTER TRUST COMPANY, 


of Manchester, Mass., at the close of 
business, November 15, 1920, as rendered 
to the Commissioner of Banks. 


Assets 
U. S. and Mass. bonds, 


$63,482.13 
Other stocks and bonds, 


430,795.48 


Loans on real estate, 186,410.00 
Demand loans with collateral, 94,225.00 
Other demand loans, 8,000.00 


Time loans with collateral, 


28,689.35 
Other time loans, 


58,228.07 


Overdrafts, 61.29 
Safe deposit vaults, furniture 
and fixtures, 3,500.00 


Due from reserve banks, 
Cash: Currency and specie, 
Other assets, 


192,121.00 
30,824.44 
4,377.32 


$1,100,714.08 

Liabilities 
Capital stock, 
Surplus fund, 

Undivided profits, less expenses, 

interest and taxes paid, 

Deposits (demand), 
Subject to check, 


$100,000.00 
25,000.00 


15,832.06 


475,951.00 


Juterest department, 481,359.68 
Treasurer’s checks, 2,446.96 
Tellers’ overs, 124.38 


$1,100,714.08 

For the last thirty days the average re- 

serve carried was: Currency and specie, 

3.79 percent; deposited in reserve banks, 

12.50 percent; U. S. and Mass. bonds, 6 
percent. 


Manchester, Mass., Nov. 
Essex, ss. 

Then personally appeared Fred A. Tib- 
betts, treasurer; Oliver T. Roberts, presi- 
dent, and Alfred C. Hooper, Everett L. 
Edmands, William Hoare and F. J. Mer- 
rill, directors of the Manchester Trust 
Co., and made oath that the foregoing 
statement, by them subscribed, is true to 
the best of their knowledge and belief. 

Before me, 
GEO. E. WILLMONTON, 
Notary Public. 
My commission expires Sept. 17, 1927. 


29, 1920. 
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STARTLING 


Our entire stock of Men 
on the market at the most drastic p 


No consideration for cost or loss ---- 
to less than present cost of production. We 
except by dropping them to the bottom at one 


$40 and $35 ¢ 50 
Overcoats 

$60, $55, $50 ¢ 50 
Overcoats 

$80, $75, $65 hs 50 
Overcoats AY 


Hats, Furnishings and B 


FIELD & K 
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RICE CUTS 


1 Boys’ clothing thrown 
ever known in the clothing business. 


-way reductions, but everything cut 
no way of meeting the need for lower prices 
which we have done. 


$40 and $35 s 50 
Suits 

$65, $60, $55 ¢ 50 
Suits 

$85, $75, $70 $ 50 
Suits O 


thes at Similar Reductions 


ED Y—Beverly 


NORTH SHORE BREEZE and 


Wallace Portable Lamps 


Special Price - - - - - $3.25 


These small portables are adapted to 
most any service. Can be quickly 
attached to mirrors, bed posts, ete. 
Would make an excellent Xmas gift. 


Regular price. . .$4.25 to $5.00 


Manchester Electric Company 
CENTRAL SQUARE 


J. P. LATIONS 


CARRIAGE BUILDER — AUTOMOBILE REPAIRING 
Special Attention to Automobile Painting 


Auto Trimming—Slip Covers—Tops Recovered 
DEPOT SQ. Telephone 206-M 


Storage for Carriages 
MANCHESTER 


MANCHESTER CLUB 
“GET- TOGETHER” 


’ ; Witt Have 
Silva S Express PonicHrT 
Joun L. Sitva, Proprietor 


LOCAL EXPRESSING 


Furniture and Piano Moving by 
Auto Trucks, long distance or local 


STORAGE FOR FURNITURE 


The Manchester club members are 
due for an unusual treat for this eve- 
ning (Friday), when the entertain- 
ment committee will present as the 
speaker of the evening, Capt. Daniel 
Mackay, formerly with the Canadian 
Northwest Mounted Police. Capt. 
MacKay’s topic is entitled “Riding 
the Plains With the Canadian North. 
west Mounted Police.” 

Last winter, it will be remembered, 
the committee had secured the services 
of Capt. MacKay for an evening’s en- 
tertainment, but owing to some un- 
avoidable circumstance he was unable 
to be present, much to the disappoint- 
ment of the gathered members. 


Rubbish and Garbage Collected 


Trev. 11-W. 
Residence: 


O. Box 223 


Morse Ct., Manchester 


G. A. KNOERR 
Everything Electrical 


4 School St.. MANCHESTER 
Telephone 259-R (House 259-W) 


Jobbing express and local trucking. 
318-]. adv. 


— Augustus Ferreira. Tel. 


CHRISTMAS MUSIC 


What would make a better Xmas Gift than a Graphophone 
or some records ? 
Come in and sce 
have to offer 
PIANOS PIANOLAS GRAPHOPHONES 
RECORDS NEEDLES SHEET MUSIC 


COOIeS Atlee STORE 


CENTRAL SQUARE 


what we 


MANCHESTER 


VALENTINE’S TRUCKING CO. 
BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 
Large and Small Shipments in Either Direction 
also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 
Telephone 375-W, E. L. Valentine, 49 School st., Manchester 


Rentunder 


Dec. 3; 


MT. PLEASANT DAIRY 
R. tek, BARE 


Dealers in 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER - -- MASS, 
P. O. Box 129 - Telephone Connection 


UNION:ST. 
FISH MARKET 


W. H. Clancy, Proprietor 


40 Union St. - - - MANCHESTER 
Open all Winter 


All kinds of Fish in season 


— Also — 
MEATS AT CUT PRICES 


TELEPHONE 99-J. — 

_ 
He promises this time to come if 

“he has to come in pieces” and it is 

hoped the usual large crowd will be in 

attendance. Refreshments will be 

served after the talk. 


MANCHESTER 


Those who attended the exhibit of 
the work of the fall and winter milli- 
nery classes at 41 Central st., Tues- 
day. afternoon, were much impressed 
with the great amount of good being 
accomplished in the conduct of this 
class. 

Willard 


from New 


Rust has been transferred 
York to the Boston offices 


of the Spencer Trask Co. Mr. Rust 
and his sister, Miss Hester Rust, 
teacher in domestic science in Salem, 


were home for the holiday and week- 
end. 

Dr. and Mrs. 
on from 
spend 
Knight 


Fred L. 
Norway, Me., 
Thanksgiving with Frank P. 
and family, School st. Dr. 
Drake has returned to Maine, but 
Mrs. Drake is remaining for a visit 
of several weeks. 

Peter J. McDonald, who has been 
acting as administrator of the estate 
of the late M. J. Callahan, was called 
to Pittsfield, Saturday, by the illness 
of his sister. Mr. McDonald plans to 
leave at an early date for Miami, 
Fla., where he will spend the winter. 

John Silva, Jr., Pine st., 
an express truck route between Bos- 
ton and Manchester. Mr. Silva has 
been in Boston this week negotiating 
for trucks to carry on his business, 
which he will start at an early date. 


Drake came 
last week to 


Famous Stevens- Strong work shoes 
at Bell’s Beach st. store. adv, 


is starting - 


:-—— =eare 
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MANCHESTER CHURCHES 


Congregational church, Rev. I’. W. 
Manning, pastor. — Sunday, Dec. 5, 
“Every Member Canvass Day.” Ser- 
mon by the pastor at the morning ser- 
vice. “The Men Who Sailed The 
Mayflower” will be the subject of an 
illustrated lecture at 7 p. m. by Rev. 


“Merritt A. Farren, secretary Boston 


Seamen’s Friend society. There will 
be colored slides showing beautiful 
views of the sea. Public is cordially 
invited. 

The annual business meeting of the 
Orthodox Congregational church will 
be held on Thursday evening, Dec. 9, 
at 7.30, in the chapel. Officers and 
committees will be elected and reports 
will be presented. A large attendance 
of members is hoped for. 

Harmony Guild will meet in the 


chapel Monday evening, Dec. 6. 
Please bring sewing! 
The annual church canvass for 


pledges for the ensuing year for the 
maintenance of the Congregational 
church will be made Sunday after- 
noon, among the church members and 
attendants. This is an annual affair 


and is made incidental to making the 


year’s budget. 

The next regular meeting of the 
Missionary society of the Congrega- 
tional church will be held on Thurs- 
day, Dec. 9, at 3 o’clock, with Mrs. 
Crocker, Bennett st. The word is 
“End.” 


Baptist church, Rev. H. E. Levoy, 
minister. — Subject of Sunday morn- 
ing sermon, “God’s Dwelling Place? 
Come and learn where God dwells. 


The pastor invites you to come and 


take part in the service. Every mem- 
ber of the church and congregation is 
urged to be present. If you have no 
church home, we ask you to come and 
worship with us. Our people are cor- 
dial and friendly and you will be 
heartily welcomed. 

Sunday evening at 7 the pastor will 
preach a short sermon on “The Pur- 
pose of the Church.” Every member 
of the congregation is cordially in- 
vited. Strangers in town are invited 
to attend these services. 

A splendid response was made to 
the appeal for an offering for the 
hungry children of Europe. About 
$30 was given toward the cause last 
Sunday. 

Friendship circle will hold its an- 
nual entertainment and sale at the 
Baptist vestry next Monday evening, 
Dec. 6, commencing at 7 o’clock. 
Don’t forget the day and date and 
come prepared to patronize liberally 
the offerings of the circle. The en- 
tertainment will consist of vocal and 
instrumental music and readings, all 


_by out-of-town talent. 


There will be apron, fancy food, 


: NORTH SHORE BREEZE and Reminder 


A Complete 
Line of 


POST OFFICE BLOCK 


SS 


Staple and Fancy Groceries 


S: S. PIERCE GOODS 
BULLOCK BROS., GROCERS 
Telephone 190 


15 


MANCHESTER 


TELEPHONES: 217. 8388 


ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 
REGISTERED PHARMACISTS ALWAYS ON DUTY 


It one ts busy call the other 


ten-cent, tea and candy tables, where 
all sorts of home-made fancy articles, 
bread, cake, cookies, pies, jellies, pre- 
serves and a thousand and one things 
will be offered for sale. 

The spirit of Friendship circle in its 
endeavor to please the public, as in the 
past, will be lived up to to the letter. 
Every member is requested to bring 
their contribution to the church be- 
tween 2 and 5 p. m., Monday. 

The Church Aid society of the Bap- 
tist church is holding an aluminum 
demonstration in the vestry next 
Wednesday afternoon, Dec. 8, from 
2 to 5. A demonstrator of a well- 
known line of aluminum utensils will 
be present to teach the uninitiated the 
beauties of cooking with these sani- 
tary and convenient kitchen appli- 
ances. Among other features in cook- 
ing will be the preparation of an en- 
tire roast beef dinner in one container 


29 Beach St., 


NO, THEY ARE NOT 
TOO BAD TO MEND 


Let us see the shoes before you throw 
them away. 
what 
worn-out shoes with our up-to-date 
methods, machines, etc. 
of high prices, it is a blessing for a 
man with a family to have such a re- 
pairing shop in town as 


You will be surprised at 
wonders we accomplish with 


In these days 


J. A. CULBERT’S 


MANCHESTER 


Also Trunk and Bag Repairing 


by the demonstrator. Every lady in 
town is invited to be present and wit- 
ness this demonstration. It is free. 
The Baptist Church Aid society 
held its annual meeting last Friday, 
Nov. 26, and elected the following 
omeers. | President, Mrs. Edward 
Crowell; vice-president, Mrs. Edward 


“Ayers » Psecretary,,Mrs.. .J.. Davis 
Baker; treasurer, Mrs. Helen Will- 
monton. It was voted to change the 


meetings from the second and fourth 
Wednesday of each month to the sec- 
ond Monday in each month. 


Have you read the announcement 
on pages 12 and 13 of today’s BREEZE 
telling of the startling price cuts in 
men’s and boys’ clothing offered by 
Field & Kennedy, the well-known 
Beverly merchants? The Beverly bus 
lands you almost in front of their 
door. on Cabot st. 


| Telephones 610, 611 


HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
Kitchen Furnishings 


| S. S. PIERCE GROCERIES 


lo 2 a 


STOP! LOOK! 
LISTEN! 


When you want painting, pa- 
perhanging, decorating, furni- 
ture refinished, glass reset, pic- 
tures framed, window shades 
made to order and mirrors re- 
finished, we will be pleased to 
give you an estimate, and satis- 
factory work will be guaranteed. 


No job is too large or too small 


for 


Dec. 3, 1920 
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STEELE and ABBOTT CO. 


23. CENT RAIE oie 


Tel. 645-W 


MANCHESTER 


RAYMOND C. ALLEN 


Member Boston Soc. C. E. 


Assoc. Mem. Am. Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester - 


Tel. 73-R and W. 


“HARDWARE GIFTS ARE USEFUL GIFTS” 


Just come in and look over our varied assortment of Christmas items, 
You can shop here for every member of the family. There are gifts 
for father, mother and the youngsters. 


CAKE MIXERS 
TABLE LAMPS 
TOOLS 
SLEDS 


Telephone 


none JOHN W. CARTER CO. 


MANCHESTER 


John Van Hees and family have 
moved this week from Pine st. to Co- 
hasset. 

Frank A. Rowe is having his an- 
nual vacation from his duties at Bul- 
lock Bros.’ store. 

Mrs. Frank Bullock is visiting at 
the home of her sister, Mrs. Paul 
Webber, in Bedford. 

Mrs. Bertram Floyd returned this 
week from a visit with relatives at 
Medford Hillside. 


Joseph Chadwick was the winner 
of the special Thanksgiving Day prize 
at the Seaside Bowling Alleys for the 
best three-string total, rolling 320. 


The Story High football team 
went down to defeat on the holiday 
before the strong Saugus eleven by 
the score of 27 to 0, but came back 
strong in the Saturday game, defeat- 
ing Ipswich High, 18 to 0. 

Miss Emma Prest spent Thanksgiv- 
ing at the home of her mother and 
sister on School st. On her return to 
Lawrence she was accompanied by 
her young niece, Miss Ruth Prest, 
who visited there until Sunday. 


TABLE CUTLERY 
CASSEROLES 
WATCHES 


ELECTRIC DEVICES 
POCKET CUTLERY 
VACUUM BOTTLES 
AIR RIFLES 


10 School St. 
MANCHESTER 


Mr. and Mrs. Fred K. Swett are 
moving to Cambridge tomorrow for 
the winter. 

George H. Girrard and family left 
the first of the week for Miami, Fla., 
for the winter, where Mr. Girrard 
has accepted a position in the Red 
Cross Pharmacy. Mr. Girrard has 
been at the Allen Drug store the past 
summer and fall. 


A daughter was born to Mr. and 
Mrs. F. Forster Tenney, Monday, at 
Manchester Cove, where they make 


their home, for the present, with Mrs. - 


Tenney’s parents, Mr. and Mrs. 
Jacob Kitfield. They plan to occupy 
their newly remodelled home on Cen- 
tral st. as soon as it is completed. 


Joun Doopy 

John Doody died at the Beverly 
hospital, Wednesday, after an illness 
of several weeks. When Mr. Doody 
first went to the hospital, he under- 
went an operation which was followed 
Wednesday by a second, from which 
he never regained consciousness. 

Funeral services will be at the 
Sacred Heart church Saturday morn- 
ing. 
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PROF. JAMES 


the brilliant psychologist at Har- 
vard, asked a carpenter who was 
working on the place if he thought 
all carpenters stood on the same 
level, and if not how he would in- 
dicate the difference between men— 
10, 20, 30 percent or whatever. 


The carpenter, after pondering the 
question all day, finally said: ‘‘There 
ain’t much difference between men, 
but what there is is mighty import- 
ant.’’ 


CORSET, SHOES 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
‘*tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 


143 Essex St., Salem. 
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LIBRARY NOTES 


New Books in Manchester Public Library 


Good books are a valuable asset in 
any home. There is no better gift for 
a child than a good book. I think par- 
ents should know what their children 
are-reading, and how many books they 
read. 

Most children read too much and if 
some restraint is used the privilege 
will be appreciated all the more. Chil- 
dren attending school should not be 
allowed more than one book a week. 
Any child growing up without a love 
of books and reading has to go 
through life with a great handicap. 
Such a child should be encouraged in 
every way to acquire the reading 
habit. 

Most young children like to have 
someone read to them. “How to Tell 
Stories to Children” and “Best Stories 
to Tell Children” are two good books 
for parents to read who have to enter- 
tain young children. They are both 
in our library. There should be good 
books in every home where there is a 
child. Every child should own books 
and be taught to take good care of 
them. 

A careful selection of the books 
that are placed in the hands of the 
child is the plain duty of the parent. 


HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 
Hrs., 6 to 10 p. m. Sat. Tel. 338-W. 


Dee. 3, 1920 


LADIES’ 


Fairy tales should have a place in 
the life of every child. There are 
many to select from—“Grim’s,” “An- 
derson’s” and the many colored series 
edited by Andrew Lang. “Aesop’s Fa- 
bles” and “Mother Goose’ are two of 
the oldest of children’s books. The 
Rand McNally edition of “Mother 
Goose’ —like the one on the table in 
the reading room of our library—is a 
good one to get. It is finely illustrat- 
ed. Pictures play a very important 
part in juvenile literature. When 
buying a book for a child always get 
an illustrated edition, if possible. For 
the. real young, poetry comes next to 
the fairy story. The little ones like to 
have poetry read to them and it 1s 
often surprising how soon they mem- 
orize what is read to them. 

There should be a copy of “The 
Child’s Garden of Verse,’ by Robert 
Louis Stevenson, in every home. Oth- 
er good books of verse for the young 
are several volumes of Eugene Field 
and the child rhymes of James Whit- 
comb Riley. For the older ones there 
is no better collection than “The Home 
Book of Verse for Young Folk,” by 
Burton Egbert Stevens. Juvenile 
books have changed much in character 
during the last fifty years. The old- 
time story always had a moral at- 
tached and they were advertised for 
the ‘‘amusement and moral instruction 
of youth.” “Swiss Family Robinson” 
is one of the old style, but is a real 
good story. 

There are two books that every girl 


NORTH. SHORE BREEZE. and 


Devoe’s Specialize 


BLOUSES 
SILK PETTICOATS 
LISLE 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


in 
UNDERWEAR 


HANDKERCHIEFS 
and SILK HOSIERY 


SALEM 


will want to read—‘‘Alice in Wonder- 
land” and “Little Women.” 

Boys who like sea stories will en- 
joy Captain Marryat’s “Midshipman 
Easy” and “Masteriman Ready.” All 
boys like the stories of E. T. Tomlin- 
son and they find in them many inter- 
esting facts about our American his- 
tory. 

The adventure stories by Edward 
Stratemeyer, especially the “Dave 
Porter” series, are very: popular; also 
the “West Point” stories of Capt. Ma- 
lone. There are a number of good 
books for the younger children—“The 
Twins,’ “Dorothy Dainty,’ “Blue 
Bonnett” and “Little Colonel’ series. 
“Hans Brinker” and “Little Lord 
Fauntelroy” have always been favor- 


ites. Many a child has learned to ap- 
preciate the plays of Shakespeare 
through reading “Lamb’s Tales of 


Shakespeare.” “Tom Brown's School 
Days” and Aldrich’s “The Story of a 
Bad Boy” will always find a welcome. 
Another good one is “The Arabian 
Nights.’ The “Every Child Should 
Know’ series contains many useful, 
entertaining and informing books. 
One of “The Story of” books would 
be a good gift to either a boy or girl, 
such‘as “The Story of Cotton,” “The 
Story of Wheat,’ “The Story of 
Leather” and others. Any book that 
teaches a child to be kind to animals 
is worth while. For the real young 
the “Peter Rabbit’ books and for the 
older ones, Thornton Burgess’s bird 
and animal stories. Others are Kip- 


Now Is the Best Time to Start Your Christmas Shopping 
THE STORE OF XMAS SUGGESTIONS 
P.O.Y L.A N-D 
Bigger and Better Than Ever 


JOHN H. NEWELL’S DRY GOODS STORE 
220-224 Cabot St., BEVERLY 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel, 68-M. 


Reminder 17 


H. M. PERKINS 
baberdasber 


246 Essex St. SALEM 


WINER’S 
WOMEN’S SAMPLE SHOP 
2464 ESSEX ST, | SALEM 
Telephone 574-W Up one flight 


ling’s “Just So Stories” and the books 
of Thompson Seton. “Tom Sawyer,” 
“Huckleberry Finn” and “The Prince 
and the Pauper” have lost none of 
their attraction. Other good ones are 
“Rebecca of Sunnybrook Farm,’ 
“Peter Pan,’ “Penrod,” “Pollyanna” 
and “Just David.” ; 

In this year’s Christmas list there 
is a fine edition of “Robinson Cru- 
soc,’ illustrated by N. C. Wyeth. 

Another good book recently pub- 
lished is “The Story of Dr. Dolittle.” 
It has many humorous illustrations. 
Boyd Smith’s “The Story of Our 
Country” is a fine and instructive pic- 
ture book. “The Story of Noah's 
Ark,” “Chicken World” and “After 
They Come Out of the Ark” are oth- 
er good stories by this author. 

“On the Edge of the Wilderness’ is 
a good book of animal stories. “Sleep- 
ing Beauty,” by Arthur Rackham, isa 
beautifully illustrated book. “Fairies 
and Chimneys,” by Rose Fyleman, is a 
small volume of poetry that will please 
most any boy or girl. Many more 
good books could be mentioned did 
space permit. It is hoped that the 
above list may be found helpful. 

Next week there will be a note on 
works of biography that have been re- 
ceived at the library during this year. 

—R. T. G. 
LEGION ELEcTs OFFICERS 

Frank B. Amaral post, A. L., elect- 
ed officers at its meeting Wednesday 
evening, as follows: 

Raymond C. Allen, commander ; 
George R. Beaton, vice commander ; 
Frank Wigglesworth, adjutant; Gor- 
don Cool, historian; Abbott Foster, 


chaplain; John Coughlin, financial 
officer; Joseph Waugh, insurance 


officer; Johannes Carlson and Manuel 
Miguel, sergeants at arms; Henry F. 
Bohaker, Dr. F. L. Burnett and Wil- 
lard B. Rust, executive committee ; 
J. Stanley Beaton, Henry F. Bohaker, 
Johannes Carlson, Joseph Coen, Ed- 
win Richie, Gordon Slade and Frank 
Wigglesworth, entertainment commit- 


vee; 


When you think of painting think 
of Tappan, 17 Bridge st., Manches- 
ter. adv. 

Augustus Ferreira—jobbing express 
and local trucking. Tel. 318-J. adv. 


18 NORTH*®sS 


MAGNOLIA 


William Hunt was at home from 
Tufts for the holiday. 

Miss Mona MacLean, of Boston, 
was the guest of her parents for the 
holiday. 

Rey. Chas. N. Burrows, of Box- 
boro, preached in the Village church 
on Sunday. 

Mr. and Mrs. Leighton Symonds, 
of Revere, were the guests of William 
Symonds on Thanksgiving Day. 

Miss Margaret Murphy, of Des 
Moines, Iowa, was the guest of the 
Misses Commerford over the week- 
end. 

Miss Elizabeth Abbott, of Boston, 
spent the holiday with her parents, 
Mr. and Mrs. Frank Abbott, on Mag- 
nolia ave. 

Saturday evening Miss Abbott’s 
dancing class for the children met 
under the direction of Miss Eleanor 
Commerford at the Women’s club. 

Ernest Emerson, who is attending 
the Salem Commercial school and 
staying in Salem this winter, was at 
home with Mr. and Mrs. Jabez Dun- 
bar over the week-end. 

Mr. and Mrs. Ralph Story, of Do- 
ver, were at home over the holiday. 
Mrs. Story is staying for a while 
with her parents, Mr. and Mrs. Geo. 
MacLean, on Western ave. 

Miss Grace Monks will speak in the 
Village church on Sunday evening. It 
is hoped that a large number will hear 
Miss Monks, who has done such fine 
work for humanity both abroad and 
in this country. 

Mr. and Mrs. Edgar Story spent 
Thanksgiving with Mr. and Mrs. 
Oscar Story. Mr. Story was obliged 
to leave the following day, but Mrs. 
Story and her young son are staying 
for a short visit. 

Friday evening the Ladies’ Aid will 
give a whist party at the Women’s 
club. The affair is in charge of a 
competent committee, of which Mrs. 
Ethel Story is chairman. After the 
game a sale of aprons, fancy work 
and candy will be held. This is a 
Christmas sale. Come and buy and 
so help the Ladies’ Aid and the 
church. Tickets 25 cents, including 
refreshments. 

Tuesday evening was a_ pleasant 
one for the young people at the Wom- 
en’s clubhouse. Mrs. Sadie Hawkes, 
of Gloucester, furnished the music 
for dancing, and from 8 until 10 the 
time flew. Ice cream and cake was 
served at intermission. Mrs. Ernest 
Howe, Mrs. Philip Lycett, Mrs. Mc- 
Gauchey and Mrs. Charles Hoysradt 
chaperoned the affair. The young 
people hope to have one of these lit- 
tle parties each month and a commit- 
tee of young people with their moth- 
ers will be appointed to take charge 
of the different months. 
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JONATHAN MAY 


Shore Road, Magnolia, Mass. 


REAL ESTATE and INSURANCE BROKER 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


NOTARY PUBLIC 


MAGNOLIA MARKET 


LAFAYETTE HUNT, Proprietor 


HAM, 
AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


BEEF, PORK, MUTTON, 


Tel. 449-W 
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Mr. and Mrs. Oscar Story enter- 
tained Rev. Chas. N. Burrows while 
he was in Magnolia last Sunday. 

Dewey Nelson, who is at Tech this 
winter, spent the holiday with his 
parents, Mr. and Mrs. Nicholas Nel- 
son. 

Services will be held in the Village 
church on Sunday morning at 10.45. 
Sunday school follows the morning 
service. 

Mrs. James Wolfe has _ arrived 
home from Washington, D. C., where 
she has been visiting her son, Vernon 
Wolfe, and his bride. 

The whist party at the Women’s 
club on Thanksgiving night was a 
great success. A large number were 
present .and enjoyed the playing. 
After the whist, singing and dancing 
was enjoyed by all. Mrs. Philip Ly- 
cett originated the idea of a party for 
that evening and it proved the right 
idea at the right time. 

Monday evening was a gala one at 
the Men’s club. Pres. Gilbert Ryan 
was over from Gloucester and a large 
delegation was present from Anni- 
squam. After the bowling, coffee, 
hot-dogs and rolls were served, and 
the men enjoyed a real community 
sing and smoke. Mr. Webber, of 
Annisquam, and Master Abbott Howe 
presided at the piano. These club 
evenings are proving very popular 
and nearly every man in the village 
has joined the A. A., or are going to. 


The Breeze $2 year, $1 six months.” 


Have you read the announcement 
on pages 12 and 13 of today’s BREEZE 
telling of the startling price cuts in 
men’s and boys’ clothing offered by 
Field. & Kennedy, the well-known 
3everly merchants? The Beverly bus 
lands you almost in front of their 
door en Cabot st. 


Magnolia, Massachusetts 


POULTRY, VEGETABLES 


GLOUCESTER WoMAN RUNNING FOR|| 


ScHOOL COMMITTEE 

The only woman candidate for ~ 
office in the Gloucester election, next | 
Tuesday, will be Mrs. Guy S. Swettam 
Papers nominating her for school | 
committee were filed Wednesday of | 
last week. 

The retirement of Thomas Carroll © 
after a long term of faithful service is © 
generally regretted throughout the 
city. Dr. Roy Garland and N. Cam 
Phillips, whose terms of office also ex-_ 
pire this year, are candidates for re-— 
election. Fred Shackelford has filed — 
nomination papers for the vacancy. © 
There is, however, a strong feeling © 
that the new committee member 
should be a woman, one who is in 
close touch with school and civic af-— 
fairs, and herself the mother of school — 
children. ‘ 

Mrs. Swett is well-known in the | 
community, where she has been an ac- 
tive leader in war drives, mothers — 
clubs, and other organizations. For ~ 
over two years she was president of © 
the Collins Parent-Teacher associa-_ 
tion, the largest in the city, and she is _ 
now president of the Gloucester Par- ~ 
ent-Teacher federation. j 

Prominent among the many women — 
who have endorsed Mrs. Swett’s can- F 
didacy are the following: Mrs. Ernest — 
L. Blatchford, Mrs. Benjamin Ni 
Colby, Mrs. Arthur C. Davis, Mrsajj 
Freeman Decker, Mrs. Frank Di 
Griffin, Miss Marguerite Haskell, _ 
Mrs. Harriett M. Homans, Mrs. Al-¥ 
fred McNamara, Mrs. John P. Mel-1| 
anson, Mrs. Hanna V. P. Merchant, 
Mrs. Philip P. Moore, Mrs. Joseph T. 
Moulton, Mrs. Theodore D. Paul, 
Mrs. Gilbert N. Pettingill, Mrs. Abra- 
ham Solomon, Mrs. Arden D. Webb, 
Mrs. Martin J. Whalen and Mrsj 
George W. Woodbury. 
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BEVERLY FARMS 


Mildred V. Wilkins, of 
N. Y., has spent the past 


Beverly Farms visiting 


Miss 
Brooklyn, 
week at 
friends. 

Mr. and Mrs. 
Bennington, Vt., 


Loen A. Carlton, of 
have spent the past 


week at Beverly Farms visiting 
friends. 
Wonderful price reductions in 


clothing at Field & Kennedy’s, Bey- 
erly. Read their announcement on 
pages 12 and 13. 

Mr. and Mrs. Ernest Babkirk have 
moved into their new home on High 
-st—the Mrs. George Pierce estate— 
which they recently purchased. 

The members of the Beverly Farms 
fire department will hold their regu- 
lar monthly business meeting at the 
Jocal fire station. next Monday eve- 
ning. 
| Francis Cadigan, son of Mr. and 
Mrs. Michael J. Cadigan, Greenwood 
-ave., has enlisted in the U. S. army. 
He is at present stationed at Fort 
Slocum. 

Lawrence A. Ford, a former Bev- 
erly Farms young man, will deliver 
the oration at the Elks Memorial ser- 
vice at the Larcom theatre, Sunday 
evening. 

A number of men, employed by lo- 
‘cal contractors, left this week and 
have gone to a lumber camp in Maine, 
where they will find employment until 
next spring. 

Mr. and Mrs. Calvin Smith, of Wa- 
terbury, Conn., have been visiting Mr. 
Smith’s parents, in Beverly. Mrs. 
Smith was Miss Anna Pierce, of 
Pride’s Crossing. 

The St. John’s prep. football team, 
of Danvers, has made a fine record 
this fall. One of the foremost mem- 
bers of the team was Daniel Linehan, 
son of Alderman Daniel M. Linehan. 

Preston W. R. corps will have an 
important meeting next Tuesday eve- 
ming in G. A. R. hall. There will be 
some new members to initiate and 
officers for the coming year will be 
elected. 


Mr. and Mrs. Alfred Rogers are 
home from a two-months’ vacation 
trip to England, where they visited 
relatives at their former home. Mr. 


Rogers is the superintendent of Rock- 
Miarge, Wm. H. Moore’s estate at 
Pride’s Crossing. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 
Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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BREWER’ S MARKET 


Poultry and Game 
L. Morritt. 
Eggs and Butter 
Fruit and Berries 


The Best Quality 


& Co., Inc., Successors to Walter P. Brewer 


Nets and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


ope BEVERLY FARMS, MASS. 


Telephone 133 


WINTER 


Telephone 9-W 
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—GLYIL US THE Peek Se 


FARMS Se ae WANTS TO 
A Few THINGS 


BEVERLY 
KNow 


Beverly Farms, Mass., 
ven, 1920. 

Editor NortH SHORE BREEZE,— 
Now that the municipal campaign 


is on, it is interesting to note that 
three of the candidates for mayor 
were former members of the city 


government at a time when the deal 
was put through whereby the city sold 
itself for a song, out of house and 


home. I refer to the sale of the land 
and the police station at Beverly 
Farms, since which time the city, in 


order to provide some kind of a head- 
quarters or shelter for the officers, 
has been obliged to hire an “‘apology”’ 
—a small back room in Neighbor’s 
hall block, not large enough for even 
oficer McDonnell to turn around in. 
The city has already probably paid 
two or three times in rent the sum 
that the old police building was sold 


for. The land has not been utilized 
for building or improvements, but 1s 
used only to enlarge a certain cow 
pasture. 

Many Ward 6 voters would no 
doubt like. to have the matter ex- 
plained, why the deal was _ put 
through and what advantage it has 


been to the city. As far as I can see 
it has been the policy to say as little 
about this deal as possible. This 
would be a good time for Mayor Mc- 
Pherson and Aldermen Thompson 
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AUTOMOBILE REPAIRING 


SUPPLIES AND SUNDRIES 
Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 
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STORAGE 


CENTRAL SQUARE GARAGE 


John A. Trowt and John J. Murray, proprs. 


BEVERLY FARMS 


fo) eee oe 


Have Your Prescriptions 
Filled at 


DELANEY’S 


Apothecary 


Corner Cabot and Abbott Streets 
BEVERLY 


We keep everything that a good 
drug store should keep. 


and Eaton to give the people of Bev- 
erly Farms the facts. 
—Warp Six: VOTER. 


Lawrence J. Watson, 3d, of Bay 
Side, Long Island, and a former well- 
known Beverly Farms boy, was here 
a portion of this week renewing ac- 
quaintances. He is a student at St. 
Anslem’s college, Manchester, N. H. 

There is very little work in line of 
building, alterations or improvements 
going on or in prospect at Beverly 
Farms and the present situation indi- 
cates that the coming winter months 
will be unusually quiet for local con- 
tractors. 

Have you read the announcement 
on pages 12 and 13 of today’s BREEZE 
telling of the startling price cuts in 
nien’s and boys’ clothing offered by 
Field & Kennedy, the well-known 
Beverly merchants? The Beverly bus 
lands you almost in front of their 
door on Cabot st. 

There was a large attendance of 
men and women voters at a rally held 
in Marshall’s hall, Monday evening, in 
the interest of Frank D. Tuttle, for 
mayor. S. John Connolly presided. 
The speakers were Frank D. Tuttle, 
candidate for mayor; Mrs. E. M. Rid- 
eout, of Beverly, and two former 
well-known Beverly Farms residents 

Charles E. Ober and Lawrence A. 
Ford. Another rally for Mr. Tuttle 
will be held here before election. 
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BEVERLY FARMS 
Mr. and Mrs. William D. Kirby, of 


Williamstown, have been among the 
visitors at Beverly Farms the past 
week. 


M. J. Cadigan post, A. L., will hold 
an important business meeting this 
(Friday) evening in the library as- 
sembly hall. 

St. Margaret’s court of Foresters 
had an enjoyable whist party, follow- 
ing their business session, at Mar- 
shall’s hall, Wednesday evening. 

The N to Z committee of Friend- 
ship Rebekah lodge will meet this 
(Friday) evening with Mrs. Arthur 
L. Standley at her home on Oak st. 

Miss Doris Harriman, of Newark, 
N. J., and Miss Ethel Hubbard, of 
Montclair, N. J., have been visiting 
friends at Beverly Farms the past 
week. 

Miss Helen G. Donnelly, of Clin- 
ton, is spending a vacation at Beverly 
Farms visiting her uncle, James E. 
McDonnell, West st. Miss Donnelly 
formerly lived here. 

Nearly all local members of the 
Knights of Columbus visited Beverly 
council Wednesday evening, where a 
number fo Beverly Farms young men 
took the Third Degree. 

Mr. and Mrs. Charles Maddalena 
(Barbara Daniels), of Cambridge, 
former residents here, have the sym- 
pathy of their friends over the loss of 
their two-months-old infant.  Inter- 
ment was made at the Beverly Farms 
cemetery last Saturday. 

Beverly has a total registration of 
9025 voters for the coming city elec- 
tion—of whom 5310 are men and 
3715, women. Ward 6 continues to 
be the smallest ward and has a total 
of 678 voters, of whom 376 are men 
and 302 women. 

Michael Connors, a former well- 
known Beverly Farms resident, who 
now resides in Beverly, is now able to 
be out, after having been confined to 
his home with a severe attack of neu- 
ralgia. Mr. Connors is now employed 
by the Boston & Maine R. R. as cross- 
ing tender. 

There are four candidates for may- 
or, nine for alderman-at-large, four 
for alderman in Ward 1. Three are 
in the field for alderman in Ward 2, 
five in Ward 3, three in Ward 4 and 
one each in Wards 5 and 6. There is 
but one candidate from Ward 6 for 
the school board. 

Preston W. R. corps held a public 
whist party in G. A. R. hall last Mon- 
day evening. This is the first public 
whist party the Corps has held this 
season. These parties will be conducted 
frequently throughout the coming 
winter months. Last year these par- 
ties were weekly events and were very 
popular. 


F. Sullivan and family, of Beverly, 
have moved into one of the apartments 
in the Nolan block, Central sq. 

Alderman Edward Thompson, can- 
didate for mayor, will hold a rally in 
Beverly Farms tomorrow (Saturday ) 
evening, at the Beverly Farms school 
hall at 8 o’clock. All candidates for 
the board of aldermen are invited to 
speak. 


The BREEZE $2 a year, $1 for six 
months. 
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"Theatres 


SOBOBWOBOBVOBOBOBOBOBWOS 
HortTIcuLTURAL HALL, eae 

The attraction at Horticultural hall, 
Manchester, Saturday evening, will 
be Tom Mix in “The Terror,’ and 
Enid Bennett in ‘“‘Hairpins.” 

Next Tuesday evening’s show will 
be for the benefit of the Senior class 
at Story High school. The feature 
picture will be D. W. Griffith’s big 
spectacular production, “The Fall of 
Babylon.” 

Another episode of Bride 13. will 
also be shown next Tuesday, as well 
as the Fox News and other reels. 
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Larcom THEATRE, BEVERLY 
Week of December 6 


Mon. and Tues. — Maurice Tour- 
neur’s special production, “The White 
Gitcle4 Dorothy Gish in “‘Remodel- 


ing a Husband.” 

Wed. and Thurs. — George Walsh 
1 “From Now On.” 

Fri. and Sat—Buck Jones in 
Set Sprague.” 
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STRAND THEATRE, LYNN 

“The Forbidden Thing,’ an Allan 
Dwan production, is the feature pic- 
ture at the Strand theatre, Lynn, next 
Monday, Tuesday and Wednesday. It 
is an adaptation of a story of the same 
title written by Mary Mears for a re- 
cent issue of the Metropolitan Maga- 
sine. The triumph of true love over 
false is the underlying theme of this 
photoplay, which has an excellent cast, 
headed by James Kirkwood, Helen 
Jerome Eddy, and Marcia Manon. 
The companion feature is Mae Alli- 
son in “Are All Men Alike,” a story 
of Greenwich Village and a girl who 
wanted to live a “free” life. The in- 
imitable comedian Buster Keaton in 
“The Scarecrow” and Topical Re- 
view complete the program. 

Thursday, Friday and Saturday 
will be shown Nazimova in “Billions,” 
which, as the title implies, 1s a story 
of the wealthier class of New York 
city. With this will be shown Wil- 
liam Farnum in “Drag Harlan,” who 
will be seen in one of his popular wes- 


Dee. 3, 1920 


NS a 


S.A. Gentlee & Son 


Cc. H. GENTLEE 
Tex. 893-R. 


S. A. GENTLEE 
TEL. 893-W. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel. 480 


Calls Answered Anywhere 
Day or Night 


tern roles. The balance of the pro- | 
gram includes a comedy, “An Ele-" 
phant’s Nightmare,” Illiterate Digest, 
and Review. q 

Raymond Hunter, tenor, will be 
heard in vocal numbers and_ the 
Strand Symphony orchestra and Miss 
M. Frances Doughty, organist, will 
render entertaining musical selections. 


AN ANECDOTE ABOUWUS@ 
McADOO 


Many anecdotes are told about ex- 
Secretary McAdoo, Here is a new 
one which has the merit of being true: 

Mr. McAdoo entered a haberdash- ~ 
ery in New York city to buy a new 
hat. 

Said the haberdasher : 
like Mr. McAdoo!” 

“Horrors!” groaned the former ~ 
Secretary of the Treasury, Director- 
General of Railroads, etc. 

“You do!” 

“T don’t know,” suggested Mr. Me- 
Adoo, “whether that is a compliment © 
or not.” | 

“Well,” countered the haberdasher, 
“the was clever enough to do one little 
thing.” 

“And that 
tary. 
“He was clever enough to marry” 
the President’s daughter !” ; 

In his Pullman compartment, en 
route to New York, I gently inti- 
mated the substance of this yarn. 
Laughing, Mr. McAdoo then told it” 
in detail, as here given. 

“How does it feel, Mr. Secretary,” 
I then ventured, “to have a stranger” 
talk to you like that, about your other 
self?” ' 

He smiled and said: “It’s fun, until 
they become insulting ?’—Forbes. 


“You look 


’ 


?” inquired the Secre- 


A good many bachelors love chil- 
dren just like a good many men like 
automobiles—because they don’t have 
to take care of them. 
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SHURGHES 


Along the North Shore 


MANCHESTER 

Orthodox Congregational, Rev. F. 
W. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 
school following the morning service. 


Sunday evening service, 7. Prayer 
meeting, Tuesday, 7.30, in the 
chapel. 


Baptist Church, Rev. Herbert E. 
Levoy, pastor. — Public worship, 
10.45 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.30. Y.P.S.C.E. meeting, 6. Eve- 
ning service, 7. Gospel Laymen’s 
league, Wednesdays, 7.30p.m. Prayer 
meeting, Friday evening at 7.30. 
Communion first Sunday in the 
month. All seats free at every ser- 
vice. 

Sacred Heart Church, Rev. W. 
George Mullin, rector. Sunday 
masses—8 and 10.30 a. m. Week- 
day mass, 7.30 a. m. Sunday eve- 
ning devotions at 7.30 o’clock. 


BEVERLY FARMS 


St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Sunday school at 10 a. m. Morning 
service and sermon 11 a. m. Holy 
communion first Sunday of each 
month, 11 a. m. Hvening service 
and sermon 7.30 p. m. 

Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.45. 
Bible school at 12. Y. P. S.C. E,, 
6.15 p.m. Evening worship and ser- 
mon, 7. Communion service the 
first Sunday in the month. Mid- 
week service, Wednesday at 8 p.m. 

St. Margaret’s, Rev. Nicholas R. 
Walsh, rector. Sunday masses at 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p.m. 


MAGNOLIA 
Union Congregational. Sunday 
morning worship with sermon, 10.- 
45. For other notices see news col- 
umns. 


WHEN THE WINNER LOSES 
(FICTION ) 


(Continued from page 6) 


started off toward the office where 
she was employed as a stenographer. 

His “All right, but—” was drowned 
in the shriek of a train whistle. They 
reached the building where Betty’s 
office was located and went up in the 
elevator to the seventh floor. Percy 
elected to remain in the waiting room 
while Betty went inside to finish up 
her letters. Several nice-looking 
young ladies came out of the office 
during the next fifteen minutes, and 
each time the office door opened, Per- 
cy started to get up from his seat. 


NORTH SHORE BREEZE and Reminder 


TOWN NOTICES 


MeBoNt Goll be Tie 


INZOe TAL Oo 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o’clock. 


SAMUEL L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


TOWN TREASURER’S NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a. m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

E. P. STANLEY, 
Treasurer and Collector. 


SCHOOL NOTICE 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 

The Superintendent will have office 
hours at the Town Hall from 8 to 9 a. m. 
and 4 to 5 p. m. every school day, and 
9 to 10 every Saturday morning. 

SCHOOL COMMITTEE. 


Then he got nervous, pulled out his 
watch every sixty seconds, strode up 
and down, and sat down again. He 
could hear the ceaseless clicking of a 
typewriter inside. Would it never 
stop? Didn’t Betty realize that they 
barely had time to get to the Stadium 
in time for the game? And think of 
the crush there would be, and the long 
line, even for those who had tickets in 
advance ! 

The typewriter stopped. Percy got 
up, buttoned his coat, put on his 
gloves, fixed the crease in his hat, and 
sat down again. The typewriter start- 
ed up again. So did Percy. With a 
despairing glance at his wrist watch, 
which now said 1.30, he rang for the 
elevator and made his way out to the 
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FOREST WARDEN NOTICE 


This is to inform the public that I have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
have appointed the following as my depu- 
ties: 


LORENZO BAKER 

ISAAC P. GOODRIDGE 

JOHN F. SCOTT 

JACOB H. KITFIELD 

JOSEPH P, LEARY 

ALLEN 8. PEABODY 

ARTHUR 8S. DOW 

PATRICK J. CLEARY 
PETER A. SHEAHAN, 


Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 


Applications for the removal of the 
contents of cesspools and grease traps 
should be made to S. A. Sinnicks. 

Per order the Board of Health: 

WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NewTek 
The regular meeting of the Park Board 

will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved tor payment 
the following week. 

MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 

The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 


Per order, 
MANCHESTER WATER BOARD. 


street and down into the subway. 

Five minutes later the typewriter 
ceased for good, and a flushed Betty 
appeared at the door of the office. 
“Pn through,” she said. “Why, 
where’s Percy?’ 

She inquired of the elevator boy if 
he had seen a young man going down. 

“Ves, miss, | took him down in the 
elevator about five minutes ago. Don’t 
know where he went, miss.” 

Betty went out to the street, looked 
up and down, and saw everybody, ex- 
cept Percy. 

“Well, of all the tricks to play on a 
girl, that is the limit!” she said to her- 
self as she rode up again in the eleva- 
tor. She looked about to see if Percy 
could possibly be around, locked up 
the office, waited a few minutes, and 
then rang for the elevator again. 

“Sorry, miss. I was sure it was 
him though,” the elevator boy sympa- 
thized as she questioned him. 

Betty hurried across the street to 
satisfy her angry spirits with hot 
chocolate and a sandwich. Then she 
took the subway for Cambridge. 
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OLIVER T. ROBERTS 


NORTH STO Rus BREEZE and Reminder 


Lae 


WILLIAM HOARE 


ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty 
Particular Attention Given to Jobbing 


MANCHESTER-BY-THE-SEA 


Telephone Connection 


INCORPORATED 1903 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 
BEVERLY, BEVERLY FarmMs, MANCIIESTER AND HAMILTON, MAss. 
Connected by Telephone 


J. M. Publicover 


PUBLICOVER BROS. 


Contractors and Builders 
Special Attention Given to Jobbing, Furniture Repaired, Etc. 


Tel. Con. 


JOHN F. SCOTT 
Plumbing and Heating 


Personal attention given to all work 
35 years’ experience 
Tel. 12 


Shop and Office, 112 Pine St. 


| ~ ROBERT ROBERTSON CO. 


SHOP: Off 4. Tele Gon. ch SHOP 00 High Meee ESOL ES eee eee st. BEVERLY FARMS 


Ww. JL M. Publicover = TES Eee Publicover 


P. O. Box 74 


Manchester-by-the-Sea 


Tel. Beverly Farms 130 


Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 


BEVERLY FARMS, MASS. 


Shop at Pride’s Crossing 


Edward F. Height. 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 


12 Desmond Ave., 


Tel. Con. 


MANCHESTER, MASS. 


GEORGE S. SINNICKS 


MASON, CONTRACTOR 


Manchester, Mass. 


Reaching the Stadium, she was sur- 
prised to find Eugene Rogers, an old 
grammar school friend, now a Yale 
student, acting as usher at the gate. 

“Why, come right in,” he said. 

The ticket-taker was so surprised 
that he forgot to ask her for her tick- 
et. Betty, however, did not forget, 
and told the Yale man the story of 


and BUILDER 
Telephone 31 


how her Harvard friend, Percy, had 
deserted her so strangely. “He prob- 
ably got tired of waiting for me,” she 


explained, as the Yale man laughed. 
Eugene forfeited his job as usher 
and led his fair companion, thrown 
strangely upon him by fate, to the 
Blue cheering section. Betty laughed 
softly to herself as she wondered if 


Dee. 3, ae 
Percy were sitting opposite some- 
where. If he could see her now, with 


a Yale man! 

Between the halves, 
Betty out and bought her a Yale ban- 
ner. 
noticed. Yale lost, 
sympathized with Eugene 
made their way in that vast procession 
of 50,000 football fans 
from the Stadium. 


“Never mind, I think Yale men are 
a lot more polite than some Harvard — 


men,” said Betty, 
face of her Eli. 


smiling up into the 


“Thanks, Betty,” returned the van- ~ 
undaunted man from ~ 


quished, but 
New Haven. 

Percy happened to be near and ree- 
ognized Betty’s’ voice. 


and her Yale escort and was about to 
pass on when Betty’s voice called him 
back. 

“Mr. Maguire, of Harvard, 
Mr. Rogers, of Yale. 
kept you waiting, Percy, but—” 

Her apology was unfinished, 
Eugene broke in: 

“The Crimson may have beaten the 
Blue in football, 
man lost out on something else.” 


WHAT IS WRONG? 


O you know the young fellow who 

works for $25 a week and who is 
wearing a new winter suit that cost 
$85? 

Do you know the wage earner who 
loafs because he is afraid if he does 
too much he will work himself out of 
a job? 

Do you know the fellow who lets a 
fresh clerk sneer him into buying a 
$15 hat, for fear he’ll seem cheap, 
when he can get a satisfactory one for 
$7? 

Do you know the investor who has 
traded his Liberty Bonds for a prom- 
ise of a hundred percent profit in a 
stock company backed by a dishonest 
promoter ? 

Do you know 
says: “Wrap it up, 
much ?” 

Do you know the person who lets 
the desire of the moment destroy the 
results of days and weeks of thrift 
and saving? 

Do you know the man who thinks 
it is not necessary to save? 

Do you know the man who says 
that the government saving securities, 


meet 


for 


the shopper who 
” instead of “How 


Liberty Bonds, War Savings Stamps 


and Treasury Certificates are too slow 
or too small or too old-fashioned for 
his investment ? 


If you do, you know pretty well” 


what is the matter in this country to- 
day.—F orbes. 


s 
he 
A 


Eugene took 
She was already wearing a Har-~ 
vard pin, but it was too small to be © 
but Betty was 
loyal to her newly adopted colors and — 
as they) 


emerging — 


Then hem 
caught sight of Betty’s Yale banner © 


Sorry to have — 


but one Harvard — 


fi 


i 
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B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


bS- Grosstot. 


Tel. Conn. 


Beverly 
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JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 


Dealer in 
PAINTS, OILS, VARNISH, GLASS 


DesmMonp. AVE., MANCHESTER, Mass. 


Telephone 106-M. 


SHEEHAN & MURPHY 
Plumbing and Heating Engineers 


Estimates given on new work and alterations. 
Turning on and off water a specialty 


to all jobbing. 


Personal attention 


‘‘Best quality and workmanship’’ our motto 


SALEM 


2387W 181W-181R 


BEVERLY 


BEVERLY FARMS 


Head office: 260 CABOT ST., BEVERLY 


nn nn eS 


THADDEUS F. CALL 


First 
Class 


PAINTER AND DECORATO 


Interior 
and Exterior 


All work personally attended to. Our Motto: ‘‘Do it now.’’ 


46 WASHINGTON ST. 


EE GON: 


GLOUCESTER 


BREAK THE DEADLOCK 


Buy Goods —Set Wheels of Industry 
in Motion — This Is Need of Hour 


Editorial Reprinted from Monday’s Boston Herald 


REAK the deadlock. Reopen the 
factories and mills, which are now 
sagging down to only part time. The 
way to start them is to buy the goods 
from the shelves of the retailer, so 


that he will turn about to the manu- 


facturers with new orders. These 
will set the wheels of industry into 
‘motion. And with the wages thus 
paid out, a new demand will spring 
up for the commodities and the ser- 
vices which you and every other per- 
son in the community has to offer. 
Thus prosperity will be self-feeding. 
Tt always is. All that the present sit- 
uation needs is the breaking of a curi- 
ous impasse which has come about as 
a result of which goods are stagnating 
on their way between the factory and 
the ultimate consumer. 

Do not make the mistake of think- 
ing that there is an excess of commod- 
ities. Do not infer this from the clos- 
ing of factories and mills. That 
would be an unreal test of what is go- 
ing on. In these columns yesterday 
Clarence W. Barron, one of the fore- 
most financial authorities in the coun- 
try, declared that we are really short 
of the great basic commodities instead 
of being oversupplied with them. 
“The transcendent fact is,” he said, 
“that in this country essential goods 
have been consumed during the past 
six months to a greater extent than 
they have been manufactured. ame 
cloth does not exist in this country out 


of which can be manufactured the 
clothing that -should be demanded 


‘for this winter and next spring. I 


- do not know when the spindles are go- 


ing to turn, but I do know that there 
will be hurry-up calls for cloth.” 


Your own experience will bear out 
this observation of Mr. Barron’s. So 
great was the depletion of goods dur- 
ing the war that we have by no means 
caught up, nor can we do so for some 
time to come. What we have come 
upon is a little “psycholdgy.” The 
public, whether in the stock market or 
in the commodity market, become 
spirited bidders when prices are go- 
ing up; but they are strangely timor- 
ous when prices tend to fall. As the 
saying is—“They will follow a rising 
market to any length, but are reluc- 
tant to take advantage of a falling 
one.” The latter is the part of wis- 
dom, both in the stock market and in 
the commodi‘ies market. This is such 
a time. Now we have such an oppor- 
tunity. 

Mr. Barron told a good story of a 
friend of his who had been wearing 
his clothes threadbare, on the falling 
market, until he heard that there was 
an ac ual scarcity of cloth, when he 
straightway ordered three suits. And 
this, Mr. Barron explained — this 
state of mind on the part of the pub- 
lic——was all there was in the contrast- 
ing conditions known as booms and 
depressions. In this we think he is 
nearly correct. As to the retailers’ 
prices, our idea always has been to 
trust to the law of supply and demand 
to make the adjustments. For your 
patronage the retailers today are in 
spirited bidding. Take the best bid 
you see them offer. Strike the best 
bargain with them, 


But keep up your 


H. Guy Lyman 
A MODERN PLUMBER 
Our work is always satisfactory 
324 Rantoul St. BEVERLY 
Telephone 1377-M 


D. T. BEATON 


Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 
and Heating; Tin, Copper and 
Sheet Iron Worker. 

Tel. 23 ain) Fa 


Manchester, Mass. 


STEEP bend 


Telephone 687-W Gloucester 


J. H. MORROW & CO. 


AV HARTZ ST: (GLOUCESTER 


PLUMBING 


HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 


TUE Eee 
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purchases, and thereby do your part 
toward maintaining in continuous mo- 
tion those wheels of industry on 
which the welfare of the entire com- 
munity depends. 

If you fail to do this you will, in- 
cidentally, accen‘uate one of the worst 
evils of the present situation, and that 
is the shortage of money. When 
people in the great factory centres are 
out of work they draw on their re- 
serves, in the savings banks and else- 
where, and so lower those reservoirs 
of available capital out of which the 
great basic industries necessarily op- 
erate. You do not want such with- 
drawals. Your interest lies, as an ev- 
eryday citizen, in having money more 
plentiful rather than less so. To that 
end you ought to keep the wheels of 
industry humming. You must do 
your part by lifting goods off the re- 
tailers’ shelves. And if Mr. Barron 
is correct in saying that we have an 
actual commodity shortage, you will 
be displaying the part of wisdom to do 
your purchasing when the opportuni- 
ties for purchasing are good. 

Break the deadlock! Restore the 
fac‘ories and mills to full time! Move 
the goods! Live and let live! 

Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NortH SHORE 
BreEEzE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 
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A Leather Department that is unexcelled 
for its great variety of Christmas Gifts | 


YOUR CHRISTMAS GIFT PROBLEMS will quickly disappear when you 

visit this department and see the great variety of attractive and useful 

things. 

OUR LEATHER DEPARTMENT occupies twice the space it did last year 

and there are very few leather departments in New England that can 

offer you the assortment of fine leather goods that you will find in our 

store. 

THE Prices also are sure to please you, for we know from actual comparison of 
values with other stores that our prices are lower. We have yet’ to find an instance 


where we are undersold and in almost all instances there is a distinct saving made 
when you buy of us. 


You Witt Atways FINp a complete stock from which to select, for we never let 
our stock run down, but replace all good selling items right up to Christmas. 


Many Peropte fill their complete Christmas requirements at our Leather Depart- 
ment. They know from experience that fine quality leather goods are always sure 
to please. 


DANIEL LOW & COMPANY 


The Christmas Gift Store of Essex County 
SALEM, MASS. 
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A Gift of 
HANDKERCHIEFS 
Is Sure to Please 


IF plain Handkerchiefs are 


welcome remembrances, SUTSS 


SALEM.MASS.. 


ly the snowy bits of linen that 


NECKWEAR FOR WOMEN IS MORE 
IMPORTANT THAN EVER 


embroidered in 
And, 


of course, there are people on 


have initials 


one corner are triply so. 
THE new suit can scarcely be worn without its artistic piece of neckwear; for 
your list who will like Hand- 


kerchiefs bright with color 


WE 


when to quit buying 


saw so many kinds that were compellingly alluring that we hardly knew 


and most women will feel the same way. 


IT certainly does add immensely to the scope of one’s wardrobe to have a new 
piece of Neckwear to put on almost every time one goes out. 


PEN Po KS 
FINE Pos 


$1.00 
$1.50 


o. Sih, B16" e.g Se ie ene 6 N68 oP aT One ean ene 


SCARFS 
all colors including plenty of camel’s 


$4.50 to $12.00 


FOR Boys—all 


colors 


OF wool in 
shade 


ot 

: 

: 

| 
the collar, the gilet, or jabot adds such unquestionable, almost indispensable, 
smartness and effectiveness 

i 


Ol 


Friday, Dee. 3, 1920 


J SLES OCS Ee OLS OO. 6 twee eres Meas 


TIES 


silk plaids. 


and to help you please them 


we have gathered together 


just dozens and dozens of 


amazingly pretty ones. 


50¢ yd. 


Bright and dark 


50¢ 
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Society Local Happenings Editorial 


: 


. 


already well-known to you. She will ap- 
pear at the Boston Opera House, Sunday, Dee. 19, at Saorp. ms 


This is Mary Garden 


ie __....... eee ee 
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2 NORTH SHORE BREEZE and Reminder 


1920 CHRISTMAS CLUB 


closes on December !1th. No deposits taken 
after that date. All books must be presented 
at the bank on or after December 15th, at 
which time check will be given to depositor. 


1921 CHRISTMAS CLUB 
OPENS ON DECEMBER 20TH 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


EDWARD A. LANE 


HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGINGS 
in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
55 SCHOOL STREET Tel. 247-R. MANCHESTER, MASS. 


W. B. CALDERWOOD 


Successor to DAVID FENTON CO. 
BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res. 254-R 


BRIDGE STREET 
MANCHESTER 


AXEL MAGNUSON 
Florist and 


Landscape Gardener 


BEDDING PLANTS 


Telephone 172-R IN GREAT VARIETIES 


Lehigh Valley Coal Sales Company 


COAL 


Samuel Knight Sons’ Co. 


} 32 CENTRAL ST. Tel, 202 MANCHESTER, MASS. 
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Why do soldiers fire a volley over 
the grave of a dead comrade? 
Because in days gone by, when su- — 
perstition was practically universal, it — 
was generally believed that making a © 
noise kept away evil spirits, and the 
passing bell came into vogue for that — 
reason. When firearms were invent- 
ed, volley firing was substituted for ~ 
the passing bell, the belief being that 
the sound of battle would be more effi- 
cacious in the case of a soldier. | 


Dee) ae () 


a 


\/ 
? 


° 


Why is it customary to mount a 
horse from the left side? 

Because, in the days when a sword 
was an essential part of a man’s dress, ~ 
and hung at the left side, mounting 
from the right side would have neces- 
sitated taking hold of the scabbard 
and placing it over the saddle with the ~ 
hand needed to assist in mounting. By 
mounting from the left side the sword 
hung clear and allowed easier action. 


Why do we speak of the “near? ~ 
and “off” horse? 

Because in the days when the driver 
walked beside the horses his position 
was always at the left, with his right ~ 
next to the team. Therefore, in driyv- ~ 
ing a pair, the horse on the left was — 
nearer than the one on the right. The ~ 
“near” horse is always the one on the 
left. : 


Got Proressions Mrxep 

Mother (after visitor had gone)— 
Bobby, what on earth made you stick — 
out your tongue at our pastor? O, 
dear ! 

Bobby — “Why, muvver, I just 
showed it to him. He said, ‘Littul 
man, how do you feel ?’—and I thort © 
he was a doctor !—Life. : 


AT CHRISTMAS-TIDE 


Could every lisping child be taught 
Beside his mother’s knee, 

How lovely are the ways of Peace 
And sweet Humanity; 


How every frail and helpless thing 
The weak and the oppressed, a 
Should stir his heart with pitying love, 
Wake mercy in his breast; . 
Could he be taught how sweet the joy, — 
What rich reward they gain, 
In faith and love and gratitude, 
Who nunister to pain:— 


How many Yuletides would earth ~ 
know 
Before all wars would cease, 
And men would live in brotherhood 
And universal peace? 
—LoveEtia C. POoore. 
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How ANNoyING a strike for higher wages for indoor 
employment must appear to one who has sought employ- 
ment in vain! 


| THE ARMENIAN AND SyrIANn relief committee, in 
| which so many of our North Shore summer and perma- 
| nent residents have been interested, has been incorporated 
| under the name of the ‘‘Near East Relief’ and is continu- 
| ing the work which was so admirably begun during the 
| war. The committee has been reorganized and_ strong 
chapters established in every state. Augustus Peabody 
Loring, of Boston and Pride’s Crossing, is the executive 
| chairman of the Near East Relief committee for Massa- 
| chusetts. President Emeritus Charles W. Eliot, of Har- 
| vard university, has been elected the honorary chairman. 
| There is an able board of men well-known in New Eng- 
land, and on the North Shore more particularly. An ap- 
pealing Christmas letter has been sent out for funds for 
the work. It is appropriate that this should be sent at 
Christmas time. On the first Christmas the men of the 
East brought gifts to the cradle of the Christ in Palestine. 
Christmas is the fitting time for the West, in His Name, 
_ to send gifts to the Near East, the lands of the Armenian 
_-and Syrian peoples. 
| At a Beverly Farms meeting, last Sunday, the speaker, 
_ John T. Theodore, field secretary, said that “the Near East 
_ committee had placed over forty millions of dollars at work 
to relieve the sufferings of the people. They have adopted 
fifty thousand orphans, established hospitals, founded ref- 
uge homes for girls rescued from harems, revived native 
industries and established motor truck relief routes five 
hundred miles inland. In this work Massachusetts has 
_ cared for over six thousand war orphans at Harpoot.” 
The Near East presents to America the greatest prob- 
lem of Christian obligation of the decade. America has 
_ not failed during the last three years and will not fail now. 
_. Already the treasurer, at 1218 Little building, Boston, is 
_ receiving the evidence of the Christmas spirit of Massa- 
_ chusetts. The people of Massachusetts will show the 
_ Christians of the Near East that they know the real mean- 
ing of the spirit of Christmas. 


: 
| 
Ir THE Co_p Winps of the north will keep the snows 


of winter away, the winter will be shortened. Already the 
long autumn and the tolerable December have made the 
winter season that much shorter. 


CanavdA Has An unemployment problem as well as 
America and, like America, seeks for a restriction of im- 
migration. Canada proposes a money test; but this will 
not prove an effective standard. Better an honest man 
well equipped with brains and high ideals, with only these 

_ to begin his career in a new land, than a rascal with money 
in his jeans! 


Ir Is a Wise estate owner that hesitates before he 
shortens his payroll account. 


It may mean comfort for 
many families, 


tion 


THe WorkMAN Who has a contract with his em- 
ployers carefully signed arises to go to his labor with an 
assurance that must be a satisfaction to him. 


Harp Times Have Returnep. The period of reac- 
has come. Everywhere in this immediate vicinity 
there is unemployment. The United Shoe Machinery Co. 
has been discharging large numbers of men because there 
has not been work enough to keep the men busy. The 
leather industries of Beverly and Peabody, as well as 
Lynn and Boston, have been hit hard. The employment 
agencies can no longer find places for the applicants who 
appear. ‘he conditions have changed; men are seeking 
positions instead of the positions seeking the men. In the 
town of Marblehead, it is estimated that there are at least 
five hundred men who are not employed. To prevent the 
suffering which the conditions compel a special town meet- 
ing has been called to consider the advisability of begin- 
ning town improvements in order to give employment to 
the men who need work to support their families. 

The conditions are not local. They are widespread. 
All over the country the same conditions obtain. The gen- 
eral conditions of the factories are the same everywhere. 
There are many reasons advanced. One man’s economic 
solution of the problem is as good as another’s. One fact 
must remain true and that is that no one reason can ac- 
count for the present depression. It is not a general or- 
ganized plan to discommode labor. It has been said that 
the present operation is a widespread policy of capital to 
defeat labor and demand concessions. This cannot be so, 
for if employment could be given and profits made, or- 
ganized capital would, from the operation of a simple law 
of economies, continue to do business and make profits on 
the high wage scale. 

The facts of the situation are that the abnormal con- 
ditions of the war period have passed. The high prices 
have compelled a restriction of purchases over a long peri- 
od of time and a crisis has been reached. After it has 
passed there will be a general leveling of prices and a re- 
duction of wages. The new conditions after the crisis 
must be better for all concerned. If the records of other 
periods of depression are a guide, the acute stage of the 
present crisis should terminate in the early spring and its 
last uncomfortable throe will have passed with the reaping 
of the harvests of 1921. There is an economic storm on 
of no small magnitude. It must be weathered. It will 
cause suffering and losses, but it ought not to be of long 
duration. There are no signs which point to a depression 
of business in its most widespread influence. Normally 
America ought to prosper. There 1s money enough for 
everyone. The harvests have been good. There is work 
to be done that should be done. Yet depression is upon the 
nation. Let it be hoped that optimists are right in their 
prophecies that the storm will not last long! 


Tuere Is More kindliness in a firm hand that re- 
bukes wrong than in a weak spirit that tolerates evil. 


THe CLoTHinG DeaAcers have found that the public 
has been able to register its disapproval of the high prices 
by refraining from buying and they have served notice in 
turn upon the worker’s unions. The readjustment period 
is bringing its problems in all lines. 


Tue Ponzi Victims will learn before their thirty 
percent easement is paid that “easy money” was for the 
“banker” prince, not for the investors. 


Tue Poticy oF THE American government and of the 
American people has always been against the restriction of 
immigration. America has always maintained an open- 
door policy because of the widespread interest in giving 
everyone who should seek for it, the liberties and oppor- 
tunities of the American nation. The nation has needed 
the men who have come, to man the farms and factories of 
the land. The American people still feel kindly to suffer- 
ing mankind in every land and seek to give them an op- 
portunity to find liberty in the new land. Unfortunately a 
crisis has arisen. The labor conditions in America are not 
normal and thousands of workmen are still unemployed. 
Has not the war demonstrated the need of a widespread 
program of Americanization? Does not the war teach 
clearly the necessity of assimilating the men who have al- 
ready arrived? Normal conditions do not exist in Europe 
or Asia. The number who are seeking America will give 
the immigration department great problems to solve. 
America needs to care for the men and women who are 
now here. The nation needs to have time to modernize its 
immigration laws. 

Arrangement should be made to examine the men who 
are seeking America in Europe, and not subject the trans- 
portation companies to the task of returning the rejected 
applicants. In this way the American immigration officers 
would be spared the increased work of examination in 
America and save the individual the humiliation of being 
rejected here and then be forced to return to the homeland. 
When the emergency problems are considered it will appear 
that America can reverse its policy for a short while if or- 
der to prevent the evils which are sure to follow the pres- 
ent policy. There are arguments against the reversal of 
the policy which have weight and must be carefully consid- 
ered. Yet all of these do not in any way disprove the val- 
idity and advisability of the arguments for a restriction of 
immigration for a short period of time as an emergency 
policy. 


Tue INcREASING NuMBER of motor accidents re- 
quires greater attention on the part of chauffeurs and 
pedestrians. The man who walks may often be the cause 
of an accident. There is no surer way of joining the sui- 
cide club than by walking aimlessly and unguardedly, diag- 
onally across thoroughfares, between the crossings. 


Tue FeperRAL Boarp for the vocational education of 
wounded soldiers and sailors of the last war has a tre- 
mendous task ahead of it—a Good Samaritan task that has 
not been presented to the world in years. The problem at 
the present time will grip the hearts of all true Americans. 
The work which the board has to do will be to show the 
good will and kindly interest of the people of America in 
the men who have suffered so much. The American peo- 
ple are willing and must give to the men who have been in- 
jured in the holy cause a training that will equip them for 
their life work. To instruct these men the nation must 
provide not only for instruction of mind, but for an inspir- 
ation of their minds and wills. To pauperize them will be 
lamentable. To pamper them will be unwise. To fail to 
do them justice and give them adequate training will be 
deplorable. The task is a great one and must be ap- 
proached in the spirit of brotherly kindness which knows 
how to rebuke as well as assist. To aid by discipline is 
normal and helpful. The task of training the wounded 
men will require firmness and kindness; firmness in com- 
pelling the men to exert their own powers to their capacity 
and kindliness in aiding them in the spirit of cheerfulness 
to acquire a training to fit them for life. The vocational 
training policy has great merits. The nation should with- 
hold no efforts, however strenuous, to make the vocational 
training problem successful. 


Wuat Are the moral liabilities of the Ponzi winners? 
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Tue HeattH Boarps are reporting excellent condi- 
tions. 
ness conditions. 


There is much to be thankful for, despite the busi- 


GREAT BriTAIN has been trying out a plan of insur- — 


ance against unemployment. The employer and the em- 


ployee share in the premiums paid and both benefit by the — 
The workman is assured daily 


operation of the plan. 
bread during unemployment. The employer is assured a 
well ordered working force when payments are resumed. 
A wise employer dislikes to discharge a competent worix- 
man because it weakens his organization. The plan of in- 
surance will be carefully watched by interested folk on 
both sides of the ocean. 


Tue Pritcrim FatTHers would turn in their graves if 


they could but know what expenditures have been made 
for the “tercentenary.” 


Warren G. HArpInG made a capital farewell address 
to the Senate on Monday. It was an unique occasion, be- 
cause the election of Mr. Harding is the first in the history 
of the nation when a senator has been advanced to the pres- 
idency. The turn of events is strange, because for four 
years, if not longer, the President and the Senate have 
not worked harmoniously. Now a man is chosen from 


among the senators of the nation to occupy the President’s 


chair. Mr. Harding stood in the Senate room, last Mon- 
day, still a senator, but a president-elect, and asked for the 
cooperation and support of that powerful organization. 
The President ought not to need to cater to any branch of 
the legislative councils of the nation. It is not likely that 
Mr. Harding will; he will not have to do so. He knows 
the causes of misunderstanding with Mr. Wilson so well 
that he will be able to avoid the pitfalls and mistakes which 
would result in an alienation of the support and codpera- 
tion of the Senate. The President-elect knows the Sen- 
ators and has their support. The lower branch has a large 
working majority for his party. The games are set for 
teamwork of high character, and success should attend the 
plans of the party and the President. If he and the party 
fail, the responsibilities of the situation cannot be avoided. 
The nation will hold the party and the President accounta- 
ble for failures of the future. It would appear, however, 
that the time had come for the Republican party to do ef- 
fective work. It has the opportunity. It will not fail any 
more than after the great Civil war. The great reconstruc- 
tion party has a task to perform and it should be done well. 


Tue WINNING of the suit against the Lehigh Valley 
Railroad indicates that the anti-trust laws have teeth and 
are not a harmless expedient “devised by well intentioned 
legislators to appease the demands of the people to do 
something.” 


THERE Has BEEN a wave of crime that has annoyed 
the police, but has not baffled them. The war has caused 
much of the present trouble and criminologists have been 
prepared for it. There have been three conditions which 
have led up to the present difficulty: First, the extravagant 
standards of living of the war period by heavy earners; 
second, came the influence that always follows the closing 
of a war, and finally, the depression of business. All of 
these have contributed to the causes which have resulted 
in the crime wave. 


THE RaiLtroAp PrRoBLEM awaits solution. The ab- 
normal conditions have affected the New England roads: 
and the future is dark. The governmental ownership plan 
that promised so many things has failed and private con- 
trol has not had an opportunity to reclaim the roads. The 
prosperity of the railroads is vital to the prosperity of the 
territory they serve. The problem must be solved. 


a Mi — 
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In one respect at least we may be sure 
this will be an open winter— 
open to criticism. 


i] 
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British speakers recently told mem- 
bers of the Twentieth Century 
club that the League needed the 
“vision of the United States.” 
This seems to be one trouble 
with the league,—too much vision 
from the U. S. 


oe. 

Now that we have found out where 
the graft lies in anthracite coal 
operations will it be any easier to 
pay the bill for that graft? 


es 
A resolution has been introduced in 
the New York board of Alder- 
men asking for legislation to 
amend the penal code to make 
acts of robbery committed with 
a gun punishable with life im- 


prisonment. Why not include 
the auto thief along with the 
yegg-men. 


ae 
If some of the present unpleasantries 
continue at Geneva it will be 
necessary to be more explicit 
when the vacant chair is men- 
) tioned. 


le 
There seems to be a bit of sarcasm 
in the rejection by Sweden and 
Denmark of the mandatory for 
Armenia in referring to it as 
“your noble offer.” 


—_o— 


Judge O’Brien of the Lynn court is 
disposed to be lenient with the 
woman who finds her husband 
in the company of another wom- 

| an and starts a hair-pulling con- 

) test. Evidently the Judge is a 

believer in woman’s rights. 


O 
Home-made Christmas plum pud- 
dings, mincemeat, brandied cher- 
ries and peaches flavored with al- 
coholic spirits will be a violation 
of the prohibition law this year. 
Watch out for any person asking 
for samples of the above-men- 
tioned articles, as said person 
may be in search of evidence to 
get you into trouble. 
LSS 
It’s just the right time of year for 
the Commercial Travelers associ- 
ation to put that bill before the 
New Hampshire legislature re- 
quiring that sheets on the hotel 
beds shall be at least nine feet 
long. If the solons wake up in 
the early morning and find their 
- feet “on the outside looking in” 
it’s easy to guess how they will 
vote. 


Having carefully studied the question, 
the Wise Men of Geneva have 
reached the conclusion that the 
time has not yet arrived to take 
the arm out of armament. 

eee 

Snow fences will be built in the Bay 
State this year as a means of 
keeping the highways free from 
snow drifts. Ten thousand dol- 
lars will be spent for the purpose. 
The fences will be of wood and 
in sections so that they can be 
taken down and stored during 
the summer. 

oa 

Airplanes are being used to carry 
booze into the United States from 
Canada, it is said. Prices for li- 
quor have long been soaring and 
now the stuff itself is “up in the 
cite 


a, 3 

The Kansas City Star inquires if 
there is anybody else in the audi- 
ence who desires a “great and 
solemn referendum” on any sub- 
ject. 


ee 

ust when we had been thinking that 
rua ee 

we were enjoying a “strikeless 

period” comes the news that the 


“consumers’ strike” is being 
blamed for the present business 
depression. 


—9— 


Massachusetts hunters are out on the 


trails this week. Watch out, 
deer! 
S(t 
Dr. Myerson, Tufts professor, in 


stating a few of the outstanding 
faults of the present-day woman, 
such as being strong enough for 
college athletics, but too weak to 
wash dishes, trained to emotion- 
ality, vanity and romantic ideals, 
pours oil on the troubled waters 
by concluding that “man would 
be a total wreck if he tried for 
one week to do woman’s house- 
work.” 
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HE PILGRIMS were men who 
listened to their leadings and 
obeyed. They were not different 
from others, save in that. And 
they found that their leadings did 
not betray them. The voyage did 
not constitute their great achieve- 
ment; it was their willingness to 
change their sphere of life for an 
Idea. It is the Pilgrim test. That 
is where most of us fail. Are you 
willing to come down in order to 
go up. If you are, then you may 
consider yourself emancipated from 
the most prevalent fear that exists 
today. To be what we may, many 
of us have got to start again, and 
to start again we have got to go 
back, and that is where most of us 
say to our Leading—‘‘No, I’m 
afraid to do that.’’ But the Pil- 
grims DID IT.—Henry Ford’s page 
in Dearborn (Mich.) Independent. 
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Goy. Coolidge, speaking in New York 
at a meeting of the Business 
Men’s’ Republican club, — said: 
“The only freedom man can ever 
enjoy is self-direction in doing 
right.” The vice-president-elect 
also made an earnest plea for 
business morality. 


Es 

Banks will pay 3,000,000 members of 
Christmas savings clubs some 
$110,000,000 during the next 
two weeks. This plan of saving 
1S a most commendable one and 
has probably been the means of 
starting many a permanent bank 
account. 


—— 

A bill prohibiting the manufacture, 
sale or wearing of heels more 
than one and one-half inches in 
height will be presented at the 
next session of the Massachu- 
setts legislature. Another step 
in bringing the ladies down to 
the level of mere man. 


0 
Sunday was observed as Health Day. 


The Christmas Seal Sale was 
given special emphasis. This 


seal has been described as a “good 
missionary” in combating tuberc- 
ulosis. How many “missionaries” 
will you send out this holiday 
season ? 


shi! 
Williams, vice-president of two 
or three coal companies, stated 
Saturday that the “hoarding (of 
coal) by individuals” has caused 
a shortage. How many of the 
“hoarders” are found in the ranks 
of the common peepul ? 

epi as 
Do you remember the many times you 
have resolved to “do your 
Christmas shopping early.” Do 
not fail to put that intention into 
action this year. 


Mr. 


SANE: 

I*fficiency in loading the freight cars 
has saved the American people 
$3,000,000,000 = since = March. 
What has the average American 
done with his share of these 
savings ? 

a 

Maine reports 10,000 deer and 38 
hunters slain this year during the 
open season. Can this be called 
a “very successful season?” 


cpl 

“John” may be dead, but his near-rel- 
ative “Jakey” is alive and into 
considerable mischief. 

aaa 

In 1919 there were one million wed- 
dings celebrated in the United 
States, but only 70,000 new 
homes were erected. It is esti- 
mated there is a_ shortage of 
400,000 homes, 125 families for 
each 100 homes. Little question 
for today: “Where are those 25 
extra families living now?” 
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RIDING THE PLAINS WITH MOUNTED POLICE 


Capt. MacKay, Former Member of Force, Relates His 
Experiences Before Members of Manchester Club 


T the Manchester club Friday eve- 

ning of last week, Capt. Daniel Mac- 
Kay, of Boston, a former member of 
the Canadian Northwest Mounted 
Police, entertained the members for 
nearly two hours with some of his ex- 
periences while riding the plains with 
the Royal Northwest police. 

President Allan S. Peabody, pre- 
vious to his introduction of the 
speaker, read a short description of 
an incident pertaining to the police 
work from one of Ralph Connors’ 
books, in which a typical northwest 
scene was depicted, wherein the en- 
trance of one of the. Royal police 
averted a probable murder at a 
gambling joint in a mining district. 
The trooper alluded to in the book 
was none other than Capt. MacKay 
himself, who at the conclusion of the 
reading took the floor and held the 
undivided interest of his audience un- 
til the finish. 

His talk, which dealt entirely with 
the force, its makeup, work and hard- 
ships they had to undergo, was doubly 
interesting, coming as it did from one 
who had spent nearly four years in 
its service. 

In 1638 Great Britain granted cer- 
tain charters to the Hudson Bay Co., 
which had posts established through 
the Canadian northwest. These char- 
ters were continued for a great many 
years, but about 1866 Great Britain 
decided that the Company was doing 
about as it pleased, regardless of 
the charters, and decided to take the 
district over. 


Lawless Element 

As there was known to be a very 
lawless element there, it was thought 
the only way to handle the situation 
was to police it. Two regiments of 
soldiers were sent over, but it was 
soon found that the inhabitants, who 
were made up mostly of Indians and 
French Canadians, did not get on 
well with the soldiers, so Col. Mc- 
Cloud, of the Scotch Greys, was sent 
over to look over the situation. 

He decided that what was needed 
was a police force, independent of the 
local forces, but who would have all 
authority to enforce the laws _ laid 
down by Great Britain. He grouped 
together a number of young men, 
many of whom were college men, 
who for one reason or another were 
willing to enter the service. They 
were called the Royal Northwest 
Mounted Police. 

Capt. MacKay’s association with 
the force came about as follows: 

A member of a class of 54 graduat- 


ing from an engineering school, he 


was one of ten of the class chosen to 
go to Winnipeg to assist with the en- 
gineering layout of the Canadian Pa- 
cific Railroad. There were five or 
six hundred men on the job and like 
all bodies of men of that number 
there was one who was the particular 
bully of the bunch. In due time the 
bully found his match in MacKay, 
who administered a most through 
beating, due to his scientific knowledge 
of boxing where the other depended 
entirely upon his brute strength. 

The morning following his fight he 
saw approaching one of the Canadian 
police, who, upon riding up, asked 
for him. MacKay answered, and 
said : 

“[ suppose you are here to arrest 
me.” 

Whereupon, much to his surprise, 
the officer, who was a colonel, an- 
swered : 

Asked to Join Force 

“Arrest you! No, indeed, I come 
to see if we couldn’t get you to join 
the force, as a man who can put up 
the fight you did last night is just the 
kind we are looking for.” 

Mackay asked what the pay was 
and was told it was 75c a day and 
subsistence. This did not seem much 
of an inducement, as he was getting 
$4 a day and subsistence, but he told 
the officer he would think it over, and 
finally decided to try it for a few 
months, or until the excitement wore 
off, when he would return to his en- 
gineering work. 

Upon deciding to join he was given 
a thorough physical test, followed by 
a mental test, which consisted merely 
of the officer looking him over and 
saying, “You look all right,” which 
concluded the test. 


Then followed days of instruction 


in wrestling, boxing, first aid, shoot- 


ing, riding and the fundamentals of 


law. 

This last was most necessary, as all 
officers try all petty cases themselves. 
It often happens that the nearest post 
is 500 or more miles away and an offi- 
cer has the authority to try and decide 
petty cases himself. 

His first station was at Saskatche- 
wan, and the first morning at roll-call 
the sergeant announced that the 
colonel wanted to see MacKay. Upon 
going to the colonel’s office MacKay 
was informed that the colonel had a 
little job for him. He was told there 
was a man by the name of Fennesy 
at a certain mining camp, that he was 
a thorough bad man. “Here is a de- 


ing over, he said: “Is your name Fen- | 
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scription of him,” said the colonel, 
“and a warrant for his arrest. Go and 
get him.” 
Mounting his horse MacKay pro- 
ceeded to the camp about 10 miles dis- 
tant and upon entering the building” 
saw, over in the corner with several | 
other men, one who answered the de-— 
scription of the man he sought. Go- 


nesy?” Upon the fellow answering, 
yes! Capt. MacKay said: “I have ay 
warrant for your arrest.” 


Intended Fight to Finish . 

Fennesy looked him over a minute 
and said: “You couldn’t take one side 
of me; Whereupon MacKay pulled 
his .45 and jammed it in his victim’s © 
stomach, upon which he readily sub 
mitted to arrest and to being searched. 
Two .45’s and a_ wicked-looking | 
knife signified his intention to fight © 
to the finish if a chance was offered. | 

MacKay, while taking his prisoner 
to the door, said he was wondering ~ 
what he was going to do with him, 
but just as he stepped outside two” 
other troopers arrived and the man | 
was soon shackled in proper manner | 
and taken to the post, tried and sen- © 
tenced to nine years at hard labor, all | 
inside of five minutes after pleading 
guilty. 

For this, his first job, Capt. Mac-7 
Kay said, when called the next morn- — 
ing to the colonel’s office, he fully ex- | 
pected promotion, but, much to his” 
surprise, the colonel, after hearing his 
recital of the arrest, severely took | 
him to task for pulling his gun, say- | 
ing, ‘““Your manual plainly tells you 
never to pull your gun unless in the 
defence of your own life. This man _ 
did not threaten your life when he 
said you could not take one side o 
him and for the breach of discipline 
you are to do three days’ duty at the © 
stables.” 


A Crazy Indian 


Shortly after this he was sent out” 
to bring in a crazy Indian, and upon 
roping his pony and as he was re) 
turning with the prinsoner, the latter © 
called his attention to a body of cay- | 
alry in the distance. Upon MacKay’s © 
turning to look, the Indian whipped 
out a knife and severed the rope and © 
put his pony to a gallop in an 
deavor to escape. A shot from the 
officer’s carbine soon brought him te 
a halt, and after taking the knife and 
securely tieing him, he was _ safely 
brought to the post. 

The colonel inquired about the in 
cident of the rifle shot the next morn- 
ing and upon being told the cause 
said : 

“You searched this Indian, didn’t 
you?” 


(Continued on page 14) 
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SOCIETY NOTES 


tss Loursa P. Lortnc, who is still at Pride’s Crossing, 

- with her sister, Miss Katharine P. Loring, was in 
Washington over the week-end and was one of the guests, 
together with Commissioner Boardman — Miss Mabel 
Boardman, formerly of Manchester—both enthusiastic and 
energetic Red Cross workers—at a luncheon given by the 
French Ambassador-and Mme. Jusserand at the embassy 
in honor of Gen. Nivelle, of the French army, the hero of 
Verdun. The General was accompanied by Col. Buckey 
and Col. Azaa. The other guests were the Secretary of 
War and Mrs. Baker, Maj.-Gen. March, the under-secre- 
tary oi State and Mrs. Norman H. Davis, Maj.-Gen. 
Bethel, military attaché of the British embassy; Col. du 
Bosch, military attaché of the Belgian embassy: Mrs. Rob- 
inson Smith, of New York; Mrs. James Carroll Frazer; 
Miss Winslow, Commander Rigal, military attaché of the 
French embassy, and Mr. Henri and Mr. Guerin, of the 
French embassy staff. 


OBO 

Mr. and Mrs. Gerald Livingston Hoyt, who have been 
at their country place in Staatsburg, N. Y., since leaving 
Beverly Cove early in the fall, have returned to their New 
York residence. Their son-in-law and daughter, Mr. and 
Mrs. Samuel A. Welldon, are with them. 

Mrs. Quincy Adams Shaw, of 11 Exeter st., Boston, 
and Pride’s Crossing, has chartered a houseboat for the 
month of February and will cruise on the west coast of 
Florida. She will have as her guests Miss Pemberton, Col. 
and Mrs. Ed. Carpenter, Genl. S. D. Parker, Mr. and Mrs. 
Philip Gardner and others. 


DESIRABLE SHORE and INLAND PROPERTIES 


FOR SALE 


PRIDE’S CROSSING 
WEST MANCHESTER MANCHESTER MAGNOLIA 
and 


HAMILTON 
T. Dennie Boardman, Reginald and R. deB. Boardman 


56 Ames Bldg., BOSTON 
A. G. T. Smiru, Local Representative, 


BEVERLY FARMS 


IPSWICH 


Tel. Manchester 144-W. 


SOCIETY NOTES 


HE ushers at the dance to be given at the Copley-Plaza, 
Boston, next Tuesday evening, Dec. 14, for Miss Beat- 
rice Jones, will be William Dexter, Philip Shepley and 
George S. Weld, in charge; Richard Sears, Ernest Lover- 
ing, John Flint, Bayard Wharton, Watson Caswell, Henry 
Guild, Francis Fiske, Edward Bangs, Eliot Perkins, Chas. 
Dabney, Robert Choate, Lawrence Curtis, 2d, Wendell 
Davis and Pemberton Hutchinson. Miss Jones will wear 
orange tulle. 


O20 

Mr. and Mrs. Leonard D. Ahl will close “Meadow- 
side,” the country home at Hamilton, the first of next 
week and will go to Palm Beach, Fla., where they have a 
cottage. 

Mr. and Mrs. Arthur M. Merriam have closed their 
house at West Manchester this week and returned to Bos- 
ton, where they have an apartment, as usual, at the Bruns- 
wick. 

Mrs..J. S. Ford, who passed the summer at Magnolia 
and Fresh Water Cove, is at Plymouth, Florida, for the 
winter. 


$3 

The practice of cutting hemlock boughs for the pur- 
pose of covering vines and hedges, and to protect ever- 
greens, etc., on North Shore estates, calls for most scathing 
criticisms. Gardeners on these estates ought to be suffici- 
ently well versed in the life of this valuable tree to know 
that it is one of the slowest-growing, and yet most beauti- 
ful trees in our North Shore woodlands. Why destroy? 
Gardeners of all others should be mindful of this and stop 
the practice at once. 


NATIONAL MOTOR BOAT 
SHOW 


oTorR Boats of all styles and 
speeds, as well as the most pow- 
erful marine engines devised for 
small craft, will be on exhibition when 
the 16th National Motor Boat Show 
opens in Grand Central Palace, New 
York city, today—Friday, Dec. 10— 
to continue until Saturday, Dec. 18. 
The exhibition will be under the aus- 
pices of the National association of 
Engine and Boat Manufacturers and 
will be replete with features in the 
way of speed boats, including the fa- 
mous “Rainbow” and other record- 
breakers. 
Coming as it does before winter 
weather sets in, the show gives the 
manufacturérs a better chance to get 


their exhibits to New York. 

Educational exhibits will be a big 
factor in the show this year. The 
National association of Engine and 
Boat Manufacturers want the public 
to get acquainted with the real value 
of motor boats. The value of the au- 
tomobile had to be taught to the peo- 
ple, and while the land vehicle is more 
valuable to commerce, there are many 
angles to the water craft that not only 
greatly help civic, but also govern- 
ment work. 

Exhibits from the United States 
and also the Canadian governments 
will be a big feature at the exposition. 
In the booth to be occupied by this 
country will be geodetic survey maps 
that should prove very valuable to 
motor boat enthusiasts who ply for 


pleasure and business around the wa- 
ters of the North Shore and in New 
England resorts. These charts show 
all channels to be followed and _ all 
wrecks and other obstructions to be 
avoided, and give a real line on the 


water routes in harbor, river and 
sound. 
The Waterway league will also 


have a big exhibition, showing inland 
routes that can be used in making 
boat trips, while the Canadian Water- 
ways league is cooperating with the 
officials here in giving the motor boat 
enthusiast a chance to make some 
real inland tours during the coming 
summer. It is expected in time that 
these waterway paths will prove as 
popular as the automobile highways 
throughout the country. 
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SHELDON’S 
MARKET 


Best Grade of 
BEEF, LAMB 
POULTRY, PORK 
Vegetables, Fruit 
At Boston Market Prices 


24 Central Street 


Manchester 
Est. 1845 Tel. 67 
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NE of the largest private kennels on the North Shore is 

that at Wenham of Mr. and Mrs. Herbert Hughes, 
of Grosse Point, Mich., who have bought the old house 
at Wenham, formerly owned by Mrs. Douglas Munroe 
Robinson (Dorothy Jordan). Charles Button is in charge 
of the 41-odd wire haired fox terriers housed there. The 
dogs remain at the Wenham estate during the winter and 
some of the handsomest little puppies please the people 
who visit the place. In the office of the kennels may be 
seen 30 silver cups, large and small, and a case of hun- 
dreds of ribbons, taken “by those noted little dogs. 


These ‘“Gailaich kennels,” as they are called, have 
won championships at many shows. Gailaich Jip and 
Gailaich Nettle are wonderfully interesting champions. 
At the steam-heated stables on the estate, the hunters also 
spend the winter, while “Dr. Martin,’ a thoroughbred 
from Virginia, “Pete,” the donkey, and the pony, “Billy 
Sunday,” complete the stable. 

The house on the estate was built 155 years ago, 
first owned by Abraham Dodge, one of the numerous 
Dodges of that vicinity. Passing through many hands, it 
was finally in the possession of Dorothy Jordan, before 
her marriage, being used still later as a vacation house for 
girls from the Jordan Marsh store. When sold to Mr. 
Hughes, it was placed in the hands of Mrs. John Osgood 
Blanchard, interior decorator of New York, who has fur- 
nished the house to correspond with its period and the 
hand-hewn timbers which form the ceiling beams and 
sections of the fine old fireplaces. Although the house is 
closed for the winter, there is much activity on the estate 
which is kept up by a caretaker and his assistants during 
the cold weather. 

oR O 


Mr. and Mrs. Thomas Barbour, of Beverly Farms 
and Boston, are spending their first winter in Boston in 
two seasons, and will be at 278 Clarendon st. Last year 
they were at Palm Beach and two years ago they passed 
the winter in Washington. 


Col. 


as chairman of a 


LARCOM THEATRE, BEVERLY 
High Class Pictures — Grand Pipe Organ 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
Saturday Eveniugs 5.45 to 10.30 


3 
A. Piatt Andrew, of Gloucester, 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street,- Marblehead, Mass. 
(Near Marblehead R. R. Station) 
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CHRISTMAS GIFTS THAT LAST 


Choose your gift now, while our stock is complete. 
We will hold your selection until Christmas on payment 
of a small deposit. 

SUGGESTIONS FOR MEN 


Shaving Sets Military Sets 


Cuff Buttons Scarf Pins 
Waldemar Chains Tie Clasps 
Knives Eversharp Pencils 
Waterman Pens Watch Fobs 


Cigarette Cases Match Boxes 
Cigar and Cigarette Holders 


GIFTS FROM $1.00 UP 


F. S. Thompson, Jeweler 


THE HALLMARK STORE 


164 MAIN STREET GLOUCESTER 


committee representing the American Ambulance Field 
Service, which was one of the earliest organizations in ~ 
France during the war, participated in the meeting of Gen. 
Robert Georges Nivelle, commander-in-chief of the French 
Armies from Dec. 15, 1916, to May 15, 1917, on his arrival 
in Boston last Friday morning as representative of France 
to the Pilgrim tercentenary “celebration and also as the 
guest a the Fourth Quadrennial Meeting of the Federal 
council of Churches of Christ in America. Col. Andrew 
was also a member of the committee which escorted Gen, 
Nivelle to various points of interest during Friday and 
Saturday and also participated in the reception and ban- 
quet tendered Gen. Nivelle at the Algonquin club on Fri- 
day evening in connection with the annual reunion of the 
American Field Service. 


O20 
Mr. and Mrs. Quincy A. Shaw McKean have closed 
their residence at Beverly Farms and have taken an apart- — 
ment in Boston for the winter. They were married last — 
June, at King’s chapel, Boston. Mrs. McKean was Miss 
Margaret Sargent, daughter of Mrs. Francis W. Sargent, 

of Hereford st., Boston, isle Wellesley. 

% 0 
Mrs. Randolph M. Appleton and her daughter, Miss 
Sybil Appleton, of Ipswich, have taken an apartment at 
the Grosvenor, on Beacon st., Boston, where they will 
spend the winter. For several seasons past they have been 
at 241 Marlboro st., the home of Mrs. Appleton’s sister, 
the late Miss Madeline Mixter, which will be occupied this 
winter by Mrs. Appleton’s son-in-law and daughter, Mr. 


and Mrs: Charles;S. Bird, |r: 


THE STATIONERY SHOP 


Japanese Novelties, Magic Drawing Books for 
children, Dennison’s Seals, Tags, Labels, Cards 
and Decorative Crepe for Christmas. 


Our assortment of Stationery, in Christmas 
Boxes, is the finest on the North Shore. 


CENTRAL PAPER CO. 
290 Essex St. SALEM 


THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 
KODAK DEVELOPING AND PRINTING 


156 Cabot St. Beverly, Mass. 


Tel, Conn. 
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J. M. Meredith E. W. Grew 
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Henry Whitmore Norton Wigglesworth 


MEREDITH & GREW 


AO Central Street 


BOSTON (9), MASS. 


Telephones: Main 6772-3-4 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


BUSINESS PROPERTIES 


NORTH SHORE PROPERTIES a Specialty 


NORTON WIGGLESWORTH 
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SOCIETY NOTES 


THERE is speculation as to the extent that the North 
Shore will figure in the social limelight in Washington 
with the incoming administration. That there is a consid- 
erable colony of prominent Bostonians who make the Na- 
tional Capital their headquarters, there is no doubt, says 
the Boston Globe. Some have all-the-season homes there 
and others spend part of the winter within a short distance 
of the White House. Included in the Boston colony are 
Mr. and Mrs. B. Sumner Welles and the latter’s mother, 
Mrs. H. N. Slater, who will be with her son-in-law and 
daughter the greater part of the winter; Mr. and Mrs. 
Larz Anderson, of Weld, Brookline, who have a beautiful 
residence on Massachusetts ave.; Mrs. Grafton Winthrop 
Minot, a granddaughter of Senator Lodge, who has a house 
on H st.; Mr. and Mrs. John Ellerton Lodge and Mrs. 
George Cabot Lodge, the latter the daughter-in-law of 
Senator Lodge, who, with the Senator, are domiciled on 
Massachusetts ave.; Mrs. Charles Francis Adams and her 
daughter, Miss Elizabeth Adams, who have a house on N 
st.; Lieut.-Commander Henry L. Abbott, U. S. N., and 
Mrs. Abbott (Elizabeth Grinnell), who were married last 
spring, and are residing on 13th st.; Mrs. George von L. 
Meyer, who will spend the winter at her new home, 2725 
Q st.: her son-in-law and daughter, Commander and Mrs. 
Christopher R. P. Rodgers (Alice Meyer), who reside on 
Woodley rd.; Mr. and Mrs. Frederic Cunningham, Jr. 
(Mary B. Wardwell) ; Mr. and Mrs. Charles S. Hamlin, 
who have a residence on New Hampshire ave.; Justice 
and Mrs. Oliver Wendell Holmes, of 1720 I st.; Miss An- 
nie G. Codman and Miss Martha C. Codman, the latter of 
2143 Decatur pl.; Mr. and Mrs. Alexander Robertson 
James (Frederika Paine), who will be at 1729 G st., and 
are among the newcomers this season in Washington; Mr. 
and Mrs. Frederick Atherton, formerly of Beacon st., who 
have made their home at the Capital for some years; Mr. 
and Mrs. Matthew Hale, who are at 1762 Corcoran st.; 
Mr. and Mrs. Richard Olney, of 1716 I st.; Mr. and Mrs. 
Henry Wilder Keyes, who are located on 16th st. ; Mr. and 
Mrs. Jordon Herbert Stabler, who also reside on 16th st.; 
Mr. and Mrs. William Sabine, of Wisconsin ave., and Mr. 
and Mrs. Charles Warren, who are at 1527 18th st. 
OBO 

Count and Countess von Moltke (Cornelia Thayer), 
who are well known among the members of the North 
Shore colony, and who are visiting relatives and friends in 
this country, went to Washington this week to be the guests 
of Mrs. George von L. Meyer, of Hamilton, at her new 
residence, 2725 Q st. Countess Moltke is the daughter of 
Mrs. Nathaniel Thayer, of Boston, with whom she and 
her husband have been staying, and a sister of Mrs. Fred- 
eric Winthrop. Count Moltke is the Danish ambassador 
to Berlin. Mrs. Meyer has with her, for the winter, her 


son-in-law and daughter, Signor and Signora Brambilla 
the former the councilor of the Italian embassy. Her 
house in Georgetown, a suburb of Washington, is just be- 
yond the newest of several new bridges across Rock creek 
and is one of the most charming residences in the Capital. 
She will be one of the conspicuous hostesses of the coming 
winter. i 


oO 

Mrs. Francis B. Coad has offered her Boston 
house, 164 Marlboro st., for a Christmas sale of cake and 
candy, on Tuesday, Dec. 14, from 10.30 to 6.30, for the 
benefit of the Children’s Island Sanitorium at Marblehead. 
A variety of dainties will be sold, including cakes, large 
and small, fancy breads and cookies, “gibraltars,” lollipops 
and chocolate animals, besides a variety of Christmas tree 
ornaments, and the handiwork of the children at the island. 


Whatever you may be sure of, be sure of this, that 
you are very like other people—JAmeEs RussELL Lowe Lt. 
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Potted Plants 
and Cut Flowers 


Plant Now for Next Season’s 
Blooming 


PEONIES—! have fifty varieties of peonies 


to offer at this time, some 
cheap, but good; some extra good, but expensive. 


Also Delphinium, Foxglove, Campanula, Iris, 
Phlox, Heuchera, Hupin, Pyrethum, Enemone and 
several others—all good, strong plants that will 
flower the coming season. 


At all times our ideas and experience are at your 


service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


Call or telephone; we are always pleased to be of 
assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 
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LOCAL SECTIOs 


Friday, Dec. 10, 1920 


MANCHESTER 


A suggestion for a Christmas or 
New Year’s gift: Send the BREEZE 
to a relative or friend for a year — 
$2, postage paid. 

Mr. and Mrs. Fred K.’ Swett have 
rented a furnished apartment at 33 
Magazine st., Cambridge, for the 
winter, and have closed their house on 
Friend st. 

Mr. and Mrs. William Hawkes- 
worth, who have been making their 
home on the South Shore since leav- 
ing Manchester a year ago, are now 
living in Cambridge. 

Mrs. Lewis Hutchinson was taken 
to the Beverly hospital in the ambu- 
lance Monday evening and under- 
went an operation Tuesday morning 
for an internal trouble. 

Edward S. Knight received word 
from Desdemona, Texas, the first of 
the week, announcing the birth, on 
Saturday, Dec. 3, of a little grand- 
daughter, Natalie, in the home of his 
son-in-law and daughter, Mr. and 
Mrs. Albert W. Johnstone (Alice 
Knight). 

An alarm fron: Box 52 called out 
the department truck last Friday eve- 
ning for a run to Manchester Cove, 
but after a thorough search no trace 
of fire could be found. A resident of 
that section saw an unoccupied cot- 
tage ablaze with light and she imme- 
diately took for granted it was afire 
and telephoned the department. 


SUPPER AND ENTERTAINMENT NEXT 
WeEpnESDAY AT N. S. H. S. HALL 


A supper and entertainment for the 
male members of the North Shore 
Horticultural society and friends will 
be held next Wednesday evening at 
Horticultural hall. Chester L. Crafts 
will have charge of the supper, which 
will be Manchester’s old-time famed 
dish—a cock stew. 

The committee has arranged a short 
entertainment following the supper. 
Leo C. Demack, organist and choir 
master of St. Peter’s church, Beverly, 
and two singers, will be present to 
lead the community singing. Other 
features of the evening will also be 
pleasing to the members. 

Supper will be served at 6.30 and 
everyone is advised to be on time. 
Delegations from Boston and Bever- 
ly-ward will arrive on the 6.05 train. 
Tickets will be 50c. 

Remember the date — Wednesday, 
Dec. 15, and the importance of mak- 
ing this an every-member night. 


ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 


Moving Pictures 


Horticultural Hall : Manchester 
A. N. SANBORN, Mgr. 


SATURDAY—DEC. 11 
One Evening Show Only 
Starting at 7.30 
DOUBLE BILL 
Olive Thomas in 
‘““EVERYBODY’S 
SWEETHEART’’ 
Her last production 
Romaine Fielding in 
‘““WOMAN’S MAN’’ 
A Western Play 


TUESDAY—DEC,. 14 


One Evening Show Only 
Starting at 7.30 


Earl Williams in 
“*CAPTAIN SWIFT’’ 


Comedy — ‘‘JIGGS IN SOCIETY’’ 


COMING SOON: 


Robert Warwick in ‘‘The City of 
Masks,’’ Dorothy Dalton in ‘‘Guilty 
of Love,’’ ‘‘The Law of the Yu- 
kon’’—all-star cast, Bryant Wash- 
burn in ‘‘What Happened to 
Jones,’’ Blanche Sweet in ‘‘Help 
Wanted-Male,’’ Bebe Daniels in 
‘*VYou Never Can Tell.’’ 


For Good 


LAUNDRY WORK 
call 
Manchester Laundry 


Office: BINGHAM BLOCK 
Central sq. 


Telephone 85-W 


A suggestion for a. Christmas. or 
New Year’s gift: Send the BrREEze 
to a relative or friend for a year — 
$2, postage paid. 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


MANCHESTER 


F. J. Merrill is confined to the 


house with a severe attack of laryngi- 
tis. 


A baby boy was born to Mr. and — 


Mrs. George Wells, Windemere pk., 
Thursday. 


Miss Beth Andrews has resumed | 
her duties at Perkins & Corliss’, after 


several days’ absence due to illness. 


Sheldon’s Market is advertising the © 
fact that it is cutting a few native © 


hogs and that it can supply local trade 


with this delicious meat while it lasts, — 
The BrEEzE would be a most agree- — 


able sort of holiday gift —a pleasant ~ 


reminder of the giver 52 times the ~ 


coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 


Gordon Slade left for Buffalo, N. — 


Y., Tuesday, where he expects to find 
employment in the Pierce-Arrow au- 
tomobile plant. Robert Evans, an- 


other Manchester boy, is employed in — 


the same plant. 

Manchester people are urged to at- 
tend a public meeting to be held in 
Town hall next Tuesday — evening, 
Dec. 14, at 7.30, in the interest of 
public health. Read a more complete 
notice on another page. 

The Odd Fellows bowling team 
took another beating from the Red 
Men Tuesday evening. The rolling 
was exceptionally low for both teams, 
but the Red Men won by 17 pins. The 
totals were: Red Men, 1259; Odd 
Fellows, 1242. 


MANCHESTER MAn HeEtp UP By 
YEGGS 

Arthur Morris, an employee of the 
Standley blacksmith shop, figured in 
a hold-up while returning to Man- 
chester from Gloucester Wednesday 
evening. On a lonely part of the 
road, between Magnolia and Glouces- 
ter, Mr. Morris saw what appeared 
to be the headlights of an automobile 
in the middle of the road, and at 
once slowed down. Much to his sur- 
prise a man climbed on the running 
board. Two others—the two who 
had held electric flashlights — that 
looked like the headlights of a car— 
joined the first, and orders were giy- 
en, without ceremony, for Mr. Morris 
to turn over what money he had. This 
he did and the yeggs, taking their 
booty, which consisted of 35¢ and two 
cigars, fled down the road. In their 
haste they neglected a good-sized roll 


which Mr. Morris carried, and a gold — 


watch. 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 


Dec. 10, 1920 
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LASSIFIED ADVERTISEMENT 


Advertisements under this head 2c a word the first week. le 
a word after the first week. Stamps may be used in payment. 


To: Let 


For Sale 


———<—<—<—— — 
THREE ROOMS AND BATH. For light 

housekeeping. Modern Improvements. 
__ Apply at the Breeze office. 


Position Wanted 


WILL ACCOMMODATE for week-ends or 
keep house open for accommodation. 
Any kind of work.—26 Elm st., Man- 

chester. ATtf. 


= 


Boys Wanted 


———————————————————————————————————— 
BOYS WANTED — To sell vanilla after 
school. Send for free sample bottle.— 
WAKEFIELD EXTRACT CO., Sanborn- 
ville, N. H 46-53 
a 


MANCHESTER CHURCHES 


Congregational church, Rev. F. W. 
Manning, pastor.—The pastor will 

preach at the Sunday morning service. 
At 7 p. m. the first illustrated lecture 
of the tercentenary series, on the sub- 
ject, “The Development of Religious 
“Liberty,” will be given. Do not miss 
one of these important illustrated lec- 
tures. All are welcome, 


The Ladies’ Social circle will meet 
at the chapel next Wednesday, Dec. 
f5eat 9.30 a. m. , All members are re- 
quested to come and bring their lunch, 
as it will be an all-day session. Two 
quilts will be knotted. The regular 
business meeting of the circle will be 
held in the afternoon. 


More than $100 was netted from 
the sale and entertainment held in the 
chapel on Thursday of last week, and 
Saturday afternoon, under the aus- 
pices of the Ladies’ Social circle. The 
sale of fancy articles was high-liner, 
as usual, some $61 being realized at 
this table. The apron table, too, 
showed good returns, some $41 being 
raised. 

On Sunday, Dec. 19, at 5 p. m.,, 

there will be a Christmas concert by 
the children of the Congregational 
church, at which the choir will give a 
Christmas cantata. All are welcome. 
Come and gain an inspiration for the 
happy holiday season! 


Baptist church, Rev. H. E. Levoy, 
minister—“A Wand from Gallilee” 
will be the subject of the sermon Sun- 
day morning, at 10.45. Everybody 
welcome! In the evening, at 7, the 
pastor will take for his subject: “A 
Square Deal for Ireland.” Come and 
hear something about this much-dis- 
cussed question. 

' The World Wide guild will meet 
on Monday evening at 7.30 at the 
parsonage. Every member is urged 
to attend as the girls are planning to 


PEKINGESE for sale. 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 
black mask. Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion.—Mrs. R. Curry, 603 
Essex St., Beverly. Phone 247-J. 20-22 


Wanted ‘ 


——————_— 

RAGS—clean, white or light-colored cot- 
ton rags, with buttons and all metal 
removed. We will pay 10¢ a pound.— 
The Breeze office, 66 Summer st. 


Very handsome 


The BREEZE $2 year, $1 six months. 


Commonwealth of Massachusetts 


PROBATE COURT 


Hissex, Ss. 

To the heirs-at-law, next of kin, and 
all other persons interested in the estate 
of Thomas Jefferson Coolidge, late of 
Manchester, in said county, deceased. 

Whereas, certain instruments purport- 
ing to be the last. will and testament and 
a codicil and a memorandum of said de- 
ceased have been presented to said court 
for probate, by Frederic C. Dumaine and 
Francis R. Hart, who pray that letters 
testamentary may be issued to them, the 
executors therein named, without giving 
a surety on their official bonds. 

You are hereby cited to appear at a 
Probate Court, to be held at Lawrence, in 
said County of Essex, on the thirteenth 
day of December, A. D., 1920, at ten 
o’clock in the forenoon, to show cause, 
if any you have, why the same should 
not be granted. 

And said petitioners are hereby direct- 
ed to give public notice thereof by pub- 
lishing this citation once in each week, 
for three successive weeks, in the North 


‘Shore Breeze, a newspaper published in 


Manchester, the last publication to be 
one day, at least, before said court, and 
by mailing, postpaid, or delivering a copy 
of this citation to all known persons in- 
terested in the estate, seven days, at least, 
before said court. 

Witness, Harry R. Dow, Esquire, Judge 
of said Court, this twenty-third day of 
November, in the year one thousand nine 
hundred and twenty. 

HORACE H. ATHERTON, JR., 
Register. 


make Tartan Stockings for the West 
End Italian Mission. Anyone having 
little toys or trinkets which they 
would like to give are requested to 
bring them then. 

The Women’s Missionary society 
will meet at the parsonage Tuesday at 
2 p.m. There will be a very interest- 
ing debate and it is hoped a large 
number will be present. 

The Church Aid society will meet 
in the Baptist vestry Monday evening, 
Dec. 13. All ladies are requested to 
bring scissors and thimbles. 


The Breeze $2 year, $1 six months. 


N. GREENBERG 


BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 


(Opp. P. 0.) 


34 Union St. Manchester 


Manchester Magnolia Bev. Farms Boston 
SMITH’S EXPRESS COMPANY 
Principal Boston Office: 32 Courr So. 
Tel.: Boston Main 489; Manchester 119 
First-Class Storage for Furniture 
Separate Rooms Under Lock 
MANCHESTER MASS. 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


———— 
i ______ 
Jie NSURANCE 
ny Kin Anywh A 
GEO. E. B, STROPLE 
General Manager 


Also District Manager Jo} 
Mutual Life Ins. Co., oF eee 


ROCKPORT, MASS. 


CARD OF THANKS 


Mrs. John Doody wishes to thank her 
relatives and friends for the many ex- 
pressions of kindness and sympathy in her 
bereavement. ; ; 


Manchester, Dec. 9, 1920. 


NATIVE HOGS — 


We are cutting a few native 


hogs and can supply you with 
this delicious meat while it lasts. 


—SHELDON’S MkT. 
Manchester 


A copy of this week’s issue of the 
Winchendon Courier comes to the 
editor’s desk this morning, resplen- 
dent in holiday colors and _ special 
features, and brimming over with 
holiday advertising. This is the pa- 
per of which H. B. Eldredge, who 
was connected with the editorial de- 
partment of the Breeze the past year, 
is editor and owner, together with his 
brother. 


Rep Cross OFFICES 
The office of the Essex County 
chapter of the American Red Cross 
has been changed to Room 417, Wal- 
ker building, 120 Boylston st., Bos- 
ton (11). Telephone 7108 Beach. 


The Breeze would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 


One index of a man’s value is his 
ability to work without supervision. 


12 


Wallace Portable Lamps 
Special Price - - - - - $3.25 


NORTH SHORE BREEZE and Reminder 


—$<———————————— 
These small portables are adapted to 
most any service. Can be quickly 
attached to mirrors, bed posts, etc. 
Would make an excellent Xmas gift. 


Regular price. . .$4.25 to $5.00 


Manchester Electric Company 
CENTRAL SQUARE 


J. P. LATIONS 


CARRIAGE BUILDER — AUTOMOBILE REPAIRING 
Special Attention to Automobile Painting 


Auto Trimming—Slip Covers—Tops Recovered 
Telephone 206-M 


DEPOT SQ. 


Silva's Express 


Joun L. Sitva, Proprietor 
LOCAL EXPRESSING 


Furniture and Piano Moving by 
Auto Trucks, long distance or local 


STORAGE FOR FURNITURE 


Rubbish and Garbage Collected 
Tev. 11-W. P. O. Box 223 
Residence: Morse Ct., Manchester 


G. A. KNOERR 
Everything Electrical 


4 School St.. MANCHESTER 
Telephone 259-R (House 259-W) 


Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv. 


Storage for Carriages 
MANCHESTER 


MANCHESTER 


Miss Catherine Flaherty arrived 
home Sunday from the Beverly hos- 
pital, where she underwent a slight 
operation last week. 

Edgar Phillips has been home on a 
few days’ furlough this week, from 
Newport News, where he 1s_ sta- 
tioned. He is in the navy. 

G. A. Knoerr arrived home Wed- 
nesday from a few days’ trip to New 
York, where he visited his daughter, 
Dorris Knoerr, who is studying music 
there. 

Mrs. George Silver and sister, Miss 
Mary Carty, and Mrs. Antone Silva 
left Tuesday for Key West, Fla., for 
the winter. They will later go to Mi- 
ami for a visit before returning north. 


CHRISTMAS MUSIC 


What would make a better Xmas Gift than a Graphophone 
or some records? 
Come in and see what we 


have to offer 


PIANOLAS 
NEEDLES 


PIANOS 
RECORDS 


GRAPHOPHONES 
SHEET MUSIC 


COOL’S alta ks STORE 


CENTRAL SQUARE 


MANCHESTER 


VALENTINE’S TRUCKING CO. 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 


Large and Small Shipments in Either Direction 


also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 


Telephone 375-W, E. L. Valentine, 49 School st., Manchester 


Dec. 10, 1920 


MT. PLEASANT DAIRY 
R.& L. BAKER 


Dealers in 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER - - - MASS. 
P. O. Box 129 - Telephone Connection 


UNION ST. 
FISH MARKET 


W. H. Clancy, Proprietor 


40 Union St. - - - MANCHESTER 
Open all Winter 


All kinds of Fish in season 
— Also — 
MEATS AT CUT PRICES 
TELEPHONE 99-J. 
—_—eeeSeSSeSe———EEee 


LIBRARY NOTES 


New Books in Manchester Public Library 


The greatest of all biographies put 
into our library a year is “Theo- 
dore Roosevelt, ” by William Roscoe 
Thayer. It is an ” sepia volume 
and reading it will make you feel 
proud that you are an American citi- 
zen. 

There are other biographies of our 
famous ex-President in the library. A 
good one for the young to readis “The 
Boy’ s Life of Roosevelt,” by H. Ha- 
gedorn. Another volume that both 
young and old will enjoy reading is 

“Theodore Roosevelt's Letters to his 
Children.” This book will go far to 
explain why his children were so 
fond of him, and also his ability to 
make and keep loyal friends. 

I am going to mention several” 
works that — though not, strictly 
speaking, biographies — will help to 
pass a pleasant hour and at the same 
time add something to your knowl 
edge of some well- ‘known men. “Be- 
tween You and Me,’ by Harry Lau- 
der — known to you all through his 
Scotch songs—is one of these vol- 
umes. Another book by this author, 
“A Minstrel in France,’ is well worth 
reading. It tells of his experiences in 
France during the war. He went 
there to entertain the soldiers. 

Another book that makes fascinat- 
ing reading is “A Golden Age of Au-~ 
thors,’ by W. W. Ellsworth. The 
author was at the head of the- Cen- 
tury Company for many years. He 
tells, in a very pleasant manner, of 
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his relations with the authors of the 
many books published by the Century 
Company. He was also in close con- 
tact with most of the men that were 
prominent in public life in this coun- 
try during the past thirty years. 

A very pleasant way to increase 
your knowledge of many noted men in 
this country and England is to read 
“Adventures in Interviewing,” by: 
F. Marcosson. He had _ interviews 
with over fifty well-known men. The 
book makes very attractive reading. 

We are all proud of the man who 
represented our district in Congress 
so faithfully for many years. Much 
light is thrown on his character by a 
little volume, “Some Letters of A. P. 
Gardner.’ They give information 
from the inside about American poli- 
tics. A. P. Gardner was a man who 
did his own thinking and had_the 
courage of his convictions. You 
should read the book. 

I wish to call your attention again 
to three books recently mentioned in 
“Library Notes’—“My Quarter Cen- 
tury of American Politics,” by Champ 
Clark, “Autobiography of Andrew 
Carnegie,’ and “Crowding Memo- 
ries,’ by Mrs. Thos. Bailey Aldrich. 
In Champ Clark’s book you are pro- 
vided with good entertainment and at 
the same time you may acquire much 
information about American _ politi- 
cians and their doings. The “Life of 
Andrew Carnegie” reads like ro- 
mance. Andrew Carnegie was one of 
America’s great men. He was a 
great financier, but he was more than 
that. He felt the responsibility of 
wealth and considered himself only 


its steward. He worked fully as hard _ 


trying to give away his money as he 
did to acquire it. The Aldriches knew 
many writers and actors and the 
“Crowding Memories” of Mrs. Al- 
drich makes very attractive reading. 

“The Americanization of Edward 
Bok” is the captivating story of the 
man who so ably edited the “Ladies 
Home Journal’ for over thirty years. 


Next week there will be a note on 


some of the best novels of the year. 
mae tl is (Gr: 


The Breeze would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 


TRrouBLE ErrHeR Way 
“Do you think it is unlucky to post- 
pone a wedding day *” 
“Tt may be, but if you don’t post- 
pone it, you will be married, so what 
are you to do?”—Stray Storics. 


SEND foe BREEZE your news items, 


whether you are a subscriber 
or not. 


A Complete 
Line of 


POST OFFICE BLOCK 


—— 


Staple and Fancy Groceries 


S. S. PIERCE GOODS 
BULLOCK BROS., GROCERS 
Telephone 190 
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MANCHESTER 


ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 
REGISTERED PHARMACISTS ALWAYS ON DUTY 
8388 


TELEPHONES: 217. 


It one is busy call the other 


BOOKS ADDED TO 


AND 


Fiction 
Age of Innocence, Wharton 
Alf’s Button, Darlington 
Bridge of Kisses, Onions 
Chinese Coat, Lee 


Devil’s Paw, 
Erskine Dale, Pioneer, 
Homespun and Gold, 


Oppenheim 
John Fox, Jr. 
Alice Brown 


House of Lynch, Merrick 
It Happened at Andover, Graham 
Johnnie Kelly, Boyer 
Kindred of the Dust, Kyne 
Lady Lilith, MeKenna 


John Hay 
Sir Gilbert Parker 


Melwood Mystery, 
No Defence, 


Poor Man’s Rock, Sinclair 
“¢Queen Lucia,’’ KE. F. Benson 
Storm in a Teacup, Phillpotts 
Trumpeter Swan, Bailey 
Non-Fiction 
Adventures and Enthusiasms, Lucas 
America’s Aims and Asia’s 
Aspirations, Gallagher 
Americanization of Edward Bok, 
E. Bok 


Anthology of Magazine Verse, 1920, 
Braithwaite, ed. 
Autobiography of Andrew Carnegie 
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Customs AND Hasits 


In every community there are cer- 
tain usages, ciistoms, habits or folk- 


PUBLIC LIBRARY IN 
NOVEMBER 


THE MANCHESTER 
OCTOBER 


Books in General, 
(1st and 2d series) 
Boy’s Life of Theodore Roosevelt, 
Hagedorn 
Cape Cod and the Old Colony, 


Squire 


Brigham 
Aldrich 
Noyes 


y 
{ 
i 
' 
; 
2 
' 
i 
Crowding Memories, 
Elfin Artist, i 

Everyman’s Child, Loeb 
Heart of New England, Brown t 
Live and Be Young, Thompson 4 
Memoirs of Life and Literature, ' 
Mallock : 

My Quarter Century of American 

Polities (2v.), 
People of Destiny, Gibbs 
Personal Prejudices, Sturgis j 
Roaming Through the West Indies, - 
Franck H 
! 
j 
t 
| 
i 
! 


Champ Clark 


Romance of Madame Tussand, 
J. T. Tussand 
Rusch and Conway 
Anderson 


Shop Work, 
South of Suez, 
Spring Walk in Provence, 
A. Marshall 
United States in the World War, 


1918-1920, McMaster 
White Shadows in the South Seas, 
O’Brien 
With Grenfell on the Labrador, 


Waldo 
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prospective bridegroom to knock his 
bride senseless, and drag her to his 
home. Among this particular people 
a woman would be ashamed to be 


ways to which everyone conforms. ® \ooed and won in any other way. 


For instance, in a certain native Aus- 
tralian tribe, it is the custom tor the 


The Breeze $2 year, $1 six months. 
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Telephones 610, 611 


HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
Kitchen Furnishings 


S. S. PIERCE GROCERIES 


as 
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For Her—‘GIFTS THAT LAST’’—For Him 
High-Grade Watches 


Waltham - Hamilton - Elgin - Illinois - Swiss 
A Complete Stock of the Leading Makes at the Lowest Prices 


All the newest styles and sizes will be found in the assortment— 
platinum, white gold, green gold and the regular gold—plain, en- 


graved and engine-turned designs. Every one is a guaranteed time- 


For men, we especially recommend the American-made watches, 
as they are very fine timekeepers and stylish in appearance. 


For women, you can secure at a moderate cost a much more attrac- 
tive imported watch than you can an American one. 
also are guaranteed to give the same perfect satisfaction. 


DANIEL LOW & COMPANY 


TOWN HOUSE SQUARE 


These watches 


SALEM, MASS. + 
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RIDING WITH THE 
MOUNTED POLICE 


(Continued from page 6) 

“Yes, sir,” said MacKay. 

“And didn’t find the knife?” 

“Not the first time,” answered the 
officer. 

Another tongue-lashing followed, 
with three days more stable duty for 
failure to thoroughly do his duty 
while searching a prisoner. In anger 
at having this sentence pronounced 
Mackay, as he was leaving the room, 
announced : 

“Colonel, if I ever bring in another 
Indian, he will be in his birthday suit, 
so it won’t be necessary to search 
him.” 

The colonel called him back and 
added two more days’ duty at the sta- 
ble for his insolence and for answer- 
ing back an officer. 

In His Birthday Suit 

MacKay, however, was as good as 
his word, and shortly after brought in 
his Indian captive in his birthday suit, 
much to the delight of his trooper 
companions, who had laid down sev- 
eral wagers as to whether he would 
do it or not. The colonel was much 
incensed at this and severely took him 
to task, but was obliged to back down 
when MacKay said: 

“Colonel, it has always been one of 
your teachings that when you say you 


are going to do a thing, do it. I said 
Iwas going to, and I did.” 

One of the mottos of the force 
was: “If you go after a man, get him, 
no matter how long it takes, or how 
much money it costs, bring him back, 
if alive; if dead, bring back legal evi- 
dence of his death.” 

Instances were cited of criminals 
being trailed for 17 months over thou- 
sands of miles before the fugitive 
was caught and brought back to stand 
trial for his crime. 

The different tribes of Indians with 
which the force had more or less to 
do were for the most part found easy 
to handle and would readily obey the 
authority of the police. 

At one time during his service 
Capt. MacKay was detailed to look 
after the rum runners, who caused 
considerable mischcief dispensing their 
firewater among the Indians. 

Horse thieves were another class to 
whom the police devoted considerable 
attention, as a horse thief was thought 
to be worse than a murderer. 

At one time Capt. MacKay served 
as commanding officer to an escort 
sent out with a party of royalty on a 
35-day hunt. 

Jubilee in London 

At the jubilee in London 150 
troopers and their officers formed an 
interesting part of the parade in that 
city before Queen Victoria, and the 


queen requested that the troop give 
an exhibition and drill at Buckingham 
palace the next day for the benefit of 
herself and guests, who included all 
the titled heads of Europe. 

Kaiser William at this time compli- 


_ mented them personally upon their 


appearance and said they’ were with- 
out any exception the finest drilled 
body of men he had ever seen, 

The force as a whole was made up 
of young men, strong mentally and 
morally. Many of them were of roy- 
al blood, who for some social error 
had been banished from their fami- 
lies. Among these was the son of 
Charles Dickens, the author, and the 
chum of MacKay turned out to be an 
English lord, who afterward enlisted 
in the Boer war, rose in rank to 
colonel, and died for his country while 
In action. 

“These two men,” said Capt. Mac- 
Kay,” stand out in life as the type of 
men, good whole-souled fellows, who 
made up the force of the Royal North- 
west Mounted Police.” 


A hearty round of applause was 
given Capt. MacKay at the conclusion 
of his talk, after which the entertain- 
ment committee provided lunch. 


_ Profit is the price we pay for hav- 
ing plenty of everything, delivered 
where we want it at the time we want 
it. 
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Rolfe’s Music Store 


263a Essex St. SALEM, MASS. 


ee 


G 


Headquarters in Essex County for everything 
carried in an up-to-the-minute music store. 


T 
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: 
(if This year finds us with one of the finest stocks of pianos, grafonolas and musical ! 
4 merchandise. We invite your inspection and assure you of every courtesy. ! 
na 
Pad xe 3 ; : ; 
Li ——X tit Suggestimis—_ This certificate will be accepted as $10 on : 
4 any piano or player piano if presented be- ' 
t Baby Grand Piano Mandolin fore Xmas. 1920 { 
Player Piano Saxaphone : rae i 
! Piano Drum " 
1] Gratonola Music Bag This certificate will be accepted as $1 | j 
| pies cp e where the purchase amounts to $10 or 
iolin uitar - : 
| i Cornet Sheet Music or Book Hesaeeraey, wnetchancise if presented be- i 
| ) aU. { 
les F ps j 
| — For — ; 
| a or the pds | In our Art Department we have a splendid | j 
} ,] oy ornets usic oxes : S 
| ota nat assortment of Davidson and Thompson | | 
j nteies ts pictures. Also butterfly trays, pendants, | J 
,j postcards and calendars. t 

' pF 
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PUBLIC HEALTH 


Meeting Witt Be Hep 1n Man- 
CHESTER Town Hatt NExtT 
TUESDAY 


The great World war is over, but 
the war against disease is still going 
on. Tuberculosis caused 150,000 
deaths in the United States last year 
and 4,874 in this state. 

Massachusetts built the first sani- 
torium for tubercular patients in this 
country, and now spends $3,000,000 
annually to support hospitals and dis- 
pensaries in their fight against this 


F. Gray 
203 Essex St., 


Before shopping elsewhere 
see our complete line of 


Shirts Neckwear Hosiery 
Underwear and Sweaters 


We can save you time and 
money. All fresh ‘mdse., 
no seconds. Money back 
for the asking. 


SALEM 


We invite you to make your 
headquarters in our store when 
in Salem. 


dread disease. Essex county has just 
built a hospital, at Danvers, for pa- 
tients suffering from tuberculosis. 


Are you interested in the health of 
your town, in the health of your chil- 
dren, in your own health? If you are, 
there is an opportunity to show it. 


Next Tuesday evening, Dec. 14, at 
7.30, there will be held a_ public 
meeting at the Town hall, under the 
auspices of the Manchester board of 


health and the Manchester public 
health association. At this meeting 


County Commissioner J. M. Grosven- 
or will tell us about the new county 
hospital at Danvers. Dr. Lyman 
Jones, of Swampscott, state health 
officer for this district, will have 
something to say on matters pertain- 
ing to public health. There will also 
be a representative from the Massa- 
chusetts Tuberculosis league, who 
will give us some information about 
the work that very helpful organiza- 
tion is doing in trying to fight the 
“oreat white plague” in this state. 

This tuberculosis league — which 
has no objectionable article—is large- 
ly supported by the sale of Health 
Christmas Seals. Any purchase of 
seals that you make not only helps 
some poor sufferer from tuberculosis, 
but helps protect your town, your 
family and yourself from this great 
scourge. 

Now do not forget the time and the 
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place—Tuesday, Dec. 14, 7.30 p. m., 
at the Manchester Town hall. 


When you think of painting think 
of Tappan, 17 Bridge st., Manches- 
ter. adv. 


Latest styles in Lamson & Hubbard 
soft hats and caps at Bell’s Beach st. 
store. adv, 


HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 
Hrs., 6 to 10 p. m. Sat. Tel. 338-W. 
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BREEZE FREE BALANCE 
OF 1920 


Bae aING a practice of 
16 years, the NORTH 
SHORE BREEZE makes this 
offer to all new subscribers. 
All subscriptions received in 
these last two months of 
the year will date from Jan. 
1, 1921—but the paper will 
go forward the balance of 
this year free. 


$2 a year—4c a copy 
(10c at newstands ) 
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painting and decorating. 


put it off until spring. 


Now is the time to do your inside 
Do not 
We can 


give you better satisfaction now, at 


reasonable prices, than at a time 
when everybody wants their work 


done at once. 


“Tf it's anything in paint 


we have it.” 


STEELE and ABBOTT CO. 
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Tel. 645-W 


MANCHESTER 


RAYMOND C. ALLEN 


Assoc. Mem. Am. Soc. C. E. 


Member Boston Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester - 


“ Tel. 73-R and W. 


“HARDWARE GIFTS ARE USEFUL GIFTS” 


Just come in and look over our varied assortment of Christmas items. 
You can shop here for every member of the family. There are gifts 
for father, mother and the youngsters. 


CAKE MIXERS 


TABLE CUTLERY 


ELECTRIC DEVICES 


TABLE LAMPS CASSEROLES POCKET CUTLERY 
TOOLS WATCHES VACUUM BOTTLES 
SLEDS AIR RIFLES 
Telephone 10 School 8t. 
phone JOHN W. CARTER CO, 2,820 st. 


cil MO er le REC ab eS a hG.O)e 


MANCHESTER 


A new pupil, Joseph McEliney, 
from the Mechanics Art High school, 
30ston, entered the Freshman class, 
last week: 

The regular teachers’ meeting was 
held on Wednesday. 

The moving pictures Tuesday were 
well attended and the Seniors hope 
that a goodly sum will be added to the 
treasury. They are exerting them- 
selves to the utmost to raise enough 
money for a trip to Washington. 

The Senior social Friday evening 
drew more people than ever before, 
and $20 were realized. Between the 
dances, a few of the Seniors gathered 
around the piano and sang some pop- 
ular songs, and Myrtle Lethbridge 
sang a solo. 

At their Christmas social, Thurs- 


day evening, Dec. 23, the Seniors 
hope to have even more present. 


Christmas carols and a good time will 

be enjoyed by all who go. 
Wednesday, Mrs. Davis visited 

school during the singing period. 
At the meeting of the Glee club last 


week the following officers were elect- 
ed: Pres., Lila MacEachern; vice- 
pres., Nathalie Cooke; sec’y, Ruth 
Bell; treas., Mary Ferreira. 

Miss Helen Crocker, the mathe- 
matics teacher, left last Friday, and 
Miss Lois Rigby is taking her place. 

Everyone has been very: busy writ- 
ing for “The Triton,” the school pa- 
per, and we expect to have a fine edi- 
tion for sale in the near future. 


HorricutturaL Hart Picrures 

The attraction at Horticultural hall, 
Manchester, Saturday evening, will be 
“Everybody’s Sweetheart,” featuring 
the late Olive Thomas in her last pro- 
duction. “Woman’s Man,” a western 
play, with Romaine Fielding in the 
leading role, will be the companion 
play. 

On Tuesday evening the feature 
picture will be “Captain Swift,” star- 
ring Earl Williams. The comedy will 
be “Jiggs in Society.” Another epi- 
sode of “Bride 13” will be presented. 

For some of the coming attractions 
see the advertisement on page 10. 


Jobbing express and local trucking. 
—Augustus Ferreira. Tel. 318-J. adv. 
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working on the place if he thought 
all carpenters stood on the same 
level, and if not how he would in- 
dicate the difference between men— 
10, 20, 30 percent or whatever. 


The carpenter, after pondering the 
question all day, finally said: ‘‘ There 
ain’t much difference between men, 
but what there is is mighty import- 
ant.’” 


CORSET SHGES 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
‘‘tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 
143 Essex St., Salem. 


PITCH TOURNAMENT' 


Opp FELLows IN THE LEap— Rep | 
MEN AND FIREMEN FoLLow 


The Odd Fellows played themselves 
into first place Monday night, when 
the second session of the pitch tour- 
nament between six Manchester or- 
ders was held at Horticultural hall. 
The Red Men slipped from the lead 
into second position and the Firemen 
hold third place. 

The North Shore Horticultural so- 
ciety made the most remarkable rec- 
ord of the evening in their matches 
with the Red Men. Last week the 
Red Men won 21 points to the N. S. 
H. S.’s 9; this week the score was 17 
for the N.S. H. S., and 13 for the 
Red Men. 


The scores for the evening were: 
Odd Fellows,’ 20; Legion, 10 
Firemen, 15; 8S: of V., 15 
N. 8S. H. S., 17; Red Men, 13 

The standing of the teams: 


the brilliant psychologist at Har- 
vard, asked a carpenter who was 
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Won Standing 
Odd Fellows ....... 30 .633 
Red’ titen ssaeeereee 34 566 
PITenienwy oe ae 3a) 00 
Sons of Veterans ... 27 450 
NSS HS) ee ee 26 433 
Legion)... iiaoeeaces 22 366 


The third session of the series will 
be next Monday evening, when the 
final matches between the teams as 
drawn for the first three evenings, 
will be played. A new drawing will 
be made for the following three meet- 
ings. A collation will be served at 
the meeting next Monday evening. 


The Breeze would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 


| 
| 
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MANCHESTER WOMAN’S CLUB 


Business Occupiep MucH OF THE 
Time or B1-MonTHLY 
MEETING 
The meeting of the Manchester 
Woman’s club, held in the Congrega- 
tional chapel, Tuesday afternoon, was 
a “busy business meeting,” and was 

very well attended. 

Among matters of importance 
placed before the members at this 
meeting was the report of the by-laws 
committee containing their recom- 
mendation for certain changes in the 
by-laws. These were discussed and 
voted upon. It was decided, among 
other things, not to allow a transfer 
of members’ tickets in the future. 
Mrs. Allen S. Peabody, the president, 
explained that when a member is to 
be absent during the whole of the year 
it frequently happens that she will 
make an application to the executive 
board for the privilege of transferring 
her ticket to a friend for the period of 
absence. This drew a negative vote. 

It was voted that every member 
must present her ticket at each meet- 


ing, said ticket to be non-transfera-. 


ble. 

Mrs. Peabody announced that the 
home economics conference of the 
fifth district is to be held in the Uni- 
versalist chapel, Rust st., Salem, 
Thursday, Dec. 16, at 2.30 o’clock. 
This was followed by the announce- 
ment that Miss West, superintendent 
of the Beverly hospital, will give a 


LISLE 
and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


Devoe’s Specialize in 
LADIES’ BLOUSES UNDERWEAR 
SILK PETTICOATS HANDKERCHIEFS 


and SILK HOSIERY 


SALEM 


course of lessons in home nursing, on 
Friday evenings, at the Forster house 
parlors, Central st. (Further informa- 
tion with regard to these lessons may 
be obtained from Mrs. William W. 
Hoare. ) 

The president then stated that the 
amount of the proceeds from the little 
stocking, the evening of the musicale, 
was $11.50. This money is to be used 
for the War Children’s Relief fund. 


Mrs. Peabody also spoke of the 
next meeting, which will be held Dec. 
21. The speaker at this meeting, she 
said, will be Mrs. Mary Parker Dun- 
ning, who spoke before the club last 
year and whose charming personality 
and the quaint costumes which invari- 
ably accompany her talks, promise to 
make this an entertainment of unusu- 
al merit. The members of the Arbel- 
la club will be the guests of the after- 
noon. 


Mrs. Percy A. Wheaton and Mts. 
Peabody gave a brief account of the 
civics conference which was held in 
Lawrence in October, while Mrs. 
Seddie Follett reported on the au- 
tumn federation meeting at Dorches- 
ter, also held in October. 


Mrs. D. T. Beaton called attention 
to the Christmas entertainment to be 
given in the Town hall, Saturday 
afternoon at 3.15 o’clock, under the 
auspices of the Parent-Teacher asso- 
ciation. Mr. and Mrs. John Cronan, 
of Boston, will entertain, and Mrs. 


Beaton said she felt sure the “grown- 


Now Is the Best Time to Start Your Christmas Shopping 
THE STORE OF XMAS SUGGESTIONS 


TOYLAND 
Bigger and Better Than Ever 


JOHN H. NEWELL’S DRY GOODS STORE 
220-224 Cabot St., BEVERLY 


ee 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel. 68-M. 


eens Seance 


H. M. PERKINS 
baberdasher 


246 Essex St. SALEM 


WINER’S 


WOMEN’S SAMPLE SHOP 
2464. ESSEX ST.., SALEM 
Telephone 574-W Up one flight 


ups” would derive as much enjoyment 
out of the afternoon as the children. 
At the conclusion of the business 
part of the meeting, Miss Mary M. 
Riddle, of the Newton hospital, gave 
a talk on “The Life and Work of 
Florence Nightingale, Together With 


Some Present-Day Problems.” Miss 
Riddle spoke of the “Present-Day 
Problems” first. She told of the 


shortage of nurses all over the coun- 
try. During the war, she said, thou- 
sands of nurses were called, and 
things have not yet re-adjusted them- 
selves, with regard to the nursing 
problem. She referred to the law 
that has been passed compelling the 
large industries to have an infirmary 
with a certain number of nurses in- 
stalled. This, of course, has helped 
to minimize the number of available 
nurses. Young girls, she stated, are 
reluctant to spend the three years 
consumed in training, and in many 
cases they prefer to go into industry, 
where their services will bring them 
immediate remuneration. 

In speaking of Miss Nightingale, 
Miss Riddle told of the great example 
she set by her life, which she devoted 
to the care of the sick, and of the 
great following she has today. This 
is Miss Nightingale’s centennial year, 
as she was born in 1820—in Florence, 
Italy. She died in 1910, leaving the 
fruits of her work and good example 
to live on through the ages. She was 
reared a gentlewoman in England, 
having all the advantages of wealth 
and social position. In 1851 she en- 
tered an institution of Sisters of 
Mercy in France and later was affili- 
ated with an order of Protestant Dea- 
conesses. That Miss Nightingale was 
far in advance of the age in which 
she lived, in her theories, is proven 
by the books she wrote on nursing, 
and which are today of great value 
to every nurse. 

Before the opening of the meeting 
a food sale was held for the benefit of 
the civics committee. Mrs. Bertram 
Floyd was chairman of the sale. 

The meeting was followed by the 
usual social hour, Mrs. Hollis Rob- 
erts, hostess. 


Augustus Ferreira—jobbing express 
and local trucking. Tel. 318-J. adv. 


MAGNOLIA 


Mr. and Mrs. Ernest Lucas enter- 
tained Rev. C. F. Frederick while he 
was in Magnolia last Sunday. 

Mr. and Mrs. Morris Larsen have 
closed their new bungalow and have 
gone to Boston for the winter. 

Mr. and Mrs. Bill have closed their 
cottage on the beach and will spend 
the winter in Hartford, Conn. 

Mr. and Mrs. William MacLean 
were the guests of Mr. and Mrs. 
“Stuffy’ McInnis at Manchester this 
week. 

A suggestion for a Christmas or 
New Year’s gift: Send the BREEZE 
to a relative or friend for a year — 
$2, postage paid. 

Mrs. Molly Brown Forbes spent 
the week-end with Mr. and Mrs. Fred 
Dunbar and attended the whist party 
and sale on Friday evening. 

Tuesday evening was “ladies’ 
night” on the bowling alleys at the 
Men’s club. Miss Marion Story had 
the highest score. 

On Friday evening the Magnolia 
A. A. will give a whist party at the 
Women’s clubhouse for the benefit of 
the association. After the game, re- 
freshments will be served by the men. 
Ttickets 25 cents. Help the A. A.! 

Wednesday evening the “Lend-a- 
Hand” met with Mrs. John E. May, 
at her home on Western ave. Mrs. 
May was assisted by Mrs. Ethel May 
Wilkinson, Miss Marion and Miss 
Dorothy Story and Mrs. Alice W. 
Foster. 

On Wednesday evening, Dec. 15, 
the Ladies’ Aid will have their last 
party before Christmas. These par- 
ties are very pleasant affairs, where 
all get together for a good time. Re- 
freshments are served after the game 
and dancing usually ends the evening. 
The Ladies’ Aid needs your help; 
tickets 25 cents. 

The whist party and sale for the 
Ladies’ Aid society, on Friday last, at 
the Women’s club, was very success- 
ful. Miss Abbie May had the high- 
est score for ladies, and Paul Foster, 
the highest score for men. Miss Dor- 
othy Story and George Adams _ had 
the booby scores. The committee in 
charge of this party was Mrs. Ethel 


Story, chairman, assisted by Mrs. 
Wilton Richardson and Miss Edna 
Symonds. 


Thursday evening the Boys’ club 
met with Clarence Staples. Games 
were played and as it was the young 
host’s birthday, birthday cake was 
served for refreshments. The Boys’ 
club, beside meeting every Sunday 
afternoon for reading, will meet evy- 
ery two weeks at the home of one of 
the members for a social evening. 
The next meeting will be at the home 
of Franklin Dunbar sometime after 
Christmas. 
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TELEPHONE 426-R. MAGNOLIA 


JONATHAN MAY 


Shore Road, Magnolia, Mass. 


REAL ESTATE and INSURANCE BROKER 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co. 


Dec. 10, 1920 


NOTARY PUBLIC 


MAGNOLIA MARKET 


LAFAYETTE HUNT, Proprietor 


BEEF, PORK, MUTTON, 


HAM, 


POULTRY, VEGETABLES 


AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


Tel. 449-W 


MacnotiA INN PROPERTY SOLD— 
Famous For Its HospiraLiry 


The Thomas Hunt property has 
been sold. This includes the Magno- 
lia Inn, better known in the olden 
days as the Oakgrove House, and two 
small cottages on the same lot. 

The Oakgrove House was built 
and managed by Mr. and Mrs. Ber- 
nard Hunt and was famous in the day 
of small boarding houses for its hos- 
pitality and its fare. Many famous 
people made it their summer home, 
coming back season after season. Then 
the guests knew each other and the 
summer was like a family reunion, 
and especially so at the Oakgrove 
House. Now the day of small board- 
ing houses in Magnolia seems at an 
end. The big hotel and numerous cot- 
tages house our guests. 

After the death of Mr. Hunt and 
the retirement of Mrs. Hunt, the 
house was managed by various peo- 
ple and lastly by Mr. and Mrs. Thos. 
Hunt, a son of the owner and builder. 

The Oakgrove was built during the 
winter of 1876 and ’77 by Jonathan 
May and was the first house built by 
Mr. May in Magnolia. 


Macnoitia CHurcH NOTES 


Rev. C. F. Frederick, of the Gor- 
don Bible school, preached in the Vil- 
lage: church last Sunday morning. 

Miss Grace Monks’ talk, last Sun- 
day evening, on her work among the 
children both in London and Law- 
rence, was very interesting and was 
much enjoyed. The meeting was led 
by Fred Dunbar and Mrs. Bertram 
Forbes acted as pianist. Master Ab- 
bott Howe’s piano solos added great- 
ly to the pleasure of the audience. 

Sunday morning the pulpit of the 
Village church will be occupied by 


Magnolia, Massachusetts 


Charles P. Kepner, of the Andover 
Theological school. Sunday school 
will follow the morning service. 

Sunday evening, Miss Blanche 
Stanley, who has spent seven years in 
Paris, part of them during the war, 
will speak on her life and work there. 
She will be assisted by a reader. Aft- 
er the service there will be a short 
meeting of the church members to 
plan for the annual church meeting in 
January. 


The Sunday school is planning a 


this 
means 


“White Christmas” 
White Christmas 


year. A 
a giving 


ather than a getting Christmas, and — 


each person will be asked to give 
something, no matter how small, to 
“the King” on His birthday. Little 
white envelopes for these gifts are to 
be sent out a week before Christmas. 
The entertainment will be in the 
church this year. 

Monday evening the teachers of 
the Sunday school met with Mrs. De- 
lia Dunbar to plan the Christmas for 
the children. 


Gata WEE ks aT N. Y. “Eire 


Charles Dillingham’s vast and va- 
ried pageant of fun and_ splendor, 
“Good Times,” has entered in upon 
one of its gayest and happiest months 
at the New York Hippodrome, which 
entertains more patrons during the 
Christmas holidays than all the other 
musical comedy theatres in New 
York combined. These coming two 
weeks the big playhouse will be the 
headquarters for the shoppers, the 
visitors and the. New Yorker. in 


search of the finest example of spec- © 


tacular and extravaganza _ entertain- 
ment ever produced on any stage, and 
several new novelties will be intro- 
duced which will add to the thrills 
with which “Good Times” is filled. 
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BEVERLY FARMS 


George S. Day is attending a 
school of telegraphy in Boston. 

Wilbur J. Pierce has been on a busi- 
ness trip to Tarrytown, N. Y., and 
New York city, the past week. 

Miss Emma Haynes, of Hartford, 
Conn., has spent the past week at 
; Beverly Farms visiting friends. 

Mr. and Mrs. Clarence F. Young, 
of Rockland, Me., have been guests of 
Beverly Farms friends the past 
week. 

Three well-known Beverly Farms 
boys enlisted in the U. S. army the 
past week. They are Edmund Pow- 
ers, James McCarthy and Cornelius 
Barry. They have already entered 
the service. 

John L. Congdon, of Hart st., who 
has had charge of one of the depart- 
ments of the Burrage gardens on 
Greenwood ave., has gone to Texas 
to work in a similar capacity for Mr. 
Burrage on his Texas property. 

A well-attended rally for Paui S. 
Eaton, candidate for mayor, was held 
in Marshall’s hall last Thursday eve- 
ning. Mr. Eaton was the principal 
speaker. Various candidates for the 
board of aldermen were present. 

It is very probable that with the 
commencing of the new year a card 
tournament will occupy the attention 
of members of the local, fire depart- 
ment and friends, to last through the 
winter months. A similar tournament 
was held last winter and created con- 
siderable interest. 

Another public whist party will be 
held in G. A. R. hall next Monday 
evening under the auspices of Preston 
W.R. corps. The funds received will 
be devoted to the purchase of neces- 
sities for the old veterans at the Sol- 
diers’ Home, Chelsea, and will be 
forwarded there in time for Christ- 
mas. 

Next Tuesday is voting day in the 
Beverly municipal election. There 
will be a mayor, three aldermen-at- 
large, an alderman from Ward 6, and 
members of the school board to elect. 
For the berth of mayor there are four 
candidates and for alderman-at-large, 
nine. There is no contest for alder- 
man in Ward 6, or for members of 
the school board. Polling place in 
Ward 6 will be lower G. A. R. hall 
and will be open from 6 a. m. to 4 
p. m. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 


Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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Poultry and Game 
Eggs and Butter 
Fruit and Berries 
The Best Quality 


r 


BREWER’S MARKET 


H. L. Morritit & Co., Inc., 


Successors to Walter P, Brewer 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


Telephone 133 
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WINTER 
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STORAGE 
CENTRAL SQUARE GARAGE 


John A. Trowt and John J. Murray, proprs. 


AUTOMOBILE REPAIRING 


SUPPLIES AND SUNDRIES 


BEVERLY FARMS | 


Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 


7 
% 


William Eddy was called upon 
Tuesday for the sad duty of attending 
the funeral of his sister, Mrs. Anna 
Knight, a North Beverly resident. 

James E. McDonnell, West st., is 
planning to turn his large stable into 
living apartments. Work has been 
started on the improvements. 

Alderman Linehan, of Ward 6, 
sitting on the sidelines in this cam- 
paign and is watching the fur fly. 
There is no opposition to his re-elec- 
tion. 

Fred Hull, a well-known former 
Beverly Farms young man and a mu- 
sician of note, is a member of the 
newly formed Boosters club orchestra 
in Beverly. Mr. Hull is an artist on 
the piano. 


W. R. C. ELecrTIon 


At last Tuesday evening’s meeting 
of Preston W. R. corps, the follow- 
ing were elected to serve as officers 
for the ensuing year: 

President, Miss M. Elizabeth Hull; 
senior vice-pres., Mrs. Ruth Naylor; 
Grace Wil- 


junior vice-pres., Mrs. 

liams; treasurer, Mrs. Mary A. 
Woods; chaplain, Miss Lizzie Colla- 
more; conductor, Mrs. Elizabeth 


Knowlton; guard, Mrs. Lillian Stand- 
ley ; delegates, Miss Lizzie Collamore, 
Mrs. Margaret Townsend, Mrs. An- 
nie Lawlor, Mrs. Victoria Estes. 

Three new members were admitted. 
The installation of officers will take 
place in January. 


The BREEZE Ew a year, $1 for six 
months. 
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Have Your Prescriptions 
Filled at 


DELANEY’S 


Apothecary 
Corner Cabot and Abbott Streets 
BEVERLY 


We keep everything that a good 
drug store should keep. 


SALVATION ARMy ASKS ASSISTANCE 
IN SPREADING CHRISTMAS 
CHEER 

In an effort to enlist the sympathy 
and financial support of the people of 
this vicinity in its great work, the 
Salvation Army at Gloucester is send- 
ing out letters to people of Manches- 
ter and Magnolia, as well as all over 
Cape Ann, ‘worded as follows: 

“At this Christmas season I am 
writing to enlist your sympathy and 
financial support in connection with 
our usual Christmas dinner to the 
worthy poor of Gloucester and vicin- 
ity. The dinner will be given out in 
baskets and delivered to the families. 

“We are planning to gladden the 
hearts of the children by giving an en- 
tertainment and Christmas tree on 
Christmas night at our hall, and sup- 
ply them with toys, candy, fruit and 
nuts. To our friends, who are more 
fortunately situated, this will be a day 
of cheer, and Christmas dinner will 
be assured. 

“We are depending upon your gen- 
erosity and need your contribution, I 
am enclosing envelope for reply.” 

Responses should be addressed _ to 
ae Edw. W. Shira, 3114 Main 


_ Gloucester. 


A suggestion for a Christmas or 
New Year’s gift: Send the BREEZE 
to a relative or friend for a year — 
$2, postage paid. 
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BEVERLY FARMS 


Mr. and Mrs. Edmund E. Arnold, 
of Williamstown, have been among 
the visitors at Beverly Farms the past 
week. 

Mr. and Mrs. Edward A. Norton, 
of Troy, N. Y., have spent the past 
week at Beverly Farms _ visiting 
friends. 

George Mackey, of 6 Lowell st., 
Montserrat, a former Beverly Farms 
boy, is planning to enter the school of 
engineering of Northeastern college, 
Boston. 

George Chipchase, of Hart st., 1s 
reported to be quite ill. On Tuesday 
he was taken to the Beverly hospital 
for treatment. 

Mr. and Mrs. J. Millett Younger 
are planning to leave in about two 
weeks for Florida, where they are to 
spend the winter. 

Alderman Edward Thompson, can- 
didate for mayor, addressed a large 

gathering of Ward 6 voters in Mar- 
shall’s hall last Saturday evening. 
George S. Williams presided. 

The Monday evening public whist 
parties, which are being conducted in 
G. A. R. hall by Preston W. R. corps, 
are proving as popular as last year. 
The one held last Monday evening 
was well attended and proved most 
enjoyable. 

Mayor James McPherson, who has 
been conducting a series of rallies this 
week in various parts of the city, will 
hold a rally at the Beverly Farms 
schoolhouse this (Friday) evening at 


8 o’clock. Candidates for alderman 
are invited to speak. 
During the month of November 


Building Inspector Howard P. Wil- 
liams did not grant a single permit in 
Ward 6. This is another illustration 
of how little is being done at present 
in Beverly Farms by way of improve- 
ments or alterations. 

Andrew Standley camp, S. of V., 
will meet in G. A. R. hall this (Fri- 
day) evening. There will be an elec- 
tion of officers for the next year. 
Members of Preston post, G. A. R., 
will be present as guests of the Sons. 
A collation will be served. 


The municipal election campaign 
reached its height during the past 
week, and has been pretty lively. The 
various rallies, the campaign literature 
and the button-holing by friends of 
the candidates has made the past 
week an interesting one for the local 
voter. 


A well attended rally was held in 
Marshall’s hall on Tuesday evening 
in the interests of Frank D. Tuttle 
for mayor. John A. Trowt was 
chairman. The speakers were Frank 
D: Tuttle, former-Mayor Herman A. 
Macdonald, Willard O. Wylie, Thos. 
J. Casey and Lawrence A. Ford. 


Dee. 10, 1920 
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OMO 
TREMONT THEATRE, BOSTON 


Rarely is a musical comedy re- 
ceived in Boston with such enthusi- 
astic, applauded acclaim, as is “The 
Sweetheart Shop,’ which remains at 
the Tremont theatre, Boston, only a 
fortnight longer. Laughter, gaiety, 
rippling music, beauty and pretty girls 
gallop through the action of the piece 
lending a delightful tone of hilarity 
and good cheer to the entertainment 
not approached by any other theatri- 
cal offering for many moons. It is a 


musical comedy of the ultra-modern — 


type so rapid in its action that no time 
is left to think. Song, dance and 
rollicking fun follow each other in 
rapid succession, and the result is a 
night passed away as if by magic. 
There is a freshness and quality of 
surprise about “The Sweetheart 
Shop.” Its costumes and stage en- 
vironment are handsome and always 
in good taste, and in the list of prin- 
cipals there are new reputations to be 


discussed. The airy, witty sugges- 
tiveness of the story is new, and mer- 
ry impropriety is achieved with a 


grace that is almost Gallic. 

Harry K. Morton is a novelty as 
the male comic. He has arrived to 
stay. He is smart and pert, and runs 
the gamut of humor from high trav- 
esty to the best acrobatic fun wit- 
nessed for many a day. Esther How- 
ard, his vis-a-vis in the play, proves 
herself that rarity, a young and comic 
woman, who can act, sing and dance. 


New THEATRE AT BEVERLY 


The new Ware theatre at Beverly, 
one of the finest theatres in New Eng- 
land, was dedicated on Wednesday 
evening, when a brilliant gathering of 
people from Beverly and surrounding 
towns assembled for the opening. 
The first picture show was given last 
evening to a crowded house. 

In our next issue -will be printed a 
descriptive write-up on the new thea- 
tre, which, by the way, is located on 
the corner of Cabot and Judson sts., 
more centrally located for the big cli- 
entele from the North Shore section 
that will surely patronize this mod- 
ern theatre in even larger numbers 
than they did the Larcom, owned by 
the same interests, and to be contin- 
ued. 


Ware THEATRE, BEVERLY 
Week of Dec. 13 
Mon. and Tues.—Marshall Néeil- 
an’s big newspaper picture, “Go and 
Get Sit?’ 
Wed, 


and Thurs.— Norma Tal- 


a 


S.A. Gentlee & Son 


S. A. GENTLEE 
TEL. 893-W. 


C. H. GENTLEE 
TEL. '893-R. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel. 480 


Calls Answered Anywhere 
Day or Night 


madge in “Yes or No.” 
Fri. and Sat.—Charles Ray in “45 
Minutes from Broadway.” 


STRAND THEATRE, LYNN 
Once more the film master, David 
Wark Griffith, reveals his genius. He 
has produced another wonderful pro- 
duction, “The Love Flower,” which 
is being heralded everywhere as a 
creation of exquisite beauty, haunting 


charm and_= spirited drama. ‘The 
Love Flower” is the feature attrac- 
tion at the Strand theatre, Lynn, 


Monday, Tuesday and Wednesday of 
next week. Because of the great de- 
mand for this film throughout the 
United States, the management was 
able to secure this feature for three 
days only. The cast is headed by 
Carol Dempster and Richard Barthel- 
mess, of “Way Down East” fame. 
The companion feature is Blanche 
Sweet in “The Hushed Hour,” who 
will be supported by Milton Sills, 
Wilfred Lucas and Rosemary Theby. 
The balance of the program includes 


a comedy, “Hold Me Tight,” and 
Review. 
Thursday, Friday and Saturday 


will be shown Clara Kimball Young 
in Ethel Barrymore’s — sensational 
stage success, “Mid-Channel,” by Ar- 
thur Wing Pinero, and a Drury Lane 
production, “Hearts Are Trumps. 
A comedy, “A Rare Bird,” Illiterate 
Digest by Will Rogers and Review 
complete the program. 

Miss Claire Gillipsie, soprano, will 
be the soloist, and pleasing musical 
selections will be rendered by the 
Strand Symphony orchestra and Miss 
M. Frances Doughty, organist. 


A Nature LEsson 


“Do nuts grow on trees, father?” 
“They do, my son.” 


“Then what tree does the doughnut — 


grow on?” 
“The pantry, 
Home Journal. 


my son.” — Ladies 


—_— 


ee eee 
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CHURCHES 


Along the North Shore 


MANCHESTER 


Orthodox Congregational, Rev. F. 
W. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 
school following the morning service. 
Sunday evening service, 7. Prayer 
meeting, Tuesday, 7.30, in the 
chapel. 

Baptist Church, Rev. Herbert E. 
Levoy, pastor. — Public worship, 
10.45 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.30. Y.P.S.C.E. meeting, 6. Eve- 
ning service, 7. Gospel Laymen’s 
league, Wednesdays, 7.30p.m. Prayer 
meeting, Friday evening at 7.30. 
Communion first Sunday in the 
month. All seats free at every ser- 
vice. 

Sacred Heart Church, Rev. W. 
George Mullin, rector. Sunday 
masses—8 and 10.30 a. m. Week- 
day mass, 7.30 a. m. Sunday eve- 
ning devotions at 7.30 o’clock. 


BEVERLY FARMS 


St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Sunday school at 10 a. m. Morning 
service and sermon 11 a. m. Holy 
communion first Sunday of each 
month, 11 a. m. Evening service 
and sermon 7.30 p. m. 

Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.45. 
Bible school at 12. Y. P. 8. C. E, 
6.15 p.m, Evening worship and ser- 
mon, 7. Communion service the 
first Sunday in the month. Mid- 
week service, Wednesday at 8 p.m. 

St. Margaret’s, Rev. Nicholas R. 
Walsh, rector. Sunday masses at 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a..m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p. m. 


MAGNOLIA 
Union Congregational. Sunday 
morning worship with sermon, 10.- 
45. For other notices see news ¢ol- 
umns. 


POLICE WOMEN 


Crvit SERVICE EXAMINATIONS TO BE 
Hep Dec. 21 


Appointees to positions as police 
women in Boston must not be less 
than 25 nor more than 35 years of 
age, establishment of those limita- 
tions having been announced by Pay- 
son Dana, commissioner of civil ser- 
vice, at the request of Police Com- 
missioner Edwin U. Curtis. 

The examination for police women, 
originally set for December 15, has 
been postponed to December 21. 

The salary in Boston, where there 
are eight positions to be filled, is 
$1400 for the first year, with an in- 
crease yearly of $100 until the maxti- 


TOWN NOTICES 


MANCHEST ER 


NeOvTel CE 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o’clock. 


SAMUEL L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


TOWN TREASURER’S NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a. m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

BE. P, STANLEY, 
Treasurer and Collector. 


SCHOOL NO#ICE 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 

The Superintendent will have office 
hours at the Town Hall from 8 to 9 a. m. 
and 4 to 5 p. m. every school day, and 
9 to 10 every Saturday morning. 

SCHOOL COMMITTEE. 


mum of $1800 is reached. There are 
two vacancies in Lowell, at $20 per 
week, while in Cambridge there is a 
vacancy which comes under the title 
of “female investigator,” at $1200, 
and Brookline also has made requisi- 
tion for a police woman. The list will 
be used for other cities and towns as 
they occur from time to time, prefer- 
ence, of course, in certifying being 
given to applicants who, at the time 
of filing applications, are residents of 
the municipality from which the req- 
uisition is received. 

Practical questions for the position 
will concern such matters as warrants, 
arrests, etc., laws relating to night- 
walking, stubborn children, shoplift- 
ing and practical cases to test the ap- 
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FOREST WARDEN NOTICE 


This is to inform the public that I have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
have appointed the following as my depu- 
ties: 

LORENZO BAKER 
ISAAC P. GOODRIDGE 
JOHN F. SCOTT 
JACOB H. KITFIELD 
JOSEPH P. LEARY 
ALLEN 8. PEABODY 
ARTHUR S. DOW 
PATRICK J. CLEARY 


PETER A. SHEAHAN, 
Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 


Applications for the removal of the 
contents of cesspools and grease traps 
should be made to 8. A. Sinnicks. 

Per order the Board of Health: 

WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NOTICE 
The regular meeting of the Park Board 
will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 


the following week. 
MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 

The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 


Per order, 
MANCHESTER WATER BOARD. 


plicants’ judgment and _ resourceful- 
ness in handling typical problems 
along these lines. Some of the prac- 
tical questions will be based upon in- 
formation contained in a manual 
known as the Blue Book. Applicants 
are advised to inquire in person or by 
letter should they fail to receive man- 
ual. An oral examination may be giv- 
en, as well as a physical examination. 
A competitive examination for as- 
sistant chemist in the state department 
of health will take place December 
22. The salary is $1980 per year. 


He Knows 

“What is meant by ‘an embarrass- 
ment of riches’?” inquired the man 
who always wants to know something. 

“T couldn’t say offhand,” replied the 
delegate. “Ask some candidate whose 
campaign fand has been oversub- 
scribed.”—Washington Star. 


The Breeze would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 
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OLIVER T. ROBERTS 


=a 


WILLIAM HOARE 


ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty 
Particular Attention Given to Jobbing 


MANCHESTER-BY-THE-SEA 


Telephone Connection 


INCORPORATED 1903 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 
BEVERLY, BEVERLY Farms, MANCHESTER AND HAMILTON, Mass. 
Connected by Telephone 


J. M. ~y M. Publicover.2 fOr 


Ww. B. Publicover 


PUBLICOVER BROS. 


Contractors and Builders 
Special Attention Given to Jobbing, Furniture Repaired, Etc. 


Tel. Con. 


ES ~~ ROBERT ROBERTSON CO. 


SHOP: Off High st. BEVERLY FARMS 


PO Bb Ox atheist Ala Ee 


Shop and Office, 112 Pine St. 


—— 


JOHN F. SCOTT 
Plumbing and Heating 


Personal attention given to all work 
35 years’ experience 
Tel, 12 


Manchester-by-the-Sea 


Tel. Beverly Farms 130 


Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 


BEVERLY FARMS, MASS. 


Shop at Pride’s Crossing 


Edward F. Height 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 


12 Desmond Ave., 


Tel. Con. 


MANCHESTER, MASS. 


GEORGE 5S. SINNICKS 
MASON, CONTRACTOR and BUILDER 


Manchester, Mass. 


SAME HERE—MrInus TALK 


subscriber 
the operator 


In ‘China, when the 
rings up the exchange, 
may be expected to ask: 


“What number does the honorable 


son of the moon and stars desire ?” 
“Hohi 24.” 
Silence. Then 
sumes : 


the exchange re- 


Telephone 31 


“Will the honorable person gra- 
ciously forgive the inadequacy of “the 
insignificant service and permit this 
humbled slave of the wire to inform 
him that the never-to-be- sufficiently 
censured line is busy ?”’—Electrical 
Experiments. 


The Breeze $2 year, $1 six months. 
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THRIFT AND SAVINGS 


U. S. GovernMENT Doinc Much 
TO Promote Hasits or SAVING 
AND INVESTMENT 


Two new United States govern-~ 
ment securities are to be offered to the” 
people of New England and the rest © 
of the country in 1921, according to~ 
the Savings Division of ‘the First Fed- | 
eral Reserve District. They will be a | 
$1 Treasury Savings Stamp and a $25 | 
Treasury Savings Certificate and will 7 
be put out in response to demands | 
which have arisen for securities of | 
these denominations, particularly in” 
the industries. 

Because of the foothold they have | 
secured in the schools and homes of 7 
the nation as an easy means of savin 
with absolute safety, the 25c thrift® 
stamp and the $5 saving stamp are to | 
be continued in 1921. The idea is not” 
only to encourage saving, but also to 7 
give every American youth or person 
of small means an opportunity of be- 
ing an active partner in the United 
States government. The treasury offi- 
cials felt that this was a wise way of 
encouraging thrift and patriotism. 

Likewise: the $100 and $1,000 cer- 
tificates will be continued, as they are © 
well adapted for the investment of 
small trusts and surplus funds, not 
being subject to market changes and 
always collectable within a few days. 
They pay a fair rate of interest and 
nothing can be safer. Unions, frater- © 
nities and other organizations are em- 
ploying these certificates for the in- 
vestment of their funds, but may hold 
only $1,000 worth in any yearly se- 
ries, 

It is planned during the coming — 
year to intensify the three functions ; 
of the savings movement of the treas- : 
ury department: The development — 
and protection of the secondary mar- 
ket for all war issues of government ~ 
securities, the sale of treasury savings 
securities and the making permanent 
of regular habits of saving and in-— 
vestment in United States government — 
securities. { 

It is interesting to note that the 
1921 issue of the $5 savings stamp — 
will be of larger size than this year’s 
and will be orange in color, with the 
portrait head of Abraham Lincoln. 
The larger size is expected to be ap- — 
proved by the public and should make — 
the “baby bonds” much more attrae- 
tive artistically. 


BEsIpEs, PNEuMONIA Costs LEss 
“What’s the difference between 
ammonia and pneumonia ?” 

“One comes in bottles, the other in — 
chests.”—Stray Stories. 


No one would listen to us if they 
didn’t know their turn to talk was 
comin’.—Ep, Howe. 


| 
| 
| 


| 


| 


at other localities 


] 
| 


| 
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B. H. MOULTON 


Carpenter, Contractor and Builder 


All work given personal supervision 


ey Gross St. 


to all jobbing. 
SALEM 


2387W 181W-181R 


Tel. Conn. 


SHEEHAN & MURPHY 


Plumbing and Heating Engineers 


Estimates given on new work and alterations. 


Turning on and off water a specialty 
‘“‘Best quality and workmanship’’ our motto 


BEVERY 


Beverly 


Personal attention 


BEVERLY FARMS 


Head office: 260 CABOT ST., BEVERLY 


THADDEUS F. CALL 


First 
Class 


All work personally attended to. 
Pee GON. 


46 WASHINGTON ST. 


PAINTER AND DECORATO 


Interior 
and Exterior 
“°Do' it) now.’ ” 


GLOUCESTER 


Our Motto: 


PILGRIM’S DAY 


- 
ScHoots,. CoLLEGES AND UNIVERSI- 
TIES URGED TO OBSERVE 
THE Day 


President Wilson has issued a proc- 
lamation in which he requests the ob- 
servance by schools, colleges, and uni- 
versities of the three-hundredth anni- 
versary of the landing of the Pilgrims. 
The text of the proclamation follows: 

“My Fellow Countrymen: Decem- 
ber 21, next, will mark the tercente- 
nary of the landing of the Pilgrims at 
Plymouth in 1620. The day will be 
becomingly celebrated at Plymouth 
under the auspices of the Plymouth 
Pilgrim Tercentenary commission and 
in Massachusetts. 
While this is proper and praisewor- 
thy, it seems to me that the influence 
which the ideals and principles of the 
Pilgrims with respect to civic liberty 
and human rights have upon the for- 
mation and growth of our institutions 
and upon our development and prog- 
ress as a nation, merits more than a 
local expression of our obligation, and 
makes fitting a nation-wide observ- 
ance of the day. 

“T therefore suggest and request 
that the 21st of December next we 
observe throughout the Union with 
special patriotic services, in order that 
great events in American history that 
have resulted from the landing of 
these hearty and courageous naviga- 
tors and colonists may be accentuated 
to the present generation of American 
citizens. Especially do I recommend 
that the day be fittingly observed in 
the universities, colleges, and schools 
of our country, to the end that salu- 
tary and patriotic lessons may be 
drawn from the fortitude and perse- 
verance and the ideals of this little 
band of church men and women who 


established on this continent the first- 
self-determined government based on 
the great principle of just law and its 
equal application to all, and thus 
planted the seeds from which has 
sprung the mighty nation.” 


Warns Howpers oF SAVINGS 
STAMPS AND SECURITIES 
AGAINST SHARKS 


F. C. Ayres, director of the savings 
division, first Federal Reserve dis- 
trict, warns people against the sharks 
who are particularly active at this 
time trying to induce people to part 
with their War Savings Stamps and 
other government securities at unfair 
prices. Mr. Ayres pointed out that 
during the holiday shopping season 
when people of small means particu- 
larly are anxious to secure ready 
money, they may make the mistake of 
selling their savings stamps below the 
price, that the government stands 
ready at all times to pay through the 
postoffice. 

People also may be induced to sell 
Liberty bonds and Victory notes be- 
low even the prices prevailing in the 
stock market. Anyone who is forced 
to part with their Liberty bonds, ac- 
cording to Mr. Ayres, should be very 
careful and go to a legitimate broker 
or to a bank in order to make sure 
that they lose nothing, either on the 
market value of the bonds, or on the 
accumulated interest. For those who 
are unfamiliar with figuring interest 
on the bonds, there is danger that a 
sharp bargain hunter may cheat them. 


A suggestion for a Christmas or 
New Year’s gift: Send the BREEZE 
to a relative or friend for a year — 
$2, postage paid. 


Human ability is always purchased 


Cael). 
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JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 


Dealer in 
PAINTS, OILS, VARNISH, GLASS 
DesmMonp AVE., MANCHESTER, Mass. 
Telephone 106-M. 


H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 


324 Rantoul St. 
Telephone 1377-M 


BEVERLY 


D. T. BEATON 
Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 
and Heating; Tin, Copper and 
Sheet Iron Worker. 
Tel. 23 - - #Manchester, Mass. 


STEEP 


Telephone 687-W Gloucester 


J. H. MORROW & CO. 


4) HARTZ. OF. (GLOUCESTER 


PLUMBING 


HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 


COPECO 
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SUT eee eee 
MRS. HIGGINSON RESIGNS 
HEAD Has 


oF Savincs. Drviston 
Been FarrHrut WoRKER 

Mrs. F. L. Higginson, of Pride’s 
Crossing and Boston, has resigned as 
director of the Savings Division of 
the First Federal Reserve District. 
Governor Charles A. Morss, of the 
Boston Federal Reserve Bank, has 
named F. C. Ayres, government di- 
rector, to fill the vacancy. 

Mrs. Higginson has served as a 
volunteer ever since the creation of 
the savings division about two years 
ago, and some of the policies she in- 
augurated have been adopted in other 
Federal Reserve districts. Features 
of the work done by the New England 
division, under the treasury depart- 
ment, have attracted national atten- 
tion from bankers and others, and the 
work has been commended by the 
president of the American Bankers 
association, among others. 


PREMATRIMONIAL ASTRONOMY 

It was a beautiful moonlight night 
and they were taking a stroll down 
the beach. 

She: “Does 
tide?” 

He: “No, dearest, only the untied.” 
—Stray Stories. 


the moon affect the 


You can avoid a good deal of bad 
luck by working steadily during the 
day, behaving yourself, and going to 
bed early. 


y, Y) m 
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Essex County’s 
Best Gift Store 


, 


Christmas Gilt Stocks 


In Protusion 


Any one, to look at our shelves, counters and racks packed with holiday merchandise, might 
get the idea that we had gathered together just about all the Christmas presents in the world. 
However, while we haven’t accomplished quite that remarkable feat, we certainly have assembled 
a wondrous assortment of the nicest remembrances the market had to offer. These lovely arti- @ 
cles of apparel, accessories, things for the home and toys we are now offering at prices that prove 
that it is an economy as well as a convenience to do your Christmas shopping now. With this adv. 


to guide you and a list of those-to-be-remembered handy, gift choosing shouldn't be any bugbear. 


GLOVES—OF COURSE—ARE ALWAYS 
ACCEPTABLE 


GOOD looking, inex- 
pensive, describes _ per- 
fectly the gloves in our 
Yuletide displays. You 
will enjoy choosing gifts 
here because our assort- 
ments are so complete. 
Caper Leatherman stecet 
Gloves, $3.75; kid 
gloves, two clasps, 
$4.50: chamois 
gloves, wrist ° length, 


ey $2.75. 


THE KIDDIES WILL ENJOY GETTING 
GIFTS OF CLOTHES FOR A 
CHANGE 


THEY always do get so many toys. The coats, frocks, 
and other articles of apparel in our children’s displays 
are quite attractive enough to be warmly welcomed by 
any little child. If you are undecided as to the proper 
choice, why not let our competent salespeople help 
you? They are more than willing to be of assistance 
in solving your children’s gift problems. 


HOSIERY —tthere is no 
danger of not pleasing 
when you select hosiery. 

HANDKERCHIEFS — 
the most convenient gift. 

BLOUSES of rare beauty 
for gift seekers. 

SWEATERS give pleas- 
ure the whole year 
around. 


NECKWEAR — Send 
n @® your message of Christ- 
@ mas cheer with a gift 


as of neckwear. 
~ 
oN 
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UMBRELLAS THAT ARE EASY TO 
CARRY 


GIFTS FROM THE TOILETRIES 
SECTION 
A FAIRYLIKE fra- F® = 
grance encased in af. 
quaintly shaped _ bottle, 
lovely enough to grace a4 
Princess dressing table 
Novel outfits including f 
creams, rouges, pow- 
ders and toilet waters 
are happy suggestions 
which have the great |§ 
virtue of moderate B 
price. Combinations, 


$2.50 to $7.50 


THE YOUNG GIRL WILL APPRECIATE> 
RECEIVING THE BEGINNING OF 
AN IVORY TOILET SET 


YOU can give her a comb, brush and mirror now, for 
instance, and the rest of the pieces which go to make 
up a complete set later on for birthday gifts or as 
Christmas presents in the years to come. We are 
offering in our holiday displays the most interesting 
assortment of Ivory Toilet goods we have shown for 


years. Separate pieces 3Q@ to $7.50 each. 


| f 
wie 
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THE CAMISOLE — a 
splendid gift from one 


THEY are so very good 
looking —and long wear- 
ing and dependable. 
Whether you are seeking 
suitable gifts for men or 
women don’t fail to look 
over our present assort- 
ments. They are of a na- 
ture which makes selec- 
tion now for gift-giving 
especially advantageous. 
Umbrellas with all the 
latest style handles. Suit- 
able for men and women. 
MEN’S $3.00 to $15.00 
WOMEN’S $2.00 to $15.00 


woman to another. 


RIBBONS — So many 
practical and_ useful 
gifts can be made from 
ribbon. 


DOLLS—big and little— 
all kinds of dolls are 
waiting to greet new © 
mammas. i | 

THE BOY who likes me-. 


chanics ought to be , 
encouraged. Give him a@g@& 
tool chest. ay 

)\ 
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3 The New Ware Theatre at Beverly, the “Golden Theatre Beautiful” of the 
North Shore —A View from the Stage 
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Checks issued by this bank—amounting to over $20,000—are being 
paid to thrifty Manchester folk on their Christmas Savings Accounts. 


NEXT CHRISTMAS 


Will have for you no pangs of sorrow because you find the Christmas 
season at hand without the wherewithal to furnish your family and 
friends with the gifts, remembrances and pleasures that you had hoped 
or intended to give, if you have an account in our Christmas Savings 
Club row forming. It insures you just the kind of a Christmas you 
will want to have. 


Begin now to lay the foundation for your next 
Merry Christmas 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


THIS CHRISTMAS 


EDWARD A. LANE 


HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 
PAINTS, GLASS and PAPER HANGINGS 


in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
55 SCHOOL STREET Tel. 247-R. MANCHESTER, MASS. 


WwW. B. CALDERWOOD 


Siccessor to DAVID FENTON CO. 
BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res. 254-R 
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AXEL MAGNUSON Shien ror 
Florist and 
Landscape Gardener 


BEDDING PLANTS 
Telephone 172-R IN GREAT VARIETIES 


ae 
| 
| 
| 


Lehigh Valley Coal Sales Company 


COAL 


Samuel Knight Sons’ Co. 


| 32 CENTRAL ST. Tel. 202 MANCHESTER, MASS. 
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Why do we use the expression “ap- 
ple. pie order” when we mean that 
things are exactly in their right place? © 

Because every Saturday a certain 
Puritan dame, Hepzibah Mertom 
made a practice of baking two or 
three dozen apple pies which were to 
last her family through the week. She 
placed them on the shelves in her pan- 
try, labeling each according to the day 
of the week on which it was to be 
used, and the pantry, thus arranged, 
was said to be in apple pie order. 


Why is an unmarried woman called 
a spinster? 

Because women were prohibi‘ed 
from marrying in olden days until” 
they had spun a full set of bed fur- 
nishings and thus, until their mar- 
riage, they spent much time at the 
spinning wheel and were, therefore, 
“scinsters.”’ 

Why do clergymen habitually wear 
black? 

Because when Martin Luther, in 
1524, laid aside the habit of a monk 
and adopted ihe style of dress prevail- 
ing at the time, the Elector of Saxony 
used to send to him from time to time 
pieces of black ‘cloth, that color then 
being fashionabie at the court. Lu. 
ther’s disciples thought because he 
wore black, it became them to do so, 
nd thus it came about that the clergy 
eonerally grew to regard it as the only 
proper color for them to wear. 


A TRAGEDY OF. LETTERS 


cal 
ray 
« 
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Jchrny Jones, he loved a maid, 
He loved her to XS, 
And XRSIID his NRGG 
2 C her and confS. 
Said he, ‘‘A meeting I’ll proQR, 
B4 the day is past; 
In spite of all my NMEE 
She shall B mine at last.’’ 
Now UUULE MLE 
Was 10DR ard B9, 
FMN8 ard gertL 2, 
Some th0O she was Dvine. 
But Johnny Jones, he made her X, 
She said he was a calf— 
SPCLE ODS; 
0 spoke in his B4 
Said he, ‘‘Should you go on UR NEE 
And melt awA in TRR, 
Or WR at 10tions 4 
The futR 50 years, 
U still would 0 B 2 me, 
UR not 2 my mind. 
So prA B YYR, sir, and go 
Some betR maid 2 find. 
“‘DR MLE, my love’s XS, 
PrithE X10U8, 
XQQ—42ive—and love me, or I’ll take an 
OP Ser? 
And so he did. Alas! poor man! 
Kind readR shed a TR, 
Ue took the OPM so strong 
It laid him on his BR. 
—Happy Days. 
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A Wis for a Merry Christmas will be none the less 
sincere or enjoyable because repeated year after year. 


CuristMaAs APPEALS are being made for funds by 
three great philanthropies. Each of them should be gen- 
erously supported by the giving people at this season of 
giving. One, the Near East Relief, is organized for work 
to relieve the suffering in that district. Kidder Peabody 
& Co., Boston, are the treasurers. The needs are great and 
the funds that can be given can be invested advantageously. 
When fifteen dollars will support, clothe and educate a war 
orphan for a year, the organization has arranged its phil- 
anthropic work efficiently. Another is relief work for the 
children of middle Europe and in which Mr. Hoover has 
been very much interested. The appeal of the latter or- 
ganization is compelling because everyone loves a child and 
the alleviation of suffering among them is a duty and a 
pleasure which no one will seek to avoid. 

The third appeal comes from the joint committee of 
women’s mission societies for the union colleges for women 
of the Orient. These great mission philanthropies, such a 
power for civilization in the great countries of India, China 
and Japan, are feeling the depression of the times due to 
the war, etc., and an effort is being made to raise a fund of 
one million dollars to go toward the support of these col- 
Mrs. Henry W. Peabody, of 
Montserrat, is at the head of the movement, which is being 
conducted in the form of a Christmas gift at $10 a share. 


Russell Carter, 156 Fifth ave., New York, is the national 


© that. 


treasurer. 


It is advisable that all three of these funds be raised 
during the same period of time. All these deserve the sup- 
port and generous gifts of the people. The Christmas sea- 
son places every one in a giving mood. The giving spirit 
of wise men of old, who brought the good gifts to the 
household of the ancient mother Mary, may well be re- 
peated in the newer generation. The children are being 
taught effectively in schools, churches and news journals 
that Christmas is a season of giving as well as receiving. 
The war spirit created a giving public and the spirit has 
abided. It has taught all the people the value of many 
small gifts in raising large sums of money for philanthrop- 
ic work. The war has been finished, but now the people of 
America welcome the opportunity to aid in rehabilitating 
the peoples who have suffered because of the war, especial- 
ly the children, and more particularly the orphan children. 


Your Curistmas will be merry in proportion to the 
good cheer you have prepared for others. 


Tue NortH SHorE is growing as an all-the-year- 
round place of residence. The length of the trains going 
{oo and from Boston in the morning and evening indicates 
The suburban winter attractions hold many a sum- 
mer resident late into the fall. Many are allured and 
leave their city homes to establish themselves permanently 
in the country near the shore. 
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CHRISTMAS CAROLS find their best tunes not in notes 
for the ear, but in kindly deeds from the heart. 


It Is A Happy Man who finds a rich store of Christ- 
mas berries and mistletoe and evergreen in some wood- 
land haunt. It is a wiser man who finds a rich store of 
Christmas courage, Christmas good cheer and Christmas 
pleasure to share with his friends. 


EXCHANGING GirtTs has passed out of date. That sel- 
fish barter ended with the beginning of the war. 


Tur CuristmMAs SEASON has again returned and the 
problem of making Christmas gifts of character and worth 
is presented. Everyone enjoys receiving and _ giving 
gifts. It is surprising, too, since the thrift campaigns of 
the war, how many have been converted to the plan of 
making gifts of useful articles, such as give pleasure over 
a long period of time. The gifts of books have always 
been popular, but when the book has been read it goes into 
a bookcase until loaned or lost. Many sorts of gifts give 
pleasure for a brief time and then they are forgotten. But 
a journal, a magazine, a home paper carries a Christmas 
message throughout the year. The home paper is a letter 
delivered every week, bringing into the home the friendly 
items about neighbors and their activities, the affairs of 
the communities, the news of the day and the news that 
comes from the ends of the earth. A giver can send a 
message fifty-two times in the year into a home with an 
advantage that cannot be denied. The subscription ac- 
counts of every home paper show the interest of good folk 
in their friends by the record of subscriptions that are 
made as Christmas gifts. There is a reason for the popu- 
larity of papers for Christmas gifts, in the repeated mes- 
sage of good cheer and kindly greeting, if sent week after 
week. 


However Harp the winter may be, the “boys are at 
home” and our thoughts do not go oversea to the trenches 
of northern France. 


Poor IRELAND! The disturbances of the Emerald 
Isle have ended and a civil war has begun. Bloodshed and 
riots have been rife. The war-after-the-war, and the perils 
of the post-war period are proving as painful as the days 
of the war. 


CuristMAS EveRGREEN is found in the woodland. 
The Christmas spirit is hid in the heart. It is well to search 
for both. 


Ture Heactu or the President of the United States 
appears to be improving. He gets about much more easily. 
The writings which have come from him do not lack virili- 
ty or vision. His recovery will be a great asset to the na- 
tion: his continued illness a great loss. He served his 
country in an hour of great peril and won his fight. What- 
ever the apparent mistakes of his career may be or the 
justice of criticism that are not made malevolently, it still 
remains true that the President of the United States has 
been a man of parts and power. No nation can afford to 
dismiss with faint praise an executive that all but gave his 
life in a great cause. 


Woman’s SUFFRAGE has taught the politicians many 
new lessons. It is quite evident that the women are think- 
ing for themselves and that the men are being influenced 
by the vote of the women as much as the women are being 
influenced by the men. 


+ NORTH 


TuerE Is No Puace for Old Scrooge these merry 
days. 


Ir Curistmas Brincs pleasant memories of other 
days, plant the seed for pleasant future memories of good- 
ly Christmas days for the younger generations by . your 
gracious gifts. 


Att SumMER Lone there have been meetings and 
celebrations to commemorate the coming of the Pilgrims to 
the Massachusetts shore. During the summer Province- 
town fittingly observed the day. In Old Plymouth, Eng- 
land, the anniversary of the sailing of the Pilgrims was 
fittingly observed and greetings were sent to the new Plym- 
outh. Ever since, in schools, lodges and churches, tercen- 
tenary observances have been held. The actual date of the 
anniversary of the settlement at Plymouth falls this week 
and the week should not pass without being fittingly ob- 
served in every schoolhouse in the land. The President 
has issued a proclamation that ranks with his other state 
papers. A call is made for all to observe the 21st day of 
December as the day upon which to call to mind the debt 
which the nation owes to the hardy settlers of the old New 
England village. Here, upon a narrow edge of land, on a 
rugged coast, the Anglo-Saxons gained a foothold and 
established their customs and ruled their community ac- 
cording to Anglo-Saxon ideals. 

From so small a beginning upon the extreme eastern 
shore of the continent the English speech, the English cus- 
toms and laws and the English reverence for righteous- 
ness, law, morality and religion have become the control- 
ling principles of a great people who have subdued a con- 
tinent and then disciplined the inhabitants of the new land 
that have come from every land in the world, to the ways 
of the Anglo-Saxon people. In the struggle for suprem- 
acy the Anglo-Saxon spirit, the Anglo-Saxon law and the 
Anglo-Saxon customs have been fastened upon the conti- 
nent. Here, countless thousands have found an asylum 
from oppression, liberty of conscience, and an opportunity 
to gain a livelihood. It is fitting that the world should call 
to mind the great movement that began with the landing 
of the Pilgrims at Plymouth and ended in the subjection 
of a continent. America owes a great debt to the sturdy 
men and women who hazarded their lives in the Mayflower 
and bore the hardships of the New England winter. 


Ir Is A Wisk WorKMAN who recognizes his own 
“chance.” The wise man recognizes his opportunity when 
it is at hand. The unwise only recognizes it when it is 
- passed. 


Tue Boston Evening Record Has made a new “rec- 
ord.” On Monday evening it was issued for one cent 
again; but the novelty and the success of the issue was due 
to the new form of the paper. There has been a field for 
a one-cent daily since all the newspapers abandoned that 
price because of the high cost of materials. The new paper 
has been reduced in size, so that its page is double the size 
of the NortH SHoRE Breeze. There are five narrow col- 
umns. The news has been gathered apparently by expert 
men and has been “‘condensed” by capable writers. It de- 
mands a peculiar ability, requiring long training, to present 
important events briefly in a newspaper article. The Rec- 
ord is a success. The new issue has pictorial sections, finan- 
cial and sporting news columns, and there is an editorial 
page of merit. There is a need for a good paper that can 
be conveniently carried and read with ease. The Record is 
the first daily in the country, so far as we know, that has 
changed to the small page. 


Ture Man Wuo Does not believe in Christmas does 
not believe in the finer qualities of the human spirit. 
Christmas is what we make it. If a man cannot believe in 
the Christmas he has made, he can mend his ways. 
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Tue Neep oF efficient teachers was never more ur- 
gent than at the present time. It is true that wages, or 
must one say salaries—the teachers should receive more 
than they do to dignify their earnings with the term sal- 
ary—have not been as high as in the professions. The na- 
tion cannot afford’ to sacrifice good teachers without mak- 
ing a strenuous effort to retain the services of capable 
men and women. 


Wuart A Lire that first winter must have been at 
Plymouth with nowhere else to go and no one to come save 
Squanto or someone else less friendly disposed. 


THE Depressep Conpitions in the factories and mer- 
cantile establishments of the state still continue. Every- 
where the same conditions obtain. Factories and mills that 
have been able to keep their plants in operatioh have been 
forced to lower wages from 15 to 22%. Some organiza- 
tions have been obliged to lower the wage scale and to less- 
en the number of days of labor. The latter method makes 
it possible for a concern to distribute the available funds 
for wages and to maintain its organization intact. It is a 
perilous experience for any business to break down its or- 
ganization by a ruthless discharge of trained men or wom- 
en. Organized industries wait until every other expedient 
has been tried before disturbing the personnel of their 
wage lists. Success for any enterprise is always a ques- 
tion of loyal personal service—that service when loyalty 
demanded requires a reciprocal loyalty on the part of the 
employing organization. Loyalty has two phases, one in- 
volving the duties of the employee to the employer, and the 
other involving the loyalty of the employer to the em- 
ployee. The one is as necessary to a successful mainte- 
nance of a business as the other. Employing organizations 
know this and hold their help as long as they can. The dis- 
charge of so many men and women in the face of this well- 
known law of success indicates the seriousness of the situ- 
ation. It isa hard winter. Municipalities have ordered 
municipal work to be done and employment has been given 
men who are out of work in four-hour shifts in order to 
give home-owners and the heads of families an opportunity 
to earn bread. The hours are dark, but there is a light upon 
the cloud. The present situation was foreseen by careful 
students of economic conditions. Yet many have been 
overtaken by it and have not provided for the evil day. 
The signs, however, are against a long-continued period of 
depression. Before the spring months come better days 
should arrive. 


Lire Is A Jos. One may not always determine the 
nature of the job to be done, but one must fashion will and 
abilities to do the duty well. 


THE ImmMicRATION Laws of America have had a 
peculiar reaction upon the nations of Europe, especially in 
Italy. In that country it has been difficult for the nation 
to inspire the people of certain districts to master the writ- 
ten and printed page. The literacy test for entrance of 
immigrants instantly caused the establishment of training 
schools. America’s educational standards have established, 
indirectly, schools in Europe. 


You May Teacu a Currp from a book, but character 
is built by the strong influence of better and more intelli- 
gent wills. 


Ir Is Rumorep that a new craft is to be built to com- 
pete with the Esperanto in the race for the international 
trophy. What a pity it will be if the wholesome competi- 
tion of sea-going fishermen be spoiled by the entrance of 
professionalism! It was the delightful spirit of the last 
competition that gave it its charm. If a new schooner is 
contemplated it should be put to sea and forced to “real” 
fishing service and show earnings for a year. 
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Brees y Briefs 


Of course, by this time you have com- 
pleted your Christmas shopping 
(?), but have you thought to 
make arrangements for the pur- 
chase of a Christmas tree? 

Bice 

A gentleman who invades a_ store 
these afternoons realizes how a 
woman feels at a prizefight, re- 
marks an exchange. 

oes 

From the conferences which Presi- 
dent-elect Harding has been hold- 
ing with men prominent in vari- 
ous walks of life, it appears that 
after March 4 the “single track 
mind” will be a thing of the past. 
Senator Harding is willing to 
give careful consideration to the 
counsel of his advisors. 

—o— 

A reduction applied to the wages in 
the textile mills might result in 
a full week’s work for the oper- 
atives. Better to have employ- 
ment at less pay, than full pay 
and no work. 


At the am 


second annual reunion in 
Washington last Saturday of over 
100 men who served the govern- 
ment during the war at $1 per 
year, there were many expres- 
sions regarding business condi- 
tions. That the process of re- 
adjustment from war to peace is 
going along satisfactorily was 
the general opinion. Baruch 
warned against “too much pessi- 
mism,” saying that the worst of 
the business depression is now 
over. 

— a 

The telephone girls in this section of 
the country have appealed to the 
public to judge whether present 
wages paid telephone operators 
are adequate. Will the girls be 
told that the public “is busy” or 
“they don’t answer!” 


res 

The motor vehicle department is send- 
ing forth pleas for early registra- 
tions. While you are doing your 
early Christmas shopping, why 
not attend to registering your 
auto. 


——9— 


Automobile dealers and owners are 
protesting against any increase in 
state or federal taxes. There 
seems to be a general idea among 
some of the law-makers that the 
autoist is legitimate prey and ca- 
pable of paying any amount of 
taxes, just or unjust. The “57 
varieties” will soon apply to the 
auto taxes if the present increase 
continues, 


The Doctor who saw a movie vamp 
on the screen and said that he 
would prefer to have his son 
drink two glasses of beer rather 
than see that vampire woman, 
would oblige many of the stern 
sex by giving the title of that 
photoplay. 

ie 

As the Christmas season approaches 
and the needs of starving people 
in other lands are brought to our 
attention, may we remember that 
true Christmas spirit sung by 
Lowell in “Sir Launfal’ — “Not 
what we give, but what we 
share.” 

Eta 
Next week we have the shortest days 
of the year. As the days begin 
to lengthen, so the cold begins to 
strengthen, but the winter season 
contains a challenge to every res- 
ident of New England. The 

Pilgrim fathers and mothers ac- 

cepted this challenge, and so do 

their descendants, many of whom 
go south—and many others who 
wish they could! 

KS: 

New Hampshire commissioner 
of motor vehicles believes that 
care and intelligence, rather than 
more laws, are needed to solve 
the problems of motor accidents. 
With the proper use of “‘care 
and intelligence’ in operating 
motor cars, laws would soon be 
unnecessary. 

Be ee 

In making your Christmas presents 
remember that “the gift without 
the giver is bare,” and let not 
your giving lean toward the 
proposition that all gifts shall be 
equal, expecting in return fully 
as valuable a remembrance as 
that which you are giving. 


The 
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Herbert Hoover Says— 


E have just passed through a 

period of unparalleled specula- 
tion, extravagance and waste. We 
shall now not only reap its inevita- 
ble harvest of unemployment and 
readjustment, but we shall feel the 
real effect of four years of world 
destruction, and its economic and 
social problems will stand out in 
vivid disputation. One of the 
greatest conflicts rumbling up in 
the distance is that between the 
employer on one side and organized 
labor on the other. Probably the 
tendency to domination — exists 
among the extremists on both sides. 
There are certain areas of conflict 
of interest, but there is between 
these groups a far greater area of 
common interest, and if we could 
find measures by which, through co- 
operation, the field of common in- 
terest could be organized, the area 
of conflict could be in the largest 
degree eliminated. 
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NORTH SHORE BREEZE and Reminder 5 


Charles M. Schwab goes on record in 
the statement that the existing 
slump in business is healthy and 
that the more severe the storm is 
now the sooner it will be over. 
All right, let the sun of prosperi- 
ty shine as soon as_ possible 
through the clouds of business 
depression. 


angen 
Cornell students balk at co-education, 
claiming that the presence of the 
female of the species tends to re- 
straint of discussion in classes. 
It has been our observation that 


an intermingling of the sexes 
tends to encourage discussion 


rather than restrain it! 
4 ——O=— 

Christmas trees will be more expen- 
sive this year, “they” say. We 
presume the scarcity and conse- 
quent higher price is due to the 
destruction caused by the mighty 
ax of ex-Kaiser Bill, who has 
been working overtime since he 
“took to the woods.” 

poh Se 

What’s all this talk about “turning 
our back on Europe’ when we 
hear of half a dozen relief com- 
mittees conducting drives for 
funds to feed the millions of 
starving children in foreign lands. 

see 

And now there’s talk of “kicking the 
Kaiser out of Holland.” Where 
would he go? And when he lands 
wouldn’t the toe of the Boot still 
be waiting for him? 


—o— 


officials estimate that 
$2,000,000,000 changed 
hands this year as a result of the 
gambling mania said to have 
swept over. the country. Little 
question for today: Did you get 
your share of this sum and invest 
it in thrift stamps? 
hice 


Government 
nearly 


Along with things in general, the 
Nobel Peace Prize has been 
marked down this year from 


$40,000 to $29,000. This is due 
to the low rate of foreign ex- 
change. 
. ee 

Christmas trees and Christmas spirit 
go hand in hand many times. 
One rather popular way this is 
accomplished is by means of 
trucks. | However, _ prohibition 
officers seem to have a way of 

discovering said Christmas “‘spir- 

ite.’ 

Fae 

Would that the federal and state au- 
thorities could get in step with 
the trend of the times and talk 
reduction of taxes rather than 
doubling them. That 2-cent tax 
on every gallon of gasoline would 
be a heavy blow to the automo- 
bile industry. 
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ONE DIFFERENCE BETWEEN CITY AND 
COUNTRY PEOPLE 


Dr. WitttaAM N. Park, of New York, in the American Magazine 


SCTHE process of complete or partial 

immunization against various di- 
seases goes on particularly in cities 
or towns where people live close to- 
gether,” says Dr. Park. ‘While the 
city man is practically immune from 
pneumonia, unless he is subjected to 
great exposure which robs him of his 
resistance, a man coming fresh from 
Labrador and riding in the subway 
would have had no training in pro- 
ducing the antibody against pneumo- 
nia, and the chances are therefore 
enormous that he would contract the 
disease. 

“Many city dwellers are protected 
not only against pneumonia, but 
against bronchitis and tuberculosis, by 
having developed the protective anti- 
bodies. It has been said that to avoid 
having tuberculosis one should be sure 
to have a tiny bit of it; just enough 
to incite our tissues to produce the 
antibodies. We have found that city 
dwellers, who, since, childhood, have 
had in their tissues somewhere a pea- 
sized mass of tuberculosis with a lim- 
ited quantity of living tubercle bacilli, 


Francis Wilson and DeWolfe Hopper 


tend to be immune from any further 
development of the disease... . .. 

“The tissues of country people have 
not had to produce the protective sub- 
stances against diseases that are com- 
mon in the city. They are consequent- 
ly more susceptible than city people. 
This was shown in our experience 
with influenza. That epidemic, which 
reached out from the cities and swept 
the country districts, caused a much 
greater proportion of deaths in the 
country from complicating pneumonia 
than in the city. This susceptibility 
was also demonstrated over and over 
again in the war camps, where the 
country boy got pneumonia from im- 
mune city boys who carried the germs. 

“The average city child has greater 
resistance to the common city diseases, 
such as scarlet fever, measles, and 
diphtheria, than the country child has. 
In general, we know that the city man 
is less susceptible to the common city 
disease, because he is bred of stock 
that is less susceptible, by virtue of 
having experienced and survived these 
diseases.” 
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Known to all old-timers as the best fun-makers on the American 


musical comedy stage. 


Now appearing in ‘‘Ermine’’ 


at Globe theatre, Boston 


Dec. 17, 1920 


Esther Howard 


Leading commedienne of ‘‘The Sweet- 

heart Shop,’’ at the Tremont theatre, 

Boston. If she wasn’t worth while she 
wouldn’t be here. 


SHORT COMMENT ANENT “THE 
ACQUITTAL,” AT THE HOoxLLis 


Never but once to our knowledge 
has a play been presented in Boston, 
or anywhere else, that appeals to 
newspaper men as does “The Acquit- 
tal.” Will Harrigan, the son of his 
dear old daddy, the late Ned Harri- 
gan, of Harrigan’s old theatre, New 
York city, is the kid reporter from 
’Frisco. 

Willie takes the role of Joe Con- 


‘way and Conway is the concentrated 


extract of this delicious and exhilia- 
rating home-brew. They say that Rita 
Weiman wrote the play, but we say 
nay! Will Harrigan wrote the play. 
He inherited such talents from his 


father. 
—_C +a 


When we have too much to do we 
usually neglect the most important 
things. 


ra 
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“GOLDEN THEATRE BEAUTIFUL” 


New Theatre at Beverly Most Beautiful on North 
Shore—Within Easy Access of Surrounding Towns 


HE people of Beverly and _ sur- 
. rounding towns are to be congrat- 
ulated on having in their midst one of 
the most modern, beautiful and up- 
to-date theatre buildings in New Eng- 
land. The new Ware theatre, at the 
junction of Cabot and Judson sts., in 
Beverly, was designed by Funk and 
Wilcox Co., of Boston, architects. It 


dado and pilasters are metalized; the 
walls are treated in golden brown, the 
cornice in old ivory and the flat ceil- 
ing covered with gold leaf. The glass 
windows and doors are draped to con- 
form with the decorative scheme. 
Entering the main theatre, the big 
outstanding feature is the lack of any 
straight lines or angles everywhere; 


The Spacious Foyer of the Vi 


is of the one-balcony type and its 1n- 
terior is designed in the Adam style 
of architecture, a style closely allied 
to the colonial style found so much in 
Beverly and adjacent towns. 

The main entrance to the theatre is 
by a spacious vestibule 25 ft. square, 
with a high vaulted ceiling. The walls 
of the vestibule are treated with a 
pink sepanto marble dado, above 
which are four beautiful, richly deco- 
rated photo frames set in rose mar- 
ble. 

Directly in the center of the vesti- 
bule is a large marble and mahogany 
ticket booth with a leaded glass dome. 
From the street the vestibule gives a 
very inviting and beautiful effect to 
the eye of the passers-by. 

Passing through the vestibule, or 
lobby, one enters the foyer, leading 
from which is the ladies’ parlor, the 
main auditorium, the stairways to the 
balcony and the coat room. The foy- 
er has a flint tiled floor with a Ten- 
nessee marble border. The decora- 
tive scheme is wonderful, following 
out the golden effect throughout. The 


‘a 
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the lines are curved in circles, or 
arches, that are so attractive to the 
eye. 


The ceiling starts from the proscen- 
ium arch and gradually widens out- 
ward, which make the accoustics of 
the theatre as near perfect as possi- 
ble. The features of the main theatre 
are the sounding board and box mo- 
tive and the main ceiling. The sound- 
ing board is an eliptical arch support- 
ed by two large fluted columns on 
each side of the theatre. Everything 
is richly ornamented and highly dec- 
orated. 


The main ceiling is one of the most 
beautiful parts of the entire theatre. 
It has a large dome of the umbrella 
type 435 ft. in diameter. Around the 
large dome are 12 smaller circles, the 
center of each supporting an electric 
fixture. The center fixture is sup- 
ported from the center of the large 
dome, and has a spread of eight ft., 
weighing 1000 pounds. The grouping 
of these fixtures with the red, blue 
and colored lights reflecting on the 
main ceiling, create a very wonderful 
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effect. 

The main dome and other flat por- 
tions of the ceiling are covered with 
gold-leaf, and everywhere, as in the 
foyer, is blended that pleasing golden 
brown effect. The stage opening is 
an eliptical arch treated in a dark 
blue valance velour. The seating plan 
makes every one of the over 1400 
seats almost equally good. The stage 
is large and well equipped. Any kind 
of theatrical performance could be 
staged here from a movie to an opera. 
The Ware Theatre Organ 

The organ is an instrument of 3000 
pipes, a model in every particular and 
built especially for this theatre under 
the direction of N. Harris Ware. 
There are 34 stops, and the dimen- 
sions of the main organ are 61 ft. 
wide, 14 ft. deep and 28 ft. high. The 
pipes are either of wood or metal, 
varying in length from one-half to an 
inch to 16 ft. The organ is operated 
by saecinies and approximately 100 
miles of insulated wire are used in the 
magnets and electric connections. 

Distinctive features are the tremen- 
dous volume of the full organ and the 
variety of tone colors and their per- 
fect b'ending. 

The two men who are most to be 
congratulated on this beautiful thea- 
tre are N. Harris Ware and Glover 
Ware. A number of years ago, after 
these two brothers had finished an ex- 
tensive vaudeville tour, they came to 
Beverly and took over the Dreamland 
theatre, and in those days the Dream- 
land was considered the best. Shortly 
afterward they purchased property 
on Wallis st. and erected the Larcom 
theatre, which until the advent of this 
new Ware theatre was one of the 
finest moving picture houses in the 
county. And now in cooperation with 
other Beverly business men they open 
to the theatre-going public this “Gol- 
den Theatre Beautiful.” Congratula- 
tions to them are certainly in order. 

Altogether the Ware theatre is one 
of the most beautiful and carefully 
equipped theatres in New England. 
Such a theatre is assured of a brilliant 
success, for its managers and own- 
ers have proven their ability previous- 


ly. 
UPSETS THE BALANCE 


It is interesting to watch a child 
who is taken up each time he cries. 
The smile of perfect contentment and 
satisfaction that glows in his face 
when this means of quieting him is re- 
sorted to is sufficient evidence of the 
cause of his crying and of the satis- 
factory fulfillment of his desires. 
Such constant yielding to his wishes 
upsets the balance of his life-—Epiru 
R. Spautpine, M. D. 


The BREEZE $2 year, $1 six months. 
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T was Christmas Eve. 

Tim sat on the rickety steps and 
regarded his feet contemplatively, not 
because they occupied his thoughts, 
but because they were the nearest 
thing in his direct line of vision. 

He was perhaps ten or eleven years 
old and a pathetic little figure as he 
sat there, his narrow little shoulders 
hunched up so that the sharp little 
chin rested on his bony chest. The 
word “little” describes Tim adequate- 
ly. Everything about him was “it- 
tle.” Everything, that is, except the 
profusion of silky red hair, for which 
his cronies had dubbed him “Sis,” and 
the eyes, which were large and blue 
and bright as a bit of Irish sky. 
Freckles, which were Tim’s_ birth- 
right, found no place in the tiny patch 
of white that was his face. 

His hands were deep in the pockets 
of his ragged coat and his feet were 
encased in shoes which might have 
fitted him at one time, but which he 
had long since overgrown. The toe- 
cap of those shoes had good-naturedly 
parted company with the sole in or- 
der that Tim’s_ not-too-clean toes 
might have room to stretch them- 
selves. 

“T say, young fellow, your feet 
must be cold, aren’t they?” 

Tim looked up with a start of sur- 
prise at his handsome questioner, for 
he had not noticed the young man’s 
approach. It was very evident that 
the newcomer did not belong to those 
squalid surroundings, for the careless 
perfection of his clothes proclaimed 
“Fifth avenue.” 

He flashed Tim a charming smile, 
which displayed two rows of perfect, 
white teeth, as he repeated his ques- 
tien: 

“Aren't your feet cold?” 

Tim grinned cheerfully in return, 
displaying in his turn teeth as per- 
fect, though not so well cared for. 


“Dem? Naw. Dere used ter livin’ 
out doors, dey is. Wha’ cha doin’ 
here, eh? Yer don’ live aroun’ here,” 


he added, shrewdly. 

“T? Why, I’m Santa Claus.” 

“Santa Claus! Gwan! Santa Claus 
has long, white baa-baas and a red 
coat and pants. Gwan, I know all 
‘bout ’im. He goes to see de rich kids 
wot has big houses to live in. Don’ J 
know °?” 

“Didn’t Santa ever visit you?” his 
questioner asked, at a loss for a more 
adequate reply. 

“Him? Naw! Not since I been 
livin’ here. He tinks dose are barns, 


SANTA, MRS. CLAUS and 


LITTLE CLAUS 
By GLADYS H. RICHARDS 
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he does. He don’t know that folks 
lives in dirty places like dese here.” 

“Then you don’t expect him this 
year ?” 

“Naw!” 

“Suppose he discovered you this 
year, what do you think he would 
bring you?” 

“Nottin, same’s las’ year,” Tim re- 
turned, doggedly. “But,” he bright- 
ened suddenly at the recollection, “las’ 
year some wimmin gaved us kids a 
feed. Huly gee, but it was great! 
Everyting we wanted ter eat! I 
took some little cakes in ma_ pants 
pocket,” his face crinkling into a 
roguish smile, “and I had dem de nex’ 
day. But,” he finished with resigned 
patience, “dey ain’t goin’ ter have no 
feed dis year, ’cause de loidy disap- 
peared and nobuddy don’t know where 
she is.” 

“That’s too bad. But they might 
have it in spite of everything. Say, 
what’s your name, anyway ?” 

eae til ae 

“Tim what?” 

“lim ‘notin, Jest * Tim” 

“But surely you have some people? 
Where are your father and mother?” 

“Oh, dem? Me ole man got croaked 
at de place where he woiked and me 
mudder, she croaked, too. I hed a kid 
sister and she croaked yesterday of de 
measles. She was hungry, anyway. 

“Say,” with sudden suspicion, “yer 
ain't from de orphanage gang? 
’Cause if yer are, I ain’t agoin’. Not 
a tall, see?’ Yer better beat it, mister, 
while the beatin’s good. Dey’ll swipe 
everyting yer got, aroun’ here.” 

The young man laughed: 

sefranks:, @Lirn: Don’t worry, 
though, I’m not from the orphanage 
gang. You're perfectly safe.” 

Tim looked him up and down sus- 
piciously and then, apparently satis- 
fied, grinned broadly. 

“A’rite,” he said, cheerfully. “But 
I has one h—] of a time ducking 
does guys! Dey ain’t never goin’ ter 
git me, dough.” 

“Tim, how would you like to eat 
Christmas dinner with me?” 

“Where?” Again suspicion flashed 
into Tim’s eyes. “Is dat yer orter?” 
pointing to the smart car parked in 


’ 


_ the street, around which a crowd of 


dirty, ragged youngsters had gath- 
ered. 

“Yes, that’s my car. 
int T. 

Eager assent shone in Tim’s eyes 
for a second, only to be again dark- 
ened by suspicion. 


Want a ride 


she added brightly. 
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“Naw. Yer can’t fool muh.” 
“Come, Tim. You know you cai 
trust me. We'll get a corking dinne 
somewhere first and then we can ge 
for a ride. Tomorrow you shall hay 
your Christmas dinner with me, too 
“Naw!” But the pale lips quiveres 
and tears, angerly winked back, fillee 
the deep blue eyes. 
“Come on, old fellow,” coaxingly. 
“O, I guess yer got muh! I'd go” 
ter h—1l for wan d—n good meal!” 
“You can trust him, Tim.” 
Tim wheeled around and his com 
panion started forward in astonish 
ment. : 
“Gee!” said Tim to the lovely vis 
ion that stood in the doorway. “Gee 
yer back. I to’t you was croaked é 
somting. Gee, it’s swell ter see ye 
back!” Tim was sobbing now in ; 
sheer abandon of joy. 
“Margaret! Is it really you—a@ 
last ?” 
“Yes, Ted, it is really I. Hawi 
you?” she added, extending her hand 
shyly over the red head pressed 
against her skirt. 
“But what are you doing here 
Margaret? Surely—surely—” thet 
glancing at her trim suit and expen 
sive little hat, he bit his lip in vexa: 
tion at his blunder. Of course she 
did not live here, but—but— 
“Gee! Don’t youse know nuttin: 
Dis is de loidy dat foinished de eat 
las’ Christmas, what I was tellin’ 
about. She uster come near’y ever! 
day, but she hain’t—say,” he broke of 
turning to the girl, “say, where yul 
been? Ain’t been sick ner nuttin?” 
“Yes, Tim, I have been ill — sine 
September. I’m all right now, though, 


“You are sure, Margaret? Yor 
look pale and rather tired. Let m 
take you home. I have my car here. 

“And spoil Tim’s good time? No 
No!” 

“Tim can come along, too. 
sit in the back seat.” 

Tim was only too glad to have tl 
only friend he had ever known ae 
company him on his good time, am 
though he sat in the back seat a 
alone, he found nothing wanting. 
was very happy. 

“Now,” Ted commanded, after 
had steered the car safely out of th 
jam of dirty youngsters who wer 
shouting both good wishes and jee 
at Tim in every language under th 
sun, “now you are going to tell m 
all about it.” 

“Well, you see,” she began, “I hay: 
been affiliated with a new relief of 
ganization which looks after the chil 
dren of—of the slums. Tim is reall} 
an exceptional youngster, but he re 
fuses to allow us to provide a hom 
for him. He and his little sister have 

(Continued on page 16) 
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FIRST CONCERT OF THE 


STEINERT SERIES OF SIX CONCERTS 
SUNDAY AFTERNOON 


BOSTON OPERA HOUSE ‘**' RUMnter, 19, at 318 


MARY GARDEN 


VOICE 


BRAINS 


PERSONALITY 


Assisted by MR. GUTIA CASINI, ’Cellist 
and MR. ISAAC VAN GROVE, Pianist 
Reserved seats $1 to $2.50 (plus tax) are now onsale at Box Office of Steinert Hall, M. Steinert & 
Sons, 162 Boylston st., Boston 


The Opera House Box Office will open at 11 a. m. Sunday 


SUGIET YeNOTES 


THE engagement of Francis I. Amory, Jr., younger son 

of Francis I. Amory, of Boston and Beverly Cove, to 
Miss Margaret Perin, of Washington, is of much interest 
to North Shore folk. Miss Perin is the daughter of Mrs. 
George Howard, of Washington, D. C., by her first mar- 
riage. She is a niece of Viscountess Jules Henry de Sibor 
(Margaret Clagett), her mother’s sister. Mrs. Howard’s 
late husband was a son of Sir Henry Howard, for some 
years in the British diplomatic service and at one time am- 
bassador to the Netherlands. Miss Perin came out several 
years ago and is prominent in the diplomatic set. She and 
her mother passed last summer at the North Shore. Mr. 
Amory’s brother is Charles M. Amory, Harvard 712, who 
married Miss Gladys M. Munn, and Mrs. Fulton Cutting 
(Mary Josephine Amory), of New York, is his only sister. 

ORO 

An event in which North Shore people are greatly in- 
terested is the “movie” called “Moonshine,” which is to be 
given at Hotel Somerset, Boston, on the afternoon and eve- 
ning of Jan. 13, in aid of the Sunnyside Day Nursery. 
Mrs. Richard Peabody wrote the scenario of “Moonshine” 
and all the parts were taken by society men and women. 
The film had its initial presentation at Horticultural hall, 
Manchester, in September. Miss Elizabeth Caswell posed 
as the heroine and Louis A. Shaw, as the hero. Others in 
the cast are Mrs. Quincy A. Shaw, Mrs. Francis W. 
Crowninshield, Mrs. Frederick J. Bradlee, Jr., Isadore 
Braggiotti, who is the villain; John Potter, Mr. Lawrence, 
Alexander Campbell, Miss Jessie Means and Alexander 
Steinert. The Misses Braggiotti are to dance, an additional 
feature of interest. 


OBO 
The remains -of the late Lucius J. Knowles were 
brought from England and funeral services were held in 
Worcester last Sunday. 
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BEVERLY 


WENHAM 


DESIRABLE SHORE and 


FOR SALE 


PRIDE’S CROSSING 
WEST MANCHESTER MANCHESTER MAGNOLIA 
and 


HAMILTON 


T. Dennie Boardman, Reginald and R. deB. Boardman 


56 Ames Bldg., BOSTON 
Brancu Orricr, MANCHESTER, A.G. T. Smiru, Local Representative, Tel. Manchester 144-W. 


The Steinert Piano used 


SOCIETY; NOTES 


O stimulate an interest among the coming generation in 
the Children’s hospital, of Boston, a play is to be given 
at the Colonial theatre, Boston, Saturday morning, in which 
most of the actors and actresses are the boys and girls of 
the North Shore colony who took such an active interest 
the last season in behalf of the hospital. It will be an alle- 
gorical play, wiitten by a young Medford girl and will in- 
clude three scenes—‘“Angels of the Lord,” “Nativity” and 
Old Venetian Christmas Feast.” There will be a large 
Toy Shop and a short pantomime play, “A Hospital 
Dream.” Other features will be a talk by John (Stuffy) 
McInnis, of Manchester, the Red Sox first baseman, and a 
bird talk by Mr. Moulton. Admission will be free. 
O28 O 
An interesting débutante event on Tuesday afternoon 
of last week was the reception given by Mrs. William A. 
Paine, of Beach Bluff, in her Boston home, 409 Common- 
wealth ave., to introduce her daughter, Miss Dorothy Bow- 
en Paine. The guests were received by Mrs. Paine and her 
daughter ,assisted by Mrs. Stephen Paine and Miss Mary 
C. Hebard, of Philadelphia. The pourers were in charge 
of Miss Marie A. Martin, of New York, assisted by Mrs. 
Morris F. LaCroix (Esther H. Paine). They were: Miss 
Martha Houser, Miss Eleanor Seavey, Miss Esther Baker, 
Miss Ruth Yerxa, Miss Mary Billard, whose engagement 
to Ambrose Ely Chambers was announced last week; Miss 
Rosamond Johnson and Miss Linda Wellington; also Miss 
Caroline Parker, of Albany, N. Y. | 
Oo 2 O 
Mr. and Mrs. Amory S. Cahart (Isadora Bliss), who 
nave made their home in Boston since their marriage two 
years ago, have rented an apartment at 955 Park ave., New 
York, where they will reside for the winter. Mr. and Mrs. 
Carhart spent last summer, at Manchester. 
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ROPERTIES 


BEVERLY FARMS 
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SHELDON’S 
MARKET 


Best Grade of 
BEEF, LAMB 
POULTRY, PORK 
Vegetables, Fruit 
At Boston Market Prices 


24 Central Street 


Manchester 
Est. 1845 Tel. 67 
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M*. AND Mrs. FRANK P. FRAzIER are among the North 

Shore folk who have gone to Florida for the winter. 
ih hey are at Sea Gull cottage, Palm Beach, to remain until 
Easter, when they will come to New York for a short while 


before opening their house at West Manchester for a long 
season, as usual. 


OO 

Mrs. Chas. A. Munn will leave New York tne latter 
part of next week and go to Seaside cottage at Palm Beach, 
Fla., for the winter. Most of the members of her family 
‘—the Chas. A. Munn, Jrs., the Gurnee Munns, the Regi- 
uald Boardmans (Carrie Munn) and the Chas. W. Amorys 
(Gladys Munn)—will be at Palm Beach the greater part 
of the winter. 


OBO 

Dr. and Mrs. Charles Wadsworth, 3d (Martha Hol- 
lister), of Hastings-on-Hudson, are receiving congratula- 
tions on the birth “of a son, Charles Congdon Wadsworth, 
on Dec. 1. This is their second son; little George Hollister 
Wadsworth, the elder son, has already many friends on 
the North Shore. The Wadsworth family have a summer 
home at Magnolia. 


oO 

Until after the Christmas holidays, Miss Polly Sou- 
ther, of Bass Rocks and Washington, is the guest of Mrs. 
Edwin R. Stroh, in Detroit. Miss Nancy Stair, also of 
the Detroit-Bass Rocks colony, recently gave a dinner for 
Miss Souther. Miss Stair, daughter of Mr. and ivirs, -Ed- 
ward D. Stair, is one of the prominent “buds” in Detroit 
this season. Miss Souther will later join her mother in 
Georgia. 

There’s good chances, 


and bad chances and nobody’s 


luck is pes only by one string.—GEORGE Sooany IOT. 
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WARE THEATRE, BEVERLY 


“The Golden Theatre Beautiful’ 
High-Class Pictures 
Mammoth Pipe Organ 
Private Loges and Box Seats can be reserved 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
Saturday Evenings 5.45 to 10.30 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 
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CHRISTMAS GIFTS THAT LAST 


Choose your gift now, while our stock is complete. 
We will hold your selection until Christmas on payment 
of a small deposit. 

SUGGESTIONS FOR MEN 

Shaving Sets Military Sets 


Cuff Buttons Scarf Pins 
Waldemar Chains Tie Clasps 
Knives Eversharp Pencils 
Waterman Pens Watch Fobs 


Cigarette Cases Match Boxes 
Cigar and Cigarette Holders 


GIFTS FROM $1.00 UP 


F. S. Thompson, Jeweler 


THE HALLMARK STORE 


164 MAIN STREET GLOUCESTER 


Dr. George H. Washburn, of Manchester and Boston, 
head of the redial service of the Near East Relief com- 
mission, in a talk before the Twentieth Century club, in 
Boston, last Saturday, declared that after the armistice all 
classes in Turkey wished the United States would send 
General Wood, “of whose work in Cuba and the Phil- 
ippines they knew fully,” or some one like him, to bring 
order and safety to the country. 


He expressed the belief that a native gendamerie offi- 
cered by a few United States soldiers could have pre- 
served order, and said that aside from the humanitarian 
work that would have thus been accomplished, the United 
States would have benefited from the economic develop- 
ment of a country rich in agriculture, mines and industrial 
opportunities. “Is it too late to lend a hand now?” he 
asked. He described the conditions in Asia Minor, point- 
ing out that three-quarters of the adult male Armenians 
have been killed, that thousands of women and children 
are sick and starving, and that there were 300,000 orphans 
to be cared for. 

Ir Witt Be a mistake for any nation to establish the 
restriction of immigration upon any partisan basis. That 
would be contrary to the spirit of the American Constitu- 
tion. If there are to be restrictions, they must be just and 
fair to everyone and enforced only for a time, and that for 
the emergency. America needs a chance to breathe. There 
is no immediate justification for a permanent restriction of 
immigration. 


The BrEEzE $2 a year, $1 for six months. 


THE STATIONERY SHOP 


Japanese Novelties, Magic Drawing Books for 
children, Dennison’s Seals, Tags, Labels, Cards 
and Decorative Crepe for Christmas. 


Our assortment of Stationery, in Christmas 
Boxes, is the finest on the North Shore. 


CENTRAL PAPER CO. 
290 Essex St. SALEM 


THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 
KODAK DEVELOPING AND PRINTING 


156 Cabot St. Beverly, Mass. 
Tel. Conn. 
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J. M. Meredith E. W. Grew 


Henry Whitmore Norton Wigglesworth 2 


MEREDITH & GREW 


40 Central Street 


BOSTON (9), MASS. 


Telephones: Main 6772-3-4 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


BUSINESS PROPERTIES 


NORTH SHORE PROPERTIES a Specialty 


NORTON WIGGLESWORTH 


- MANCHESTER, MASs, 
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pOCIEDY NOLES 


MANY of our young folk will, no doubt, be delighted 

with the article on “Little Things,” in the Christmas 
number of St. Nicholas. “Little Things,’ the paper really 
edited and printed by five young sisters, makes a charm- 
ing subject for the month. We cannot help but wonder 
if our “Junior Breezes” will not find a few suggestions in 
“Little Things” that will help out the Junior section of 
the NortH SHORE BREKZE next season. 

The story of how the five sis‘ers started a family paper 
of their own in manuscript one lonely winter when unable 
to attend school for financial reasons; the turning of their 
sitting-room into a printing-o-fice by means of a printer 
friend; the first printed number in May, 1871; the rise to 
a subscription list of a thousand, among whom was Louisa 
M. Alcott and other notable persons; and finally, the death 
of the leaflet in the height of its glory because the girls no 
longer had time or strength to continue it make interesting 
reading. 


We trust our young readers will be laying plans from 
now on whereby they can help make the Junior section a 
live one another season. So a very Merry Christmas and 
a Happy New Year is the wish of the Breeze for the 
Bicycle club and its friends and all the other Juniors along 
the Shore. May your summer of 1921 be the best ever! 


Here we are, all average persons, traveling the same 
road. Shall we push and shove and put others in the gut- 
ter? Shall we want the road to ourselves? The wisest of 
us shy at the questions, why we are here, what we are do- 
ing and where we are going. So why not recognize our 
fellow travelers? 

How a home face cheers us in a foreign land. How 
quickly we make friends in a little journey. How gladly 
we ask a stranger for gasoline by the roadside. Why not 
apply some of these principles to the great journey we are 
all making? A little more cheer, a little more comradeship, 
a little more helpfulness—it would help a lot. — Mac- 
GREGOR JENKINS. 


Boston University has had a phenomenal growth 
during the last two decades. It has a Liberal Arts college 
and a good medical school. The law school has done good 
work for a generation. Its theological school is one of the 
largest and best of the Protestant denominations. It has a 
new school devoted to education and another to business 
administration. Both of these have earned enviable repu- 
tations. The university has a capable leader in President 
Murlin, and his announcement of the plan to raise a fund 
of three million dollars for the university has been met 
with much interest. The three millions will be placed at 
work in the old capital of the state and add to the invested 
educational interests of the Commonwealth. 


Mr. and Mrs. John Amory Jeffries, of the North 
Shore colony, were among the out-of-town guests at the 
navy relief ball recently given in Washington. While in 
Washington they were the house guests of Colonel and 
Mrs. Robert M. Thompson and were in the Thompson box 
at the ball. 


O39 
_ Mrs. Charles J. White entertained at dinner at the 
Chilton cub, luesday, before the dance which Mrs. 


Quincy A. Shaw gave at the Copley-Plaza in honor of 
Miss Beatrice Jones, who is the débutante daughter of Dr. 
and Mrs. Daniel Fiske Jones, of 195 Beacon st., Boston. 
Another dinner, the same night, was given by Mrs. Rod- 
man Paul Snelling at her house, 151 Commonwealth ave. 
Mrs. Shaw and Miss Jones were among the guests which 
Mrs. Bernard C. Weld had at her house, 70 Marlboro 
st., and Mrs. Wolcott Howe Johnson, of 7 Commonwealth 
ave., also had a dinner the same night. 
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Potted Plants 
and Cut Flowers 
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Plant Now for Next Season’s 
' 


Blooming 


PEONIES— have fifty varieties of peonies 


to offer at this time, some 
cheap, but good; some extra good, but expensive. 


Also Delphinium, Foxglove, 
Phlox, Heuchera, Hupin, Pyrethum, Enemone and 
several others—all good, strong plants that will 


Campanula, Iris, 


flower the coming season. 
At all times our ideas and experience are at your 


i service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 
r) 
¢, 


Call or telephone; we are always pleased to be of 
assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 


+ 
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LOCAL SECMGe® 


MANCHESTER 


The people of Manchester take a 
just pride in the community observ- 
ance of Christmas fostered by the Ar- 
bella club of girls. Manchester was 
among the first towns of the state to 
have a community Christmas celebra- 
tion, with the out-door Christmas tree 
and community singing and parade. 
The Spirit of Christmas has been in- 
troduced to many a Manchester boy 
and girl, and older ones in some cases, 
through this public celebration; and 
the joy and happiness that Christmas 
brings into the home, especially where 
there are children, has been strength- 
ened by this community get-together 
on Christmas eve. The Arbella club 
ought to receive the generous support 
of every family in town, —of every 
club and organization, for it is doing 
a wonderful work in bringing sun- 
shine—joy and happiness—into the 
homes and lives of Manchester peo- 
ple in the season when joy and happti- 
ness and good cheer is abroad as typi- 
fied by the Spirit of Christmas. 

All hail to the Manchester girls and 
success to this year’s Christmas cele- 


bration ! Ep. 
Help Wanted— Male: A_ great 
chance. Watch for particulars. adv. 


The public schools will close on 
Thursday of next week for the Christ- 
mas holidays, to reopen on Monday, 
Janes 

Miss Ethel Andrews has gone to 
New York for a fortnight’s vacation, 
to remain over Christmas with 
friends. 

Charles Freeman and family went 
to New York last week to meet Mrs. 
Freeman’s sister, who arrived on the 
S. S. Adriatic last Sunday. 

Miss Catherine Tarr, of Gloucester, 
was a visitor to Manchester over the 
week-end, the guest of Mrs. Robert 
Baker, upper School st. 

A number of the members of last 
year’s graduating class at Story High 
school went to Danvers Tuesday eve- 
ning to attend a linen shower given to 
Miss Grace Salter, who was a former 
member of the class. 

An exhibition of sloyd work will 
be given at the assembly hall of the 
John Price school next Wednesday 
between 2 and 4. As the boys usually 
dispense with much of their work at 
Christmas time this opportunity is 
given for the parents and friends of 
the boys to see the articles before they 
are given out. 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 


ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


Friday, Dec. 17, 1920 


Moving Pictures 


Horticultural Hall ©: Manchester 
A. N. SANBORN, Mer. 


SATURDAY—DEC. 18 
Gne Evening Show Only 
Starting at 7.30 
DOUBLE BILL 
Dorothy Dalton in 
‘“‘GUILTY OF LOVBE’’ 
Robert Warwick in 
“THE CITY OF MASKS’’ 
(Geo. Barr McCutcheon story) 


TUESDAY—DEC. 21 


One Evening Show Only 
Starting at 7.30 
6-Reel Special 
“THE LAW OF THE YUKON’’ 
—Also— 
Another episode of ‘‘Bride 13’’ 
Mutt & Jeff Cartoon 
Fox News and Ford Weekly 


SPECIAL XMAS DAY PROGRAM 
Watch for particulars 


COMING SOON: 


Bryant Washburn in ‘‘What 
Happened to Jones,’’ Blanche Sweet 
in ‘‘Help Wanted-Male,’’ Bebe 
Daniels in ‘‘You Never Can Tell,’’ 
Maurice Tourneur’s ‘‘The White 
Circle,’’ ‘‘Mickey,’’ starring Mabel 
Normand. | 


For 
LAUNDRY WORK 
call 
Manchester Laundry 


Office: BINGHAM BLOCK 
Central sq. 


Telephone 85-W 


A suggestion for a Christmas or 
New Year’s gift: Send the BrREEzE 
to a relative or friend for a year — 
$2, postage paid. 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


MANCHESTER 


Mrs. John Riggs returned from the 
Beverly hospital last Saturday. 

Mrs. Austin C. Jones returned home 
Sunday from the Beverly hospital. 
Mrs. Archie Reynolds came home 
last week from the Beverly hospital. 
Miss Anna Stanwood has a posi- 
tion with the General Electric Co., at 
Lynn. 

The long-delayed coal barge ar- 
rived at the Samuel Knight Sons Co. 
wharf yesterday. - 

Mr. and Mrs. Eugene F. Wogan 
are receiving congratulations on the 
arrival of a son at the Beverly hospi- 
tal early Monday morning. 

The meeting on public health, shed- 
uled for last Tuesday evening, was 
postponed until Monday evening, 
Janz71G; 

Miss B. W. Melvin arrived Sunday 
from Scotland for a visit at the home 
of her sister-in-law, Mrs. Annie Mel- 
vin, Bennett st. 

Miss Dorothy Diggdon has  re- 
signed her position as attendant at 
Dr. F. A. Willis’ office and will enter 
the Beverly hospital this week, taking 
the full course for a trained nurse. 

Anyone in search of a royal good 
time can be sure of obtaining it at the 
dance given by Miss Gracia Ross at 
the Town hall this evening. Long’s 
jazz orchestra will furnish the music. 

In the Christmas exhibition _ of 
paintings at the Vose Galleries in 
Boston this month are three marine 
paintings by A. C. Needham, one be- 
ing the “Entrance to Manchester 
Harbor,” one “Off Mohegan,” and 
one a “Hazy Morning” at Rockport. 

After a year’s leave of absence 
from the department, Byron A. Bul- 
lock went back on the local police 
force the end of last week. He is do- 
ing the “dog shift,” which is the name 
the officers are giving to the “beat” 
brought about by the one-day-off-in- 
eight system, which means that he is 
on night duty four nights out of eight, 
and on day duty three days. 

Another enjoyable evening is in 
store for the members of the Man- 
chester club and their friends tonight 
(Friday), when J. B. Thrasher, of 
Boston, will give a talk on “The Cana- 
dian Voyageur and his Habitant,” 
Mr. Thrasher tells his story in the 
form of “tales,” using much of the 
dialect in his narrative. The enter- 
tainment committee hopes for a large 
attendance; a collation will be pro- 
vided following the entertainment. 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 


Dec. 17, 1920 
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LASSIFIED ADVERTISEMENT 


Advertisements under this head 2c a word the first week. le 
a word after the first week. Stamps may be used in payment. 


Work Wanted To Let 
= — = = aa | 
WOMAN will go out working by the hour | THREE ROOMS AND BATH. For light 
or day. Tel. Manchester 647-J. 51-53 housekeeping. Modern Improvements. 
————————— ==) Apply at the Breeze office. 
Board and Room a 
For Sale 


a 
WILL TAKE child or elderly lady to 
board. Tel. Manchester 647-J. 51-53 


Position Wanted 


WILL ACCOMMODATE for week-ends or 
keep house open for accommodation. 
Any kind of work.—26 Elm st., Man- 
chester. 47tf. 


i 


PEKINGESE for sale. 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 
black mask. Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion.—Mrs, R. Curry, 603 
Essex St., Beverly. Phone 247-J. 20-22 


Very handsome 


Boys Wanted 
Tf 
BOYS WANTED —To sell vanilla after 

school. Send for free sample bottle 
WAKEFIELD EXTRACT CO., Sanborn- 
ville, N. H 46-53 


Wanted 


RAGS—clean, white or light-colored cot- 
ton rags, with buttons and all metal. 
removed. We will pay 10¢ a pound.— 
The Breeze office, 66 Summer st. 


HOME-MADE 


SAUSAGE MEAT 


at 
SHELDON’S MARKET 
MANCHESTER 


IMPORTANT NOTICE 


‘Community SINGING AT HortTIcuL- 
TURAL HALL THE NIGHT BEFORE 
CHRISTMAS AT 7.30 O'CLOCK 


For the last three years we have 
had unpleasant weather for the out- 
-of-door Christmas celebration and 
“many people have been prevented 
from enjoying the singing. There- 
fore, it is planned this year to meet at 

Horticultural hall on Christmas eve 
at 7.30 o’clock for community sing- 
ing. It is hoped every organization 
‘in town will respond heartily. Santa 
Claus has sent word that he will have 
| we pictures for us. Do come! 

If the day is pleasant the Christmas 
animals will be on the Common Fri- 
day morning from 10.30 to 1 o’clock. 
The Arbella Girls hope every little 
child in the village will come and en- 
joy them. 


While the community observance, 


of Christmas this year will be at Hor- 
ticultural hall instead of on the Com- 
mon, the Christmas tree will be erect- 
ed on the Common, as usual, and will 
be lighted and decorated for the after- 
noon before Christmas so that every 
“kiddie” in town may see it, and the 
animals and other features. The only 
difference in this year’s celebration is, 
the out-door exercises at night will be 
dispensed with, owing to the disap- 


NOTICE is hereby given, that the sub- 
scribers have been duly appointed 
executors of the will of Thomas Jefferson 
Coolidge, late of Manchester, in the coun- 
ty of Essex, deceased, testate, and have 
taken upon themselves that trust by giv- 
ing bonds. All persons having demands 
upon the estate of said deceased are re- 
quired to exhibit the same, and all per- 
sons indebted to said estate are called 
upon to make payment to Frederic C. Du- 
maine. (Address) Ames building, 1 Court 
st., Boston, Mass. 
FREDERIC C. DUMAINE, 
FRANCIS R. HART, 
Executors. 
December 16, 1920. 
de17-24-31 


pointment of the last three years due 
to bad weather. But — Horticultural 
hall will be thrown open to everybody, 
and the celebration will take place 
there. 


MANCHESTER CHURCHES 


Baptist church, Rev. H. E. Levoy, 
minister. — Sunday morning, 10.45, 
sermon subject: “Charisma.” Every- 
one welcome. Archie Cool and Miss 
Myrtle Lethbridge will sing a duet. 
At the evening service, at 7 o'clock, 
subject of the pastor’s talk will be: 
“Christ, the Bringer of Joy.” Every- 
one welcome. Come and join us in 
the evening worship. 

A Christmas entertainment will be 
held at the Baptist church, Thursday, 
the 23d, at 7 o’clock. Presents for the 
tree should be brought to the church 
in the afternoon at 3 o’clock. 


Congregational church, Rev. F. W. 
Manning, pastor.—Christmas service 
Sunday morning, with sermon by the 
Pastore et ups im... Christmas, con- 
cert. ; 

Harmony guild will meet with Mrs. 
L. W. Carter, Monday evening, Dec. 
20. Come and bring your sewing! 


Onpoundays| Dees 19y.at. 5p: m:, 


N. GREENBERG 


BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 


34 Union St. (Opp. P.O.) Manchester 


Manchester Magnolia Bev. Farms Boston 
SMITH’S EXPRESS COMPANY 
Principal Boston Office: 32 Court So. 
Tel.: Boston Main 489; Manchester 119 


First-Class Storage for Furniture 
Separate Rooms Under Lock 


MANCHESTER 


MASS. 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


y INSURANCE 
Any Kind A h A A 
GEO. E. B. STROPLE 
General Manager 


Also District Manager John Hancock 
Mutual Life Ins. Co., of Boston 


ROCKPORT, MASS. 


there will be a Christmas concert by 
the children of the Congregational 
church, at which the choir will give a 
Christmas cantata, “The Adoration.” 
All are welcome. Come and gain an 
mises for the happy holiday sea- 
son! 


MANCHESTER Woman’s CLup 


At the meeting of the Manchester 
Woman’s club on Tuesday; December 
21, Mrs. Mary Parker Dunning will 
lecture on “Through Syrian Streets 
and Doorways.” Mrs. Dunning will 
be pleasantly remembered from her 
talk last year at the club. The Arbel- 
la club will be guests of the day. 

The club will join in singing Christ- 
mas carols, and Mrs. Blanche B. Floyd 
is to be the hostess. 


NOTICE 


The fiscal year of the Town of 
Manchester closes December 31, 1920, 
We desire to have all claims against 
the town presented and proved by 
Monday evening, Dec. 27, 1920, at 5 
o'clock. 

SAMUEL L, WHEaTON, 
GrEoRGE R. Dean, 

Witiiam W. Hoare, 
Selectmen of Manchester. 
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KURS 


Fire, Water and Smoke 


SALE 


Greatest Values Ever Offered for Fine Furs in 


COATS, MUFFS, SCARFS. Etc. 
Shawmut Fur Store 


Cor. Essex and Central Sts. 


SALEM 


SANTA;- MRS. CEAUS AND 
DiS Ee erAuUS 


A CHRISTMAS STORY 
(Continued from page 8) 


been under our care for some time— 
or they had been before I was taken 
ill. Hus poor little sister died yester- 
day from measles. She was_ half 
frozen and starved, they say. Now, 
Tim is all alone. His parents came 
from Ireland, and both were _ hard- 
working and clean and good. Last 
year we had a big Christmas dinner 
for the children around here, and oh! 
I couldn’t bear that they should be 
disappointed this year!” 

“And so you got out of bed when 
you were ill and came down here — 
Margaret !” 

“Please!” the girl protested laugh- 
ing, “Please don’t make me wear a 
halo, Ted. It’s bad enough to have to 
wear one for Tim.” 

“You shall have to wear one for 
me, too—always,” Ted said teasingly, 
watching the quick color flame into 
her pale cheeks. 

“And,” he continued, “you have not 
told me about YOU. You told Tim 
to trust me a few minutes ago, but 
three years ago you were afraid to 
trust me yourself, Margaret.” 

“T was afraid to trust myself, Ted.” 

“Why did you give up painting and 
tun away? You were afraid—of 
what ?” 


“IT was afraid of the life there. I 
couldn’t go on with it—oh, let’s talk 
about something else!” 

“No! Tell me, Margaret, were you 
afraid of me?” 

She shook her head, blushing furi- 
ously. 

“Tell me, Margaret.” 

Again she refused to reply. 

“Listen, Margaret,” he said in the 
old impetuous way she remembered 
so well, “I am going to stop the car 
right here in the traffic until you tell 
me. We shall probably get arrested.” 

No reply. 

“Hey,” from the back of the car, 


“wot yer stoppin’ here fer? I’m 
hungry, I tells yer!” 
Tim’s small voice accomplished 


what Ted’s persuasion could not. 

“Ted, please go on.” 

“Not until you answer me.” 

“Well, we-l-l, I was—a weeny bit.” 

“Why?” The single word was 
ripped out from between tightly com- 
pressed lips. 

“I — I — Ted, I told you I should 
answer that one question. Not a 
dozen.” 

“Then Tim goes hungry! 

“T tell you I don’t know why! Yes, 
I do, too! You were flirting with a 
pretty girl, you thought. An artist? 
Well, you weren’t! I was writing! I 
did not belong to Bohemia. I was 
looking for material, so there!” 

“And you found more than 


9 


you 


bargained for,’ the man 
sotto voce, then suddenly: 
“Do you love me, Margaret ?” 


remarked 


“Well!! Of course I don’t!” 
“Do you, Margaret?” 

“No 122 

“No 2p) 


“Say! What in h—1 ’er yuh doin’? 
I’m hungry I tells yer!” 

“Do you, Margaret?” 

“NO! NO! NO!” 

“Sorry, old chap,” said Ted, turn- 
ing to the back of the car, “you'll just 
have to go hungry for a while.” 

“Please, Ted,”’—from Margaret; 
and again the voice from the back of 
the car broke in with: 

“Yer a rummy, that’s what yer are! 
I’m goin’ home!” 

“No you don’t, little fellow! 
stay here.” 

“Please, Ted.” 

“Do you love me, Margaret?” 

“Say! You can’t park your car 
here! Wha’ de yuh think this is? 
Move along there and be quick about 
it!” The officer advanced threaten- 
ingly. 

“Look here, officer, something has 
gone wrong. I shan’t be longer than 
I can help, but this young lady is too 
ill to travel very fast.” 

Ted’s rather vague explanation and 
his flashing smile won the day. After 
growling “All right” and “Don’t be 
all day about startin’” the officer 
urned away. 


You 


) 
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Rolie’s Music Store 


263a Essex St. SALEM, MASS. 


% 


Headquarters in Essex County for everything 
carried in an up-to-the-minute music store. 


This year finds us with one of the finest 


Mandolin 
Saxaphone 


Drum . 


Music Bag 
Accordion 


Guitar 


Sheet Music or Book 


— For the Kiddies — 


Music Boxes 
Harmonicas 


Toy Cornets 
Trombones 
Bugles 


Drums 


“Oh, Ted! Come, do let us hurry 
on—or let me get out!” This last in 
sudden anger. 

“Now look here. The both of you 
are going to remain in this car Lie 
have to get out and tie you in! Do 
you want me to put my arm around 
you, Margaret?” 

No reply. 

“Do you, Margaret?” 

“No-o-o !” 

A tear glistened for a moment on 
the long lashes, then dropped on the 
back of Ted’s hand. He jerked his 
head forward in order to get a better 


F. Gray Co. 
203 Essex St., SALEM 


Before shopping elsewhere 
see our complete line of 


Shirts Neckwear Hosiery 
Underwear and Sweaters 


We can save you time and 
money. All fresh mdse., 


no seconds. Money back 
for the asking. 

We invite you to make your 
headquarters in our store when 
in Salem. 


This certificate will be accepted as $10 on 


any piano or player piano if presented be- 
fore Xmas, 1920. 


pictures. 


merchandise. We invite your inspection and assure you of every courtesy. 
Xn Suggestions—_ 
Baby Grand Piano 
Player Piano 
Piano 
Grafonola 
Victrola 
Violin 
Cornet 


look into her face— 
“Look here, is that a tear drop, or 
a rain drop? Because if it’s a tear 
drop I am going to kiss you until you 
stop crying. Is it, Margaret?’ 
“Tt’s—it’s a rain d-d-drop-p.” 
“All right! Do you love me, Mar- 


“W hat?” 
“No, er, yes, er no—er—” 
“Which ?” 


Poth: 

“Both? Well! Listen then. I love 
you—hard! And I’m not going to 
let you go again. Understand?” 

a Y ese, 


“So you had better begin to love 
me, and be quick about it! I don’t 
propose to wait another three years, 
Margaret.” 

“Well—we-l-l, if you insist.” 

“TLookee here, youse! Wot cha 
doin’ ? Is dis ole gas wagon busted 
er wot?” 

“All right, old chap, we’re going 
now.” 

“Will you marry me, Margaret?” 

Apparently Ted’s voice had risen 
for from the back of the car came 
again that small insistent voice: 

“Tookee here, can’t yer put off der 
ished ?” 

“Will you Margaret ?” 

“Ted, listen to me. I'll do anything 


stocks of pianos, 


This certificate will be accepted as $1 
where the purchase amounts to $10 or 
more on any merchandise if presented be- 
fore Xmas, 1920. 


In our Art Department we have a splendid 
assortment of Davidson and Thompson 
Also butterfly trays, pendants, 
postcards and calendars.. ~ 


grafonolas and musical 
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under the sun—Il’'ll marry you any 
time you say if only you will let me 
get that poor child home and get him 
something to eat.” 

Suddenly Ted’s arms were around 
her and a kiss that just missed her 
cheek was planted on her ear, as Ted 
threw the car into first speed, then in- 
to second, third, and they were off. 

Following Margaret’s directions, 
for she had refused to give the ad- 
dress, Ted soon found himself stop- 
ping before a large, imposing house— 
one of the oldest on Fifth avenue. 

“You, Margaret? One of 
Windemeres °?” 

“Even so—one of those. Come on 
let’s go in and get something to eat.” 

“Hey! Lemme out! I can’t open 
dis d—n ting! Lemme out 0’ yere.” 

Ted turned to let “that red-headed 
imp” out of the car, and Tim looked 
at Margaret as he clambered out. 

“Gee!” he exclaimed in a stage 
whisper to Ted, his bright blue eyes 
fixed admiringly on Margaret’s flushed 
face. “Gee! Ain’t she purty, dough?” 

After a thoughtful pause, he added: 

“T b’lieve yer air Santa afther all! 
And my loidy frien’ will be Mrs. 
Claus, jes like the story yer tole’ me 
las’ Christmas, ’member?” turning to 
Margaret. 

“And,” he finished complacently, 
“and Pll be little Claus!” 


FInIs. 


those 
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Wallace Portable Lamps 


Special Price - - - - - $3.25 


These small portables are adapted to 
most any service. Can be quickly 
attached to mirrors, bed posts, etc. 
Would make an excellent Xmas gift. 


Regular price. . .$4.25 to $5.00 


Manchester Electric Company 
CENTRAL SQUARE 


J. P. LATIONS 


CARRIAGE BUILDER — AUTOMOBILE REPAIRING 
Special Attention to Automobile Painting 


Auto Trimming—Slip Covers—Tops Recovered 
Telephone 206-M 


DEPOT 8qQ. 


Storage for Carriages 
MANCHESTER 


° 4 
Silva's Express 
Joun L. Sitva, Proprietor 
LOCAL EXPRESSING 
Furniture and Piano Moving by 
Auto Trucks, long distance or local 
STORAGE FOR FURNITURE 
Rubbish and Garbage Collected 
Trev. 11-W O. Box 223 


: Py. 
Residence: Morse Ct., Manchester 


G. A. KNOERR 
Everything Electrical 


4 School St. MANCHESTER 
Telephone 259-R (House 259-W) 


Augustus Ferreira—jobbing express 
and local trucking. Tel. 318-J. adv. 


MANCHESTER 


Mrs. Sarah Carver, of Danvers, is 
visiting her sister, Mrs. R. E. New- 
man, Pleasant st. 

Joseph Wynne, superintendent of 
the George Rk. White estate, has been 
confined to his home the past two 
weeks with a bad aitack of sciatica 
rheumatism. 

Miss Marion Parker spent Wed- 
nesday, Thursday and Friday of this 
week at the Massachusetts Agricul- 
tural college, Amherst, where she at- 
tended the annual conference of the 
agricultural and home economics ex- 
tension workers of this state. Miss 
Parker was formerly in charge of the 
Food Centre in Manchester, and is 
now in Beverly. 


CHRISTMAS MUSIC 


What would make a better Xmas Gift than a Graphophone 
or some records P 


PIANOS 
RECORDS 


CENTRAL SQUARE 


SIC STORE 


Come in and see what we 
have to offer : 
PIANOLAS 

NEEDLES 


COOL’S MU 


GRAPHOPHONES 
SHEET MUSIC 


MANCHESTER 


VALENTINE’S TRUCKING CO. 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 


Large and Small Shipments in Either Direction 


also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 


Telephone 375-W, E. L. Valentine, 49 School st., Manchester 


Dee. 17, 1920 


ee — 


MT. PLEASANT DAIRY 
R& LL, BAK IGE 


Dealers in 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER --- MASS. 
P. O. Box 129 - Telephone Connection 


UNION ST. 
FISH MARKET 


W. H. Clancy, Proprietor 


40 Union St. - - - MANCHESTER 
Open all Winter 


All kinds of Fish in season 
— Also — 
MEATS AT CUT PRICES 


TELEPHONE 99-], 
ee 


LIBRARY NOTES — 


New Books in Manchester Public Library 


HIS has been a good year for fie- 
tion. Not many great novels have 

seen the light, but a long list of good 
stories have been published. 

I cannot do more than mention a 
few of those that have been received 
at the library. 

The mystery story is always in de- 
mand and this year we have a goodly 


number. Oppenheim is one of the 
most read. His “The Gregg 
Impersonation” and “The Devil's 


Paw” are both good. Another thrill- 
ing one is “The Yellow Claw,” by S. 
Rohemer. “The Secret of the Sea,” 
by Allison, “The Dark Murror,’ by 
Vance, “The Melwood Mystery, “The 
Man With Three Names,’ “Rasp- 
berry Jam” and “Mystery of Ram 
Island” are other good novels of this 
class. 

Spiritualism has been a much-dis- 
cussed subject this past year and a 
number of fiction writers have ex- 
pressed their views through the me- 
dium of the novel. Two of these you 
should not fail to read—“Mrs. Mar- 
den,’ by Robert Hichens, and “The 
Wind Between the Worlds,’ by Alice 
Brown. “Portagee,’ by Joseph Lin- 
coln, has been one of the most read 
books of the year. “Spun Varn” and 
Sinfull Peek” are two real good sea 
stories. “Sir Harry’ and “Many 
Junes,” by Marshall, are in this year’s 
list. 

“Lulu Bett,’ “In Apple-Blossom 
Time,’ “When Love Flies Out the 


} 


mers. 


Dec. 17, 1920 NORTH SHORE BREEZE and Reminder 19 
Window,” rove Cousins,’ “Storm 

m a Teacup,” “Miser’s Money,’ “The Pg S G ~ 

Mower of the North "The Road to || “cee Staple and Fancy Groceries 


Understanding,’ “The Thread of 

Flame,’ “Red and Black” and 
“Happy House” are all worth reading. 
Many volumes of short stories have 
_been published this year. This form 
of fiction has always been popular 
here, in America. It had a splendid 
beginning, for it was in 1819 that 
“The Sketch Book,’ by Washington 
Irving, was published. This volume 
contained two stories — “Rip Van 
Winkle” and “The Legend of Sleepy 
| Hollow’—that will always have read- 
Then there came “Twice Told 
| Tales’ and “Mosses from an Old 
Manse,” by Hawthorne, and the hair- 
raising mystery tales of Edgar Allen 
Poe. Later, the sturdy virtues and 
_ the eccentricities of the New England 
_character were made familiar to us 
through the work of two women— 
Sarah Orne Jewett and Mary E. Wil- 
kins (Freeman). There are three 
volumes of short stories having to do 
with New England that were received 
at the library this year—“The Elder’s 
People,’ “Homespun and Gold” and 
“A Gray Dream.” 

Other good short stories are 
“Snake Bite,’ by Robert Hichens; 
“Tatterdemalion,’ by Galesworthy ; 
“Boardwalk,’ by Widdemer; “The 
Tidal Wave,” by Ethel M. Dell, and 
“Flalf Portions,’ by Edna Ferber. 

Other novels are “The Bridge of 
Kisses,” “Chinese Coat,’ “Top of the 
World,’ “Vanishing Men’ and 
“Rainbow Valley.” 

Next week there will be a note on 
some books of travel added to the li- 
brary this year. 

—R. T. G. 


$20,000 to MANCHESTER FoLK 
FOR CHRISTMAS 

As announced in another column, 
the Manchester Trust Co. is this week 
issuing checks to the amount of over 
$20,000 to 450 depositors in their 
Christmas Savings club. This is a 
considerable increase over last year’s 
total, which indicates that this form of 
Saving is growing more popular each 
year. It is a splendid way to lay by 
money in small amounts of from 25c 
to $5 a week, payments being distrib- 
uted over a period of twelve months 
to meet the heavy demand upon the 
pocketbook at Christmas. The 1921 
club opens Dec. 20. 


The Breeze would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 


SEND 


or not. 


the BrEEzE your news items, 
whether you are a subscriber 


S. S. PIERCE GOODS __ 
BULLOCK BROS., GROCERS 


POST OFFICE BLOCK 


—— 


Telephone 190 


MANCHESTER 


ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 


REGISTERED PHARMACISTS ALWAYS ON DUTY 
TELEPHONES: 217. 8388 


EMERGENCY ROOMS 


EXcELLENT Facivities AT Man- 
CHESTER FOR First AID AND 
Minor SurGiIcAL ATTENTION 


The good work that has been done 
at the emergency room at 13 Beach 
st., Manchester, and the first-class 
equipment and facilities for even bet- 
ter work in the future, is commenda- 
ble. And the Manchester Woman’s 
club, under whose auspices the work 
is carried on, also deserve praise- 
worthy notice. These rooms offer 
emergency work in first-aid dressing 
and minor surgical attention. With 
an operating table and all the neces- 
sary supplies and equipment with 
which to work, nothing is to be de- 
sired. There is also a_ good-sized, 
airy room with a bed, where patients 
who have been under ether may rest 
until they are able to be taken home. 
The visiting nurse is at the room a 
goodly portion of the day and in case 
of emergency may be called at any 
time. 

Certainly the accommodation these 
rooms afford the people of Manches- 
ter should not be overlooked and 
more advantage should be taken of 
them. 

The service of the visiting nurse 
may be secured through the physician 
in charge of the case, or one of the 
Visiting Nurse committee. The pref- 
erence will be given to the patient 1 
greatest need. The cost is nominal 
and to those who are unable to pay 
no charge is made. 

The visiting nurse in charge of the 


It one is busy call the other 


room is Alice T. McGlauflin, and her 
efficiency is manifest in the appear- 
ance and handiness of the rooms. 
Following are the ladies of the 
Manchester Woman’s club under 
whose auspices the work is carried 
on: Mrs. Frank A. Rowe, chairman; 
Miss Lila Goldsmith, treas.; Miss 
Ellen Clarke, secretary, Mrs. D. T. 
Beaton and Mrs. W. W. Hoare. 


MANCHESTER Boy Scouts 


The local troop of Boy Scouts are 
having many pleasant times at their 
scout house on School st., as usual. 
At the regular meeting last Friday 
evening Joseph Dodge gave a talk on 
wireless telegraphy — explaining the 
fundamentals of the system and 
speaking of its great future possibili- 
ties in the development of this coun- 
try as a world power. 

Mr. Dodge spoke of his personal 
knowledge of wireless gained through 
his experience in the war days, in sub- 
marine and other war craft, and in 


aeroplanes. He also described the op- 
eration of the wireless station on 
shore. 


The local scouts had charge of the 
sale of Christmas seals, and canvassed 
the town, meeting with a ready re- 
sponse for this worthy cause. 

Tonight (Friday) Supt. of Schools 
George Francis will give a talk before 
the scouts, at 7.30. 


Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv. 


Jobbing express and local trucking. 
—Augustus Ferreira. Tel. 318-J. adv. 
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| Telephones 610, 611 


HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
Kitchen Furnishings 


S S PIERCE GROCERIES 
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painting and decorating. 


put it off until spring. 


reasonable prices, 


Now is the time to do your inside 
Do not 
We can 


give you better satisfaction now, at 


than at a time 


when everybody wants their work 


done at once. 


“Tf it’s anything in paint 


we have it.” 


STEELE and ABBOTT CO. 


23 CENTRALSS TE. 


Tel. 645-W 


MANCHESTER 


RAYMOND C. ALLEN 


Assoc. Mem. Am. Soc. C. E. 


Member Boston Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester : 


Py ae Tel. 73-R and W. 


“HARDWARE GIFTS ARE USEFUL GIFTS” 


~~ Just come in and look over our varied assortment of Christmas items. 
You can shop here for every member of the family. There are gifts 
for father, mother and the youngsters. 


CAKE MIXERS 
TABLE LAMPS 
TOOLS WATCHES 


SLEDS 


Telephone 
245 


TABLE CUTLERY 
CASSEROLES 


JOHN W. CARTER CO. 


ELECTRIC DEVICES 
POCKET CUTLERY . 
VACUUM BOTTLES 
ATR RIFLES 


10 School St. 
MANCHESTER 


MANCHESTER SPECIAL Town MEET- 
ING—No QuoruM 


At the request of the water and 
sewer commissioners, a special town 
meeting was called for Wednesday 
evening, in Manchester Town hall, to 
take action on the bill of Daniel 
Edgecomb & Sons, for balance 
claimed to be due on the contract for 
laying sewer pipes on Allen ave., last 
year. 

According to the by-laws, a quorum 
was not present, the number necessary 


being 115. Only about 40 voters 
were in attendance—all men. 
Chairman Hildreth of the board 


presented a report, however, incor- 
porating the report of a board of ar- 
bitration. The latter, consisting of 
Chester L. Standley, Edw. F. Height 
and W. B. Calderwood, recommend- 
ed paying Mr. Edgecomb the amount 
asked for, which is several hundred 
dollars in advance of the contract, the 
claim being that work in excess of 
contract. had to be done. While the 
commissioners do not favor paying 
the bill, they recommended it on the 
ground that they are so bound by the 
contract, which says that in case of a 


dispute, the matter shall be left to a 
board of arbitration. 

The finance committee, too, did not 
favor paying the bill and so recom- 
mended in a well-prepared report. 

The meeting could take no action, 
and, on motion of Selectman Dean, 
the matter was laid on the table to the 
next annual meeting in February. 


QuinNAM—W HITEHOUSE 
Dana Quinnam, of Wiscasset, Me., 
who is the machinist at Standley’s 


garage, Manchester, was united in 
marriage Wednesday, at Boothbay 


Harbor, Me., to Miss Fannie White- 
house, daughter of Mr. and Mrs. Ed- 
ward Whitehouse, of East Boothbay. 
The ceremony was performed by Rev. 
Mr. Bradford, of the Congregational 
church, Boothbay Harbor. 

Mr. and Mrs. Quinnam will live in 
the McTiernan bungalow on upper 
Pine st. 


PARENT-TEACHER ASSOCIATION EN- 
TERTAINMENT A SUCCESS 

The children very much énjoyed the 

entertainment given in the Manchester 

Town hall under the auspices of the 


Parent-Teacher association Saturday 


q 
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PROF. JAMES 


*, 


the brilliant psychologist at Har-_ 

vard, asked a carpenter who was #2 
working on the place if he thought § | 
all carpenters stood on the same § | 
level, and if not how he would in- | 
dicate the difference between men— — 
10, 20, 30 percent or whatever. 


i 

: 

| 

i 

4 The carpenter, after pondering the 

i question all day, finally said: ‘‘There | 

ain’t much difference between men, | 

but what there is is mighty import- — 

ant.’’ j 
look alike, and most of them are 
alike, absolutely alike. The differ- — 
ence between them and us, however, | 

i is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 

i leave off. They merely ““try-on’? a 

( ready-made model — we actually | 

i 


‘‘tailor-fit’’ it, alter it—in every in-— 
stance—to fit just you. 


Ivy Corset Shop ; 
143 Essex St., Salem. ia 
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afternoon. A large number of th 
little folk were present and there wa 
also a sprinkling of grownups. M 
and Mrs. John Cronan, of Bostor 
were the entertainers and they kep 
their audience of little hearers glee 
fully interested in the stories. Abot 
$16 was realized from the sale of | 
tickets. This entertainment took the 
place of the December regular mee 
ing. 

It has been announced that th 
membership drive of the Paren 
Teacher association will close thi 
week, when the picture to be given & 
the school room securing the mos 
members will be awarded. The tifl 
of the picture is “Pilgrims Going t 
Church.” 


STRAND THEATRE, LYNN 
Maurice Tourneur’s long-heralde 
production, “The Last of the Moh 
cans,’ from the world-known novi 
of James Fenimore Cooper, comes 
the Strand theatre, Lynn, next Me 
day, for a run of three days. It is 
story too well-known to need repé 
tion, but the sweet love tale, with 
humor and pathos, thrills and excitit 
moments, is one that will cause evel 
beholder to gasp, for it is intense 
human, intensely real and replete wi 
historical events. It is especially % 
teresting to students, as it is part 
the early history of our United Stat 
following the original story with ¢ 
curacy and fidelity. 


Help Wanted— Male: A gre 
chance. Watch for particulars. add | 


When you think of painting think) 
of oapba 17 Bridge st., Manche 
LeLe ad 
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LADIES’ 


MANCHESTER 


Fverett L. Gray, manager of the 
A. & P. store, and family, have occu- 
pied the tenement at 29 Bridge st. 

Miss Anna Stanwood entertained a 
number of her young lady friends at 
a birthday party at her Brook st. home 
last Saturday evening. 

Masconomo council, No. 71, De- 
gree of Pocahontas, will elect officers 
at their meeting tomorrow (Saturday) 
evening. They will also work the de- 
gree on candidates and, as a social 
feature of the evening, there will be a 
Christmas tree. All Red Men are in- 
vited to this part of the evening’s 
pleasure. Come and bring a gift! 


“Good Music’’? 


If so, hear the Aeoli- # 
an-Vocalion Phonograph 
or Sonora Talking Ma- 
chine at our store. K 

We also carry a full 
line of musical instru- 
ments and accessories 

including 


Pianos, Sheet Music 
Phonograph Records, Etc. 


‘“Everything in Musical Instruments’’ 


CAGAN’S MUSIC STORE 


291 CABOT STREET, BEVERLY 
Opp. Ware Theatre 


Devoe’s Specialize 


BLOUSES 
SILK PETTICOATS 
LISLE 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


in 
UNDERWEAR 


HANDKERCHIEFS 
and SILK HOSIERY 


SALEM 


GALA AFFAIR 


NorrH Snore Horricutturat So- 
CIETY AND FRIENDS HaAvE Sup- 
PER AND ENTERTAINMENT 


A large and enthusiastic gathering 
attended the second annual cockstew 
supper and entertainment of the 
North Shore Horticultural society at 
Horticultural hall, Manchester, Wed- 
nesday evening. Members from towns 
all along the North Shore were pres- 
ent, together with a large delegation 
of visitors from the agricultural divi- 
sion of the U. S. M. Co., of Beverly, 
and representatives from the Boston 
society. The supper was a big suc- 
cess in every way and all gave Chester 
L. Crafts well-deserved praise on its 
preparation. 

After the supper the meeting ad- 
journed to the main hall, where a 
very: fine program of entertainment 
was put on, with Vice-Pres. Alfred 
H. Parsons acting as toastmaster. 
Mr. Parsons, in opening, gave a brief 
outline of the objects and purpose of 
the society and its aid in beautifying 
and making the community a better 
place to live in. 

Leo C. Demack, of Beverly, was 
then introduced. Mr. Demack led the 
community singing during the evening 
in his usual brilliant way. This pleas- 
ing feature of the entertainment made 
a big hit with all and during the eve- 
ning many popular songs were sung. 
Mr. Demack is organist and choir- 
master of St. Peter’s church, Beverly. 


Now Is the Best Time to Start Your Christmas Shopping 
THE STORE OF XMAS SUGGESTIONS 


HeOsyels A. ND 
Bigger and Better Than Ever 


JOHN H. NEWELL’S DRY GOODS STORE 
220-224 Cabot St., BEVERLY 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel. 68-M. 
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H. M. PERKINS 
baberdasber 


246 Essex St. SALEM 


WINER’S 


WOMEN’S SAMPLE SHOP 
2464 ESSEX ST., SALEM 
Telephone 574-W Up one flight 


Thomas Gray, of Boston, well- 
known in Horticultural circles as a 
great friend of the gardeners of this 
vicinity, gave a very interesting talk, 
expressing his keen satisfaction in 
watching this society grow to its pres- 
ent prosperity. 

The spokesman for the agricultural 
division of the United Shoe Co. was 
Mr. Ferrier, who spoke of the fine co- 
operation between his organization and 
the N. S. H. S. and expressing a wish 
that the society might have a real ex- 
hibit at the Sam-Sam in Beverly next 
season. 

Solos were rendered by Fred Tem- 
ple, of Beverly, Archie Cool and Dr. 


F. A. Willis in very appreciative 
style. P. H. Boyle gave three reci- 


tations in his usual brilliant manner 
and received a well-deserved ovation 
for his efforts. Moving pictures were 
enjoyed for about a half hour and a 
very wonderful evening was brought 
to a close at about 10 with the entire 
gathering joining in singing ‘“Ameri- 
Cas 

Toward the end of the meeting the 
toastmaster announced that word had 
been received from President Frank 
P. Knight, in Arizona, expressing his 
regret in not being able to attend the 
meeting and extending greetings to 
those present. It was also voted to 
extend the use of the hall for the 
community observance of Christmas 
on Friday evening of next week. The 
Society will attend to decorating the 
hall appropriately for the occasion. 

Among the Boston houses repre- 
sented at the meeting were Farquhars, 
Breck and the Carter Tested Seed Co. 

Much credit for the successful 
manner in which this meeting was run 
off was due the entertainment commit- 
tee consisting of Martyn Eyeberse, 
James Gallagher and William Till. 


Help Wanted— Male: A_ great 
chance. Watch for particulars. adv. 
Latest styles in Lamson & Hubbard 
soft hats and caps at Bell’s Beach st. 
store. adv. 


HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 
Hrs., 6 to 10 p. m. Sat. Tel. 338-W. 


MAGNOLIA 


Ernest Dunbar, of Hudson, was in 
town yesterday. 

Ernest Howe was at home with his 
family on Englewood rd. over the 
week-end. 

John Lycett is improving at his 
home on Magnolia ave., after his re- 
cent illness. 

Mr. and Mrs. Lafayette Hunt en- 
tertained Charles P. Kepner while he 
was in Magnolia. 

Mr. and Mrs. William L. Wilkins 
have been entertaining Mrs. Wilkins’ 
sister, Miss Ethel Yorke, from Stone- 
ham. 

Mrs. Edgar Story and son have re- 
turned to their home in Middletown 
Springs, Vt., after a visit with Mr. 
and Mrs. Oscar Story. 

The High school boys and girls are 
having a dancing party on Friday 
evening at the Women’s club house. 
Mrs. Hawkes will furnish the music. 

The whist party to be given by the 
Ladies’ Aid society on Wednesday 
was postponed on account of many so- 
cial events in Gloucester, and also the 
nearness to Christmas. 

Mr. and Mrs. Fred Dunbar enter- 
tained Miss Blanche Stanley and Mrs. 
Nellie Parsons while they were in 
Magnolia. Mrs. Bertram Forbes was 
a guest of Mr. and Mrs. Dunbar over 
the week-end. 


MaGNoLiA CHuRCH NOTES 

Services will be held in the Village 
church on Sunday morning at 10.45. 
Sunday school follows the morning 
service. There will be an evening 
service at 7.30. 

Miss Blanche Stanley’s talk on her 
Christmases spent in Paris during the 
war was much enjoyed. We could 
see in our minds the big, bare studio, 
the little Christmas tree, the children, 
and, lastly, the weary, homesick sol- 
diers, who so enjoyed her hospitality. 
Mrs. Parsons’ readings were also 
much enjoyed, especially “Home.” 

At the church meeting last Sunday 
evening a committee consisting of 
Mrs. Alice W. Foster, Mrs. John J. 
Burke, Mrs. Oscar Story, Mrs. L. F. 
Hunt, Miss Edna Symonds and Fred 
and Frank Dunbar were appointed to 
to arrange for the annual church sup- 
per to be held in the church on the 
evening of the annual church meeting, 
fang. 5; 

The Sunday school Christmas con- 
cert will be held in the church on Fri- 
day evening, Dec. 24. 


The BrEEezE would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 


Greatness at close range is just old 
furniture with a coat of new varnish. 
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JONATHAN MAY 


Shore Road, Magnolia, Mass. 


REAL ESTATE and INSURANCE BROKER 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


NOTARY PUBLIC 


MAGNOLIA MARKET 


LAFAYETTE HUNT, Proprietor 


BEEF, PORK, MUTTON, 


HAM, 


POULTRY, VEGETABLES 


AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


Tel. 449-W 


Magnolia, Massachusetts 


Mrs. CHRISTINE BROWN 

Mrs. Christine Brown passed from 
this life to the life beyond on Friday, 
Dec. 12, in the 7Ist year of her life, 
She was the widow of Martin Brown 
and resided in Gloucester before she 
came to Magnolia. She had resided 
in Magnolia about 15 years, where 
she made many friends both among 
the Magnolia people and among those 
who came to accept her hospitality in 
the summer. She loved to do a good 
deed in a quiet way and many were 
the unknown kindnesses she showed 
to all classes. She was born in Nor- 
way and always loved her native land 
and her people. 

She is survived by two daughters, 
several grand-children and one great- 
grandchild. Rey. Walter Eaton con- 
ducted the burial services and the in- 
terment was in Gloucester. 


The Breeze would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 
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BREEZE FREE BALANCE 


OF 1920 
gone a practice of 
16 years, the NORTH 


SHORE BREEZE makes this 
offer to all new subscribers. 
All subscriptions received in 
these last two months of 
the year will date from Jan. 
1, 1921—-but the paper will 
go forward the balance of 
this year free. 


$2 a year—4c a copy 
(10c at newstands ) 
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WON'T YOU HEE 


The Boston-and Maine Railroad is 
sending out a folder from which the 
following is clipped: 

In the interest of preventing acci- 
dents, the cover page of our time- 
tables carries the following warnings 
to the public: 


Don’t attempt to get off or on a train 
in motion. 

Don’t, under any circumstances, put 
your hand on the jamb of the car 
door. The door is likely to close at 
any instant and cause you serious 
injury. 

Dowt leave your train from the 
wrong side. The possibilities of a 
terrible catastrophe are apalling, 
The few seconds you save are not 
worth the chances you take. 

Dow t crowd into the aisle of a car 
when approaching a terminal. Of 
necessity there are many curves 
just there, and passengers standing 
cannot resist the lurch. Painful 
falls may be avoided and no time 
lost by remaining in your seat until 
train stops. 

Down’t cross the railroad tracks any- 
where at any time without looking 
in both directions for what may be 
coming. 

Dowi use the railroad tracks or the 
right of way as a path to or from 
any point. Statistics show five 
times as many people killed while 
trespassing as are killed on grade ~ 
crossings. 


LIkE Boston 


Democracy is a word variously em- 
ployed. It signifies a government, a 
theory, a way of living, and (like Bos- 
ton) a state of mind. — Henry VAN 
Dyke. 
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BEVERLY FARMS 


Just one week left for you to do 


your Christmas shopping. 


Mr. and Mrs. Elmer Thomas 
(Margaret Lee), of Greenwood ave., 
have gone to Salem to spend a week 
or more. 

Mr. and Mrs. James L. Joyce, of 
Flushing, Long Island, have been 
among the visitors at Beverly Farms 
the past week. 

Merton Braden has entered the em- 
ploy of Harper’s Garage, in the repair 
department, at Beverly. Mr. Braden 
is a first-class mechanic on automo- 
biles. 

John Shea, a well-known Beverly 
Farms young man, who was recently 
married, is living at Rial Side, Bever- 
ly, where the newly-weds have estab- 


lished a cosy home. 


Last Sunday Frank Woodberry, 
Jr., picked seven or eight dandelion 


_ blossoms off the Tunipoo Inn lawn— 


a good evidence of how mild the 
weather has been this fall. 

James Connolly, a Beverly Farms 
boy, who is in the U. S. navy and at 


_ present stationed in New York, has 


been enjoying liberty the past week, 
spending it here visiting friends. 

The three Beverly Farms boys— 
Cornelius Barry, Edward Powers and 
James McCarthy — who enlisted last 
week in the U. S. army, are at present 
stationed at Fort Slocum, N. Y. 

Daniel M. Linehan was re-elected 
alderman from Ward 6, unopposed, 
on Tuesday. His vote was 454, with 
127 blanks. He is completing his 
first year and has made a fine record. 

A special meeting of the M. J. 
Cadigan post, A. L., will be held in 
the library hall this (Friday) evening. 
Election of officers for the ensuing 
year will be included.in the business 
program. 

Augustus P. Loring, Jr., at Tues- 
day’s municipal election, was elected 
without opposition ‘to the school 
board from Ward 6, to fill the unex- 


_pired term made vacant by the death 


of James B. Dow. There were 481 


votes cast for Mr. Loring. 


It is reported that some one entered 


the S. E. Hutchinson mansion last 
~Monday night and ransacked the 
house. Until an inventory is taken it 


is not clear whether or not anything 


has been removed. Entrance was 
made by breaking a window. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 
Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAYR WORK 
Telephone 27 Beverly Farms 
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Poultry and Game 
Eggs and Butter 
Fruit and Berries 
The Best Quality 


BREWER’S MARKET 


H. L. Morritt & Co., Inc., Successors to Walter P. Brewer 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


Telephone 133 
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STORAGE 
CENTRAL SQUARE GARAGE 


John A. Trowt and John J, Murray, proprs. 


WINTER 


| 
i 
: Telephone 9-W 


Thomas Malloy and child sailed 
from New York last Saturday for 
Ireland, where they are to spend _ the 
winter. 

A well-attended and enjoyable pub- 
lic whist party was held in Marshall’s 
hall on Wednesday evening under the 
auspices of St. Margaret’s court of 
Foresters. The party took place after 
the business meeting. 

Mr. and Mrs. Alexander Lewis, of 
Greenfield, have spent the past week 
at Beverly Farms visiting friends. 

George T. Larcoth, West st., is 
home from a pleasant visit of several 
weeks spent with friends in Somer- 
ville. 

Douglas [Eccleston and family have 
moved from the Ahearn house on 
Webster st. to one of Patrick Barry’s 
cottages on High st. Mr. Eccleston’s 
new home is in the cottage formerly 
occupied by Mr. and Mrs. Ernest 
Babkirk. 


Mr. and Mrs. Percy Huxley and 


child arrived home this week. They 
have been visiting their former home 
in England and have been away about 
seven weeks. Mr. Huxley is the 
superintendent of “Edgewater,” the 
Leiter estate. 

Paul Watson, a young Beverly 
Farms boy, started a few years ago 
taking a few orders for wreaths and 
greenery for the holiday decorations. 
Each year the demand has increased, 
so that the business has now reached 
large proportions. This year he has 
more orders than ever and he is busily 
engaged collecting and preparing the 
decorations. 
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AUTOMOBILE REPAIRING 


SUPPLIES AND SUNDRIES 
Cars to rent by the Day, Trip, Week or Month with experienced chauffeurs 
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BEVERLY FARMS 
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Have Your Prescriptions 
Filled at 


DELANEY?’S 
Apothecary 


Corner Cabot and Abbott Streets 
BEVERLY 


We keep everything that a good 
drug store should keep. 


St. JoHn’s CHurcu 

Special Christmas services will be 
held at St. John’s church, Beverly 
Farms, as follows: 

Christmas Day—Saturday, Dec. 25, 
Holy Communion, 8 a. m.; morning 
service, 11 a. m. 

Sunday, Dec. 26, morning service, 
11 a. m.; evening service, 7.30. 

diesday, Deck 26.) 8: ps me Christ- 
mas party for old and young, in the 
parish rooms and Marshall’s hall. 
There will be a Christmas tree, San- 
ta Claus, a mystery play and refresh- 
ments. 


S. oF V. Herp ANNUAL ELEcTION 

At their meeting last Friday eve- 
ning, Andrew Standley camp, 117, S. 
of V., held its annual election of offi- 
cers.- lhe present board was re- 
elected, for 1921, as follows: J. Sew- 
ell Day, commander; J. Millett 
Younger, senior vice-com.: Harry C. 
Hannable, junior vice-com. C. N. 
Preston was elected a member of the 
camp council for three years. 

The evening was also observed as 
veterans’ night, members of the local 
Ge A. R, being present. Sons of 
Veterans from Beverly and Manches- 
ter were also present. An oyster sup- 
per was served after the meeting. 


Mrs. Addie L. Sutherland was the 
first 


woman voter in Ward 6 last 
Tuesday. She cast her ballot at 6.05 
She a ane 


«BEVERLY FARMS 


Mrs. Frank I. Lamasney has been 
under treatment at the Salem hospital 
the past week. 

Mr. and Mrs. James D. Hopkins, of 
St. Johnsbury, Vt., have been the 
guests of friends here the past week. 

A supply of gravel is being secured 
and stacked on the city lot, formerly 
the Bennett property, by the public 
works department. It is probable that 
the greater portion of the gravel will 
be utilized later when the new road- 
way to the Ward 6 playground is 
built. 

Mrs. Aagot Sjoberg died at her 
home on Hart st. last Saturday morn- 
ing after an extended illness. She 
was 34 years old and is survived by 
a husband and four small children. 
Funeral services were held on Mon- 
day afternoon at St. John’s Episcopal 
church and interment was made at the 
Beverly Farms cemetery. 

At the municipal election on Tues- 
day last, the day being stormy, the 
rain had an effect on the voters and 
kept a number away from the polls. 
A total of 581 votes were cast in 
Ward 6, of which 305 were men and 
276 women. There were 45 women, 
who did not vote, and also 45 men. 
The streets were filled all day with 
motor cars of the candidates hustling 
to get out the vote. 

Mrs. Elizabeth A. L. Andrews, 
aged 87 years, was instantly killed 
Sunday evening by a fall down the 
cellar stairs at her home in Salem. 
The deceased was a frequent visitor 
to Beverly Farms and was an aunt of 
Mrs. Louise Wyatt and Mrs. Jane 
Bartlett Younger. Funeral services 
were held from Mrs. Younger’s home 
on Wednesday morning and_ burial 
was made at the Beverly Farms cem- 
etery. 


Wuy Autumn BrouGHT SADNESS 

They had met at the shore and soon 
afterward became engaged. 

“Doesn’t the autumn make you 
sad?” she asked, dreamily, as the sea- 
son drew to its close. 

He had been so busy planning to 
get married that he hadn’t thought of 
it. “No, why should it?” he asked. 

She sighed. “Men are so_heart- 
less! Don’t you care at all that I am 
going away and you will never see me 
again?”—New York Evening Post. 


LIMITED SPACE 


She—‘I think the Newcombs must 
have moved here from a very small 
flat.” 

He—“Why, dear?” 

She—‘I noticed their dog wags his 
tail up and down instead of sideways.” 
—San Francisco Chronicle. 


Patronize Breeze advertisers. 
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Tue ELeEcTION AT BEVERLY FARMS 

The result of the municipal election 
in Ward 6 on Tuesday last was as 
follows: 

For mayor, Tuttle, 206: Thompson, 
21; McPherson, 274; Eaton, 74; 
blanks, 6. For alderman-at-large, 
McNutt, 305; Marshall, 321; Ferrier, 
1355" Browto 131: o1lanmierse 256. 
Creesy, 65; Kirby, 57; Waggott, 144; 
Cook, 62; blanks, 285. License ques- 
tion; ¥Yes, 215° (No, B02. On “sthe 
question of sale of certain beverages, 
Yes? 220, SNo 259: 


THe ELEectTIon 

Frank D. Tuttle was elected mayor 
of Beverly, Tuesday, by a plurality of 
353 over Mayor James McPherson, 
receiving 3062 votes to 2703 cast 
for Mayor McPherson. Alderman 
Edward Thompson finished _ third, 
with 1111, and President Paul S. 
Eaton, of the city council, was 
fourth, with 920. Alderman William 
Marshall, Jr., was elected president 
of the city council, receiving 4054 
votes to 3930 for George W. McNutt, 
who finished second. The third place 
goes to Alderman John L. Hanners, 
who received 2664 votes. The elec- 
tion marked the finish of the most ex- 
citing political fight ever waged in the 
city. 
FAD. FULT LEASE PEME Rives 

NEW MAYOR 


Frank D. Tuttle, who was elected 
mayor of Beverly Tuesday, out of a 
field of four candidates, by a plurali- 
ty of 359 votes, is 42 years old, a na- 
tive of Hartford, Conn., and comes 
of old New England ancestry. He 
went to work in his early teens after 
attending the public schools and a 
business college. He was advanced 
rapidly in the insurance business and 
for a term of years filled the respon- 
sible position of adjuster for the 
general adjustment bureau, an inter- 


national organization in which 100 
big companies are interested. In this 


position he adjusted many large loss- 
es and came in touch with the biggest 
executive and business men of the 
country. 

Five years ago he bought the busi- 
ness of the R. H. Harris Co., of Sa- 
lem, which had skated on thin ice un- 
der different managements during a 
long period. He has built it up into a 
very successful and prosperous in- 
dustry under the name of the Tuttle 
Tanning Co. 

_ Within a few months Mr. Tuttle 
has been elected vice-president of the 
Salem Trust Co. 

Mr. Tuttle has made his home in 
Beverly- the past four years. He 
first lived on Lothrop st., but within 
the present year bought his present 
home, at 144 Colon st., where he lives 
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S.A. Gentlee & Son 


S. A. GENTLEE 
TEL. 893-W. 


C. H. GENTLEE 
TEL. 893-R. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel, 480 


Calls Answered Anywhere 
Day or Night 


with his family, consisting of Mrs. 
Tuttle, their young son, Frank Tuttle, 
Jr., and Mr. Tuttle’s father. | 

Mr. Tuttle has won a reputation in| 
the business world as a remarkably | 
capable executive, and his employees | 
speak very highly of him as an em | 
ployer—a man always ready to do the 
square thing. He has a pleasing per | 
sonality and is a man of easy approach, 
This is his first experience in political 
affairs as a candidate. He was, reluc- | 
tant to make the campaign, but was 
finally induced to make the run on the” 
insistence of many friends that a busi- 
hess man was needed at this juncture 
to fill the office of chief executive of 
the city. ; 


DO NOT WAIT TILL HARDING 
GETS IN 

“Wait till Harding gets in” is am| 
expression too often used today when | 
discussing the business outlook. e, 
mere change of tenants of the White 
House can and will alter nothing, | 
The conditions now being experienced | 
were not brought about by _ polities” 
and cannot be cured by politics. To) 
build hopes on a transformation being 
wrought “when Harding gets in” ig! 
worse than futile; it is injurious, sinee” 
it implies doing little or nothing 
correct matters until March. Instead’ 
of waiting with folded hands “un 
Harding gets in” the thing to do is t 
face and grapple with the change 
conditions now. The universal testi 
mony is that people have the money 
wherewith to buy and are eager (0 
buy when prices appeal to them! 
Make prices appeal to them. It caf 
be done and should be done—B. € 
ForsEs. 


_ 
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ABSOLUTELY 

Uncle— “Only fools are certain 
Tommy; wise men hesitate.” } 
Tommy—‘“Are you sure, uncle?” 
Uncle—“Yes, my boy; certain of 
it—Boys’ Life. 
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SRURCHES 


Along the North Shore 


MANCHESTER 
Orthodox Congregational, Rev. F. 
W. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 
school following the morning service. 


Sunday evening service, 7. Prayer 
meeting, Tuesday, 7.30, in the 
chapel. 


Baptist Church, Rev. Herbert E. 
Levoy, pastor. — Public worship, 
10.45 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.80. Y-:P.S.C.E. meeting, 6. Eve- 
ning service, 7. Gospel Laymen’s 
league, Wednesdays, 7.30p.m, Prayer 
meeting, Friday evening at 7.30. 
Communion first Sunday in the 
month, All seats free at every ser- 


vice. 

Sacred Heart Church, Rev. W. 
George Mullin, rector. Sunday 
masses—8 and 10.30 a. m. Week- 


day mass, 7.30 a. m. Sunday eve- 
ning devotions at 7.30 o’clock,. 


BEVERLY FARMS 


St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Sunday school at 10 a. m. Morning 
service and sermon 1l a. m. Holy 
communion first Sunday of each 
month, 11 a. m. Evening service 
and sermon 7.30 p. m. 

Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.45. 
Bible school at 12. Y. P. S.C. E, 
6.15 p.m. Evening worship and ser- 
mon, 7. Communion service the 
first Sunday in the month. Mid- 
week service, Wednesday at 8 p.m. 

St. Margaret’s, Rev. Nicholas R. 
Walsh, rector. Sunday masses at 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p. m. 


MAGNOLIA 
Union Congregational. Sunday 
morning worship with sermon, 10.- 
45. For other notices see news ¢col- 
umns. 


my REAL CHRISTMAS PRESENT 


HE holiday season, with its joys 

and its problems, is upon us. What 
shall we do to add to the happiness of 
the occasion? Each one of us would 
like not only to wish our friends a 
Merry Christmas and a Happy New 
Year, but to give them one. We can- 
not do this by means of ill-considered 
presents. Thoughtless gifts cause the 
January ash can to bulge with debris. 
Only, when our gifts have lasting 
meaning do they carry the true mes- 
sage of good-will which is the spirit 
of real giving. 

We can give happiness and con- 
tentment and safety for the future as 
well as pleasure for the moment. Such 
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TOWN NOTICES 


MAN OHES Dirk 


NOTICE 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o’clock. 


SAMUEL L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


TOWN TREASURER’S NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a. m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

E. P. STANLEY, 
Treasurer and Collector. 


SCHOOL NOTICE. 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 


The Superintendent will have office 
hours at the Town Hall from 8 to 9 a. m. 
and 4 to 5 p. m. every school day, and 
9 to 10 every Saturday morning. 

SCHOOL COMMITTEE. 


gifts are within reach of all. They 
are to be found in the savings securi- 
ties of the United States government. 
From the 25-cent thrift stamp to the 
$1000 treasury savings certificate, 
they will carry with them not only the 
greetings of the season, but happiness 
for years to come. In presenting the 
child a card with one thrift stamp 
affixed, you bestow not only a present, 
but a habit which will grow in value 
as the days pass, for he will wish to 
fill the card. That little gift will have 
grown wonderfully before another 
Christmas comes around, and the re- 
cipient will be on the way to a life of 
independence. 

In recommending 
gifts, the savings 


lasting 
of the 


these 
division 


FOREST WARDEN NOTICE 


This is to inform the public that I have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
have appointed the following as my depu- 
ties: 

LORENZO BAKER 
ISAAC P. GOODRIDGE 
JOHN F. SCOTT 
JACOB H. KITFIELD 
JOSEPH P. LEARY 
ALLEN 8. PEABODY 
ARTHUR 8. DOW 
PATRICK J. CLEARY 


PETER A. SHEAHAN, 
Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 


Applications for the removal of the 
contents of cesspools and grease traps 
should be made to S. A. Sinnicks. 

Per order the Board of Health: 

WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NOTICE 


The regular meeting of the Park Board 
will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 
the following week. 

MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 

The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 


Per order, 
MANCHESTER WATER BOARD. 


treasury does not suggest that a single 
American curtail his Christmas giv- 
ing. It suggests only that he broaden 
it to include this present which will 
bring future well-being to those he 
loves. 

Thrift stamps, savings stamps and 
treasury savings certificates will be on 
sale throughout the year 1921. In 
continuing the sale of government 
savings securities, the government is 
giving the opportunity to every man, 
woman and ‘child in the land through 
the coming year to enjoy the hanpi- 
ness, prosperity and contentment 
which is found in financial indepen- 
dence and security for the future. 


More Tuan One Way To KILL A 
SHARK 

A shark in Saigon Harbor, Indo- 
China, failing to take a baited hook, 
was fed a large piece of pork contain- 
ing chlorinated fresh lime. The ac- 
tion of the water on the lime caused 
an explosion which threw pieces of 
shark meat 300 yards away in the 
mangrove thickets. 
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OLIVER T. ROBERTS 


ae 


WILLIAM HOARE 


ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty 
Particular Attention Given to Jobbing 


MANCHESTER-BY-THE-SEA 


Telephone Connection 


ESTABLISHED 1876 


INCORPORATED 1903 


ROBERT ROBERTSON CO. 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 


BEVERLY, BEVERLY FARMS, MANCHESTER AND HaAmILtTon, Mass. 


Connected by Telephone 


J. M. Publicover 


PUBLICOVER BROS. 


Contractors and Builders 


Special Attention Given to Jobbing, Furniture Repaired, Etc. 


Tel. Con. 


— EEE 


SHOP: Off High st, BEVERLY FARMS 


W. _B. Publicover | Publicover | 


P. O, Box 74 


JOHN F. SCOTT 
Piumbing and Heating 


Personal attention given to all work 
35 years’ experience 


Shop and Office, 112 Pine St. 


Tel, 12 


Manchester-by-the-Sea 


Tel. Beverly Farms 130 


Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 


BEVERLY FARMS, MASS. 


Shop at Pride’s Crossing 


Fdward F. Height 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 


12 Desmond Ave., 


Tel. Con. 


MANCHESTER, MASS. 


GEORGE S. SINNICKS 
MASON, CONTRACTOR and BUILDER 


Manchester, Mass. 


Telephone 31 


A Brooklyn man eloped with an- 
other man’s wife in another man’s au- 
tomobile. “My heavens,” wailed the 
other man, “I don’t know where I 
will ever get another car.” 


The man who always retains his 
head can usually retain a goodly share 
of other things. 


Whenever. we hear a fellow brag- 
ging about the speed of his car, we be- 
gin looking up his age, relatives, past 
history and other facts that might be 
needed in an obituary.—Fort Atkin- 
son (Wis.) Union. 


People will be sympathetic if you 
make an occasional mistake, provided 


TOO" BUS 


A little boy was looking out ot the 
window at the starlit heavens ponder- 


ing, perhaps, on the great world be- 


yond. 

“Mamma,” he said suddenly, 
I go to heaven some day?” 

“Yes, dear, if you are good.” 

“And will you be there?” 

“T hope so. And papa, too,” 
added. 

The boy shook his head positively. 

“No,” he said, 
there. He couldn’t leave the store.” 


There are thousands of men and 


women who are so engrossed with the 
one thing that they are doing that they 
think they are too busy for other 
things. They cannot “leave the store.” 

The business man wrapped up in 
the details of his schemes for acquir- 
ing money cannot afford time for 
anything else. He believes that the 


one goal to be reached is that of © 


wealth, and while on the road to sue- 
cess he banishes all else from his 
mind, His family have all the money 
they need, a house, a car and the ad- 
vantages of social position. Beyond 
a hurried dinner at night he’ rarely 
sees them, and his children are indeed 
strangers to hjm. 

There is the woman who is too 
busy with her maze of social and club 


engagements to give much thought to 


her household. The care her children 
should receive she delegates to others, 
and the little ones grow up without 
the loving affection and solicitude of 
a mother who is too busy with other 
things 
right. 

Thousands of men and women are 


so busy in their quest for pleasure and — 


excitement as to exclude every other 
thought. That they could reach out 
a hand to help those who are less for- 
tunate than they never enters their 
head. 


from the pursuit of pleasure “to look 
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“will ) 


she 


“papa won't be ~ 


to give them what is their. 


They have no time to take 


| 


: 
j 
i 
of 


} 


about and stretch a hand to a comrade ~ 


quartered in no-luck land.” 

One of the great curses of present- 
day life is that everybody is 
busy,” as Robert Burdette puts it, “to 


_ get away from the crowd for a while, 


and think, to stand at one side and let 
the world run by, while you get ae- 
quainted with yourself.” 


“too 


If you want to know what actual ~ 


happiness is, to possess real peace of 


mind, to feel that contentment which ~ 


satisfies, do not be so busy with the 


things that you are doing that you ~ 


cannot give a little bit of your time at 
least to those things which enoble and 
enrich life. 


Do not be too busy with the store—_ 


Dearborn (Mich.) Independent. 
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Poe ross ot. 


to all jobbing. 
SALEM 


2387W 181W-181R 


First 
Class 


All work personally attended to. 
EEL CON, 


46 WASHINGTON ST. 


B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


Tel. Conn. 


Beverly 


SHEEHAN & MURPHY 
Plumbing and Heating Engineers 


Estimates given on new work and a terations. 


Turning on and off water a specialty 
‘“*Best quality and workmanship’’ our motto 


BEVERLY 


Personal attention 


BEVERLY FARMS 


Head office: 260 CABOT ST., BEVERLY 


miADDEUS F. CALL 
PAINTER AND DECORATO 


Interior 
and Exterior 
“*Do it now.’’ 


GLOUCESTER 


Our Motto: 


CHILDREN WILL STARVE 


In CentTRAL Europe Un ess Arp Is 
ForTHCOMING 

Herbert Hoover, chairman of the 

American Relief Administration Eu- 

ropean Children’s fund, will visit 


_New England early in December for 


ee mee 


the purpose of requesting the support 
of this section of the country to the 
child feeding program now in opera- 
tion in Central Europe. Unless the 
American food kitchens are main- 
tained in Poland, Austria, Hungary, 
Germany and Czecho-Slovakia, he es- 
timates that 3,500,000 children will 
die of starvation during the coming 


winter. 


The extent of malnutrition in Cen- 
tral Europe is sufficient to menace an 
entire generation. Mr. Hoover said, 
in announcing a few days ago that he 
would ask the American people to 
continue their contributions to chari- 
ty abroad: “Famine threatens the 
school children of Warsaw, Vienna, 
Budapest, Prague and other large cit- 
ies.” 

The Hoover organization is now 
conducting 3,000 food kitchens, where 
impoverished children are receiving 
one meal a day. For a few, this meal 
supplements the meager food they re- 
ceive at home. For thousands of oth- 
ers, it is the only food they receive 
during the day. No funds are avail- 
able to continue the work after Jan- 
uary 1. 

The Hoover kitchens are an impor- 
tant adjunct to each school in Vien- 
na. Boys and girls are marched to the 
relief stations and given their daily 
ration under the supervision of their 
school teachers. The food served is 
selected for its caloric value and rep- 
resents the maximum of nourishment. 


While in New England, Mr. Hoov- 


er will visit Boston, Portland and 
Manchester, N. H. In each city he 
will urge assistance for the sufferers 
abroad. It is estimated that $23,000,- 
000 will be necessary to feed the chil- 
dren until the next harvest. Continu- 
ance of the work after this year is not 
expected. 

The American Relief Administra- 
tion European Children’s fund is en- 
gaged only in feeding the starving 
chi'dren of Central and Eastern Eu- 
rope. General relief work is fostered, 
however, through the sale of food 
drafts in the banks of the United 
States and Canada. These drafts are 
payable in food at American Relief 
warehouses to stated persons in Eu- 
rone. Warehouses are located at 
Warsaw, Berlin, Hamburg, Vienna 
and Prague. 

The first food kitchens were opened 
shortly after the armistice with the 
anticipation that American support 
might be withdrawn with the harvests 
of 1920, leaving the local relief com- 
mi‘tees to carry on the work alone. 
Economic rehabilitation has been 
slower than anticipated, and the kit- 
chens must be maintained for another 
year, Mr. Hoover reports, if whole- 
sale starvation is avoided. 


Tue DIFFERENCE 

At the dinner table of Jowett, the 
Oxford scholar, they were discussing 
the merits of two men who had been 
made, respectively, a judge and a 
bishop. Prof. Henry Smith  pro- 
nounced the bishop to be the greater 
man of the two for this reason: “A 
judge, at the most, can only say, “You 
be hanged,’ whereas a bishop can say, 
‘You be damned.’ ” 

“Yes. said Jowett, “but if “the 
judge says “You be hanged’ you are 
hanged.”—Ladies Home Journal. 


La 


JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 

Deal iY 
PAINTS, OILS, VARNISH, GLASS 


DesmMonp AVE., MANCHESTER, Mass. 
Telephone 106-M. 


H. Guy Lyman 
A MODERN PLUMBER 
Our work is always satisfactory 


324 Rantoul St. BEVERLY 


Telephone 1377-M 


D. T. BEATON 
Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 
and Heating; Tin, Copper and 
Sheet Iron Worker. 
Tel. 23 - - ##Manchester, Mass. 
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Telephone 687-W Gloucester 


J. H. MORROW & CO. 


AI SIARTZ OST. GLOUCESTER 


PLUMBING 


HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 
Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 


See eee 
Tee 
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HOW ANIMALS SLEEP 


Elephants sleep standing up. When 
in a herd, a certain number will al- 
ways stand watch while the others 
sleep, for the big, powerful beasts are 
timid and cautious at night and will 
not go to sleep unguarded. 

Bats sleep head downward, hang- 
ing by their hind claws. 

Birds, with few exceptions, sleep 
with their heads turned tailward over 
the back and the beak thrust beneath 
the wing. 

Storks, gulls and other long-legged 
birds sleep standing on one leg. 

Ducks sleep on open water. To 
avoid drifting ashore, they keep 
paddling with one foot, thus making 
them move in a circle. 

Foxes and wolves sleep curled up, 
their noses and the soles of their feet 
close together and blanketed by their 
bushy tails. 

Lions, tigers and cat animals stretch 
themselves out flat upon the side. 
Their muscles twitch and throb, in- 
dicating that they are light and rest- 
less sleepers. 

Owls, in addition to their eyelids, 
have screens that they draw sideways 
across their eyes to shut out the light, 
for they sleep in the daytime. 


A suggestion for a Christmas or 
New Year’s gift: Send the BRrEEzE 
to a relative or friend for a year — 
$2, postage paid. 
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ees he Great Christmas Gift Store } 
Is Ready To Serve Your Needs 


Large Assortments Lowest Prices 


FINEST QUALITY 


GOODS, GLASSWARE, TOILET SILVER, ELECTRIC LAMPS, 
STATIONERY, RINGS, WALL MIRRORS, NICKEL GOODS, 
UMBRELLAS, SILVERWARE, MOTOR LUNCH KITS, ETC. 


— == ee 4 
DIAMONDS, WATCHES, JEWELRY, CHINA, LEATHER 


DANIEL LOW & COMPANY 


, 
TOWN HOUSE SQUARE SALEM, MASS. | 
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GLOVE 
CERTIFICATES j 


ARE excellent where one 


wishes to give gloves for 


Christmas and the size, shade 


A GIFT IN SEASON --- A GOOD HOUSEDRESS and style that would be i 


acceptable to the recipient 
THINK how mother’s eyes would light up with appreciation to receive a good, are unknown.  Purchasal 
practical Housedress such as may be “found 3 in our stock in Gingham or P ercale, 


made just the way that mother would finish it if she had to do it herself. Price at the Glove Dear ment, 
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EVERY WOMAN SHOULD HAVE A CEDAR CHEST 


THE beautiful grain of the wood, fine finish and neat construction of the Cedar Chests provide t' orght ful 
gift shoppers w ith enough good réasons for choosing them. However, they have another vast'y more im- 
yortant point in their favor. They will enable the lucky women who receive them Christmas morsing to 
bid adieu forever to clothes-destroying moths. 


PRICED $23.98 TO $50.00 


CRETONNE COVERED UTILITY BOXES 


MAKE a pleasing gift. We have them in very attractive colors and patterns to match your surroundings. 


PRICED $7.50 TO $9.00 
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BREEZE 


and REMINDER 


Society Local Happenings Editorials 


A 
Merry 


Christmas 


Introducing Frances Starr, David Belaseo’s great favorite, 

soon to appear at the Tremont Theatre,. Boston, in ‘‘One.’’ 

““Dave’’ Francis, of St. Louis, our last ambassador to Rug- 

sia, says Miss Starr is the only actress that ever reminded 
him of Mary Anderson. 


DECEMBER 24, 1920 Ten Cents a Copy, 
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CARD 
CATALOGED 


2 NORD SHORE BREEZE 


THIS CHRISTMAS 


Checks issued by this bank—amounting to over $20,000—are being 
paid to thrifty Manchester folk on their Christmas Savings Accounts. 


NEXT CHRISTMAS 


Will have for you no pangs of sorrow because you find the Christmas 
season at hand without the wherewithal to furnish your family and 
friends with the gifts, remembrances and pleasures that you had hoped 
or intended to give, if you have an account in our Christmas Savings 
Club now forming. It insures you just the kind of a Christmas you 
will want to have. 


Begin now to lay the foundation for your next 
Merry Christmas 


The Manchester Trust Company — 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


EDWARD A. LANE 


HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGINGS 
in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
MANCHESTER, MASS. 


55 SCHOOL STREET Tel. 247-R. 


w. B. CALDERWOOD 


Successor to DAVID FENTON CO. 
BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res. 254-R 


BRIDGE STREET 
MANCHESTER 


AXEL MAGNUSON 


Florist and 
Landscape Gardener 


BEDDING PLANTS 


Telephone 172-R IN GREAT VARIETIES 


Lehigh Valley Coal Sales Company 


COAL 


Samuel Knight Sons’ Co. 


32 CENTRAL ST. Tel. 202 MANCHESTER, MASS. 
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Why is the rabbit or hare associated 
with Easter and Easter eggs? 

Because in Europe as well as Asia- 
tic countries the hare has been from 
ancient times the symbol for the moon, 
and the movable feast of Easter is 
governed by the lunar orb. The moon 
is the “open-eyed watcher of the 
night,” and the hare is a nocturnal an- 
imal. The young of the hare are 
born with their eyes open and are 
said never to close them. In many 
parts of Germany the children firmly 
believe the myth that the hare lays the 
Easter egg, and the association of the 
moon, Easter rabbits, and Easter eggs 
is everywhere the same, with its sym- 


bolism of spring and the awakening of 
life, 


Why is the cross placed on Good 
Friday buns? 

Because the Good Friday bun is as- 
sociated with the ancient “bonn” 
which was an offering of cake, or 
sweetbread, to the gods. Cecrops is 
supposed to have introduced this 
bread which bore the marks of two 
horns. The Greeks are believed to 
have substituted a cross later, appar- 
ently for the easier division of the 
round bun into four equal parts. 
Maitland, in his account of London, 
1739, ascribes the cross to the bakers, 
who, perceiving the great profit that 
arose to the clergy from the use of the 
symbol, adopted it for their buns. 


Why do we speak of giving a per- 
son the “cold shoulder?” 
Because of the custom once preva- 


lent in France of serving to a guest. 


who had outstayed his or her welcome 
a cold shoulder of mutton instead of 
a hot roast, as a hint for them to go. 


The Breeze $2 year, $1 six months. 
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AMERICA inevitably and auto- 

matically will become the great- 
est nation in the world, for it will 
become that of the most prosperous 
individual citizen. To my mind the 
most important detail of the educa- 
tion of American young people con- 
cerns this simple matter of thrift— 
and their elders need the teaching 
quite as much as they do, although 
I do not believe the habit (nothing 
more) can be as readily established 
among older people as among the 
young. That is what makes the 
teaching of it to the young a matter 
of such prime importance. If we 
could find some way of inducing 
the workers in America to save out 
of their income a tenth, the nation 
instantly would spring to an impor- 
tance and a happiness hitherto un- 
known in human history.—Clifford 
B. Upton. 
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SANTA CLAUS is as real as one makes him. 


CuristMAS Brinos its cheer. It is a wise spirit that 
bravely faces the untoward circumstances of life that a 
holiday always aggravates. Christmas is a day for peace 
and good will among men. Peace is not the absence of 
trouble, but is that poise of spirit that bears trouble. If 
Christmas be not a day of merriment, it may be one of 
peace. 


. 


Tue Goop Witt of the festive hours tomorrow will 
be dependent upon the mood of givers, not the anticipation 
of receivers. 


CHRISTMAS RETURNS AGAIN with its kindly cheer 
and holiday spirit. Religiously it has a large place in the 
life of the Christian church and symbolizes the triumph of 
the teachings of Jesus of Nazareth. The birth of Christ 
marked an epoch in the history of the world. History is 
dated theoretically from that date. To the religious observ- 
ances of the day have come the festivities of the Yuletide, 
and the customs of one merry day are linked with the reli- 
gious significance of the other. So churches and homes ob- 
serve the day, and wishes for a merry day pass from lip to 
lip, expressing the spirit of the people. How fortunate it 
is that the normal depression that would follow the incom- 
ing of winter is broken by two such holidays as Thanks- 
giving and Christmas! The pleasant preparations for both 
bring opportune breaks in the long winter. The festivities 
of both days bring pleasure to the young and to the old. 
- The children delight as ever in the harmless myth of Santa 
Claus, but children of larger growth take pleasure in giving 
and in receiving. What a beautiful opportunity it presents 
for willing hearts, prompted by honorable motives, to give 
good gifts because the heart prompts and the opportunity 
is presented? Let the deep religious spirit of the day 
abide! Let the thoughtful meditate! Let the merry- 
makers seek normal pleasures! Let the pleasant inheri- 
tances of Santa Claus myths abide! No one is deceived 
for long. Nothing can be lost in the sentiment and signi- 
ficance of the “beautiful day” because it has such deep re- 
ligious significance to the devout or because it has such 
pleasure for the many. Religion is the joy of living. 
Christmas is the embodiment of joy and the expression of 
good will, indeed, among men. 


THE CHILDREN Tomorrow can teach many an older 
one the road to happiness by the many pleasures that come 
through simple channels. 


THERE Is No particular merit in considering wealth 
when one’s neighbor is in want. Yet the consideration of 
the tremendous debts of the nations of Europe ought to 
make the people of America realize the financial promise 
of the future. 


THE Ice Is THIN and the skates are new, and many a 
child will be enticed; but firm hands and good advice must 
deter them. 


SANTA C1LaAus has been harnessing his reindeer for a 
flight through the air and the fireplaces are ready for the 
treasures he will place in the stockings expectantly hung 
by the little folk. It is an heroic spirit that knows how to 
hang his stocking, figuratively speaking, to have it filled to 
overflowing with real gifts of Christmas cheer. Christmas 
comes to all who hang up stockings for a visit of Santa 
Claus, the spirit of Good Will. There is nothing more 
real than this in all the world. 


Tue Lecisrators who are dallying over the pro- 
posed joint convention are not making progress. The peo- 
ple of Massachusetts have a right to expect men of mature 
judgment, who have been selected, presumably, because of 
their reverence for law and order, to respect the written in- 
strument by which the state is governed. Augustus Pea- 
body Loring of this district spoke at the joint session 
against the proposed policy of certain members of the leg- 
islature who openly advocate “taking chances that the Su- 
preme Court will justify” action and thus “save” two 
years. Mr. Loring, in our opinion, is right not only in dis- 
approving of the proposed policy because of its legal im- 
plications, but also because of its ethical implications. The 
Massachusetts legislature has no moral right to “take a 
chance on a decision.” This is an abrogation of a dele- 
gated responsibility to consider carefully every matter that 
is brought before it. It is not fair to make the Supreme 
Judicial Court of the state apply its time to the discussion 
of problems that should have been thoroughly discussed 
and disposed of by the legislature. The Supreme Court is 
not a body to which laws should be referred for indefinite 
consideration. The laws of Massachusetts intended that 
court to be a court of review. To pass laws on a “chance” 
of the court judging them constitutional subverts the very 
policy of the government of the state. It would appear 
that the proposed measure was squarely in opposition to 
provisions of the constitution of the state and on that issue 
alone the joint convention plan should be abandoned. It is 
quite plain that the constitution prohibits the holding of 
joint sessions subsequent to June 15 of the current year. 


Ir Is TO Be Recretrep that the English people are 
not officially represented at the tercentenary. It will not 
make good reading a century from now for the people of 
that day to see in cold print the reason why. 


_ _ Tue Depression Has Causep many unseemly deeds 
in New York city. It may be that the trying war condi- 
tions have contributed something to the so-called “wave of 
crime.” The authorities have strongly denied the exist- 
ence of such an abnormal condition, but if it does not exist 
must one be led to suppose that the conditions as reported 
from that city are normal? There is this that must be 
said, that there are always times when the newspapers are 
“hard put” for leaders and thrills. When great events are 
transpiring, as during the war days, many a lesser thrill 
was subordinated to the great news of the times. Now that 
the war is over the lesser events are “worked” for strong 
headlines. The economic temptation still exists in the 
journalistic world. The city of New York has always been 
a difficult city to police. On the whole, the police organi- 
zation has been well managed and crime has been sup- 
pressed. To deny the present conditions is both unwise 
and not in keeping with the facts. A frank recognition of 
existing conditions means a preparation for the correc- 
tion of the difficulties. Unfortunately, many of the daring 
robberies are made, not because of the passing need of 


NORTH SHORE BREEZE and Reminder 
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Merry Christuas 


“The profound significance of this season of the year impels us to 
halt, to set aside the all absorbing cares and worries of our daily 
lives, and heed the prompting of that feeling of fellow-love and 
good will, usually hushed, but never absent, which under the in- 
fluence of this day swells up in our beings, bursts its restraint and 
finds expression in a full-hearted wish for the well-being of you 
and yours and your ever-increasing prosperity.” 


The Breeze wishes you all a Merry Ghristmas and a Happy New Year 


daily bread, but because of the debased desire of many a 
knave to gain by organized robbery. Often, hunger and 
need are not contributory factors. Judges of courts have 
become expert in their analysis of character, and the hon- 
orable cases of poverty that arise and cause depredations 
and robbery are not numerous. There is an element of ad- 
venture and bravado, not to say criminality, that pervades 
the ranks of the so-called “under world.” This streak of 
canny criminality knows how to operate and to camou- 
flage its efforts. New York is the centre of the wealth of 
the nation and attracts the criminals from all over the na- 
tion who seek to make an “easy haul.” Yet when the pop- 
ulation of the great city is considered and the number of 
criminal affairs that are recorded, the records do not rate 
proportionately higher there than in many another dis- 
trict. The recognition of the need of attention, in itself, is 
the beginning of reform. 


Turere Are Some objections to the consolidation of 
express companies, but the proposed plan to merge the 
four great companies has merits that should be considered. 


PRESIDENT-ELEct Harpinc has not made any definite 
announcement concerning his plans of organizing his cab- 
inet, yet it must appear, even to the casual observer, that 
changes are in order. The announcement that has been 
made that the Vice-President will be requested to sit in 
council is a good omen. It will help solve the problem of 
what to do with our vice-presidents. The training which 
Mr. Coolidge will receive will prepare him for any emer- 
gency which may arise. It seems to be a simple act of or- 
dinary intelligence to afford the vice-president larger op- 
portunities for training for the presidency against the pos- 
sible emergency, as well as entrusting him with larger re- 
sponsibilities than merely serving as the presiding officer of 
the Senate. It is also rumored that a woman may have a 
seat in the Cabinet as the head of a new department. It is 
generally known that Mr. Harding would not oppose such 
an innovation, judging from his views of the rights and 
powers of women. Whether he will deem that the time 
has come for such an innovation remains to be seen. There 
are other minor changes which are inevitable, resulting, 
perhaps, in the renaming of departments and the reassign- 
ments of fields of service. Now there are many confusing 
arrangements, and departments often care for governmen- 
tal enterprises that are not in keeping with the general 
purpose of the bureau or department. By the laws of 
chance certain responsibilities have been wrongly placed 
and are never changed because no one has taken the initia- 
tive to rearrange the departments. Mr. Harding has had 
long training in the Senate and is thoroughly posted con- 
cerning existing conflicts in authority and purposes in 
many of the departments, and will seize a favorable oppor- 
tunity to make changes. The reorganization of the cabi- 
net appears to be a strategic need. 


Tur Rep Cross Society of Beverly has risen to the 
occasion and has made an effort to establish an employ- 
ment plan for the service men who are seeking work. A 
friendly telephone call giving work to an ex-service man is 
what is needed now. 


Tuere Is No Question now about the depression 
that exists all over the country. Men are idle. Factories 
have dismissed as many men as can be dispensed with in 
meeting the demands of business. No new orders are be- 
ing made because of the uncertainty of conditions; and so 
unrest begets unrest. The after-the-war crisis has come 
and has not yet passed. He who wishes gloom may find it 
and revel in its pessimism; but if one thinks, the ‘silver 
lining must be revealed. There is every prospect of a 
change for the better, and yet the unrest and uncertain 
conditions exist. Economically the dismissal of so many 
men is not wise. The nation is not over-supplied with 
goods. There is a need for the productive labor of every 
man in the country. Yet many are idle. The facts are 
that the crisis is artificial and not real. No one is over- 
supplied. Economies have been practiced on every hand 
because of the compelling force of high prices. The rich 
as well as the poor have been schooled in economy because 
of increased prices and diminishing income due to heavy 
taxes. A temporary crisis such as the nation 1s experi- 
encing must pass and leave the nation tested and tried, but 
at the beginning of a new era of prosperity. The political 
situation has contributed somewhat to the conditions, but 
the election has cared for that uncertainty. The coming 
days should see a steady growth of the spirit of confidence 
reflected in the willingness of the people to purchase and 
the ability of manufacturers to produce because of the de- 
mands which exist. Anyone can be a pessimist, especially 
when the conditions directly injure one’s financial assets. 
It is a wise man who can read the favorable signs of the 
times and prepare for the best as well as resign to the 
worst. There is nothing gained by pessimism. There is 
nothing lost by a forward look. Everyone must realize 
that there has been a change and for the better. 


WAKEFIELD Has BEEN trying an experiment in muni- 
cipal gas and electric lighting, and with poor results. The 
citizens are having difficulty in disposing of their white 
elephant, not because the city fathers have not been con- 
vinced of the folly of operating the plant, but because the 
technical two-thirds vote to sell the plant has not been ob- 
tained. So ends another government operating plan. 
Community ownership is not another word for efficiency. 


Tue WESTERN UNION telegraph company discovered 
after all that the American government had the power to 
assert its authority. The intimations that the company 
would not respect the wishes of the government has an un- 
wholesome suggestion that will brook no leniency. 
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Christmas greetings and best wishes 
to all readers of Breezy Briefs. 

; is 
If you were late in doing your Christ- 
mas shopping this year it is not 
too early to resolve that in 1921 
you will not repeat that mistake. 


—o— 


So President Wilson has purchased 
the Henry P. Fairbanks house in 
Washington and is planning to 
occupy it about March 4. The 
Nobel peace prize will be a time- 
ly help in paying the first instal- 
ment. 


——(G—— 


The first member of the Harding cab- 
inet has been announced. Vice- 
President-elect Coolidge will be 
one of its most valuable and in- 
fluential members. 


ae 

The United States has a total popula- 
tion of nearly 118,000,000, the 
big majority of whom believe 
this to be the best country on 
earth. It has been noticed that 
certain undesirables, when de- 
ported, are anxious to return to 
the protection of the Stars and 
Stripes. 


ae 
Jack Dempsey, who stayed at home 
while a lot of fellows were in 
France serving at a dollar a ‘day 
during the war, has recently won 
a prize of $100,000. What a lot 
of cheer he could give the 
wounded and disabled soldiers in 
the hospitals if he cared to use a 
portion of his winnings in this 


_ manner! 
ee: 
And March 4 draws nearer every 
day. 
erm 


“A fair day’s work for a fair day’s 
pay” is just. However, in recent 
years, it has often been demon- 
strated that high wages were 
paid for short time periods. This 
is one matter which the present 
readjustment will settle. 

i. ea 

The treasurer of the United States 
has requested the banks not to 
distribute gold coins for use as 

~ holiday gifts, so do not be disap- 
pointed if Santa fails to leave 
any single or double eagles in 
your stocking for Christmas 
morn. 

—o— 

Chicago News —“‘In order to succeed 
in politics it seems to be neces- 
sary to be wise, modest, far- 
sighted, sympathetic, have a large 
grasp of affairs and to belong to 
the Republican party.” 


Q— 
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Gov. Coolidge signed an emergency 
bill last Friday which removes all 
bars between women and munici- 
pal offices. Will we soon have a 
Mayoress, Alderwoman, or Se- 
lectwoman ? 

orb. 

Ty Cobb is reported to have signed a 

contract as manager of the De- 

troit team at a salary of $30,000 

a year. The Boston Red Sox 

management has sold some of 

the team’s good players. Other 
deals are said to be “in the air.” 

Thus does baseball keep before 

the public during the closed sea- 

son. 
ah 
scientist who prophecies that by 
the year 2100 the population of 
the United States will have 
doubled and that food will be ex- 
ceedingly scarce will have to find 
some other subject to hold our in- 
terest. We refuse to worry about 
the problems of 2100! 


The 
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New York is clamoring for a hold up 
on the increasing number of hold- 
ups. 


—9— 


It is feared that a new illness may af- 
fect some members of the gentler 
sex when kneemonia results from 
the wearing of too short skirts. 

Wie 

Dr. Raymond Pearl has compared the 

duration of a human life to the 

running of a clock. Quite a true 
comparison, even to the strikes 
which frequently occur. 

eee 

plans of the Bethlehem Steel Co. 

to sell its products only to “‘open 

shops” presents a new phase in 

the situation, and would be a 

strong point in favor of the open 

shops. 


The 
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EXPERIENCE is partly made up 

of mistakes. Knowing what 
not to do is an integral part of 
knowledge. If the machine does 
not work very well, it may not need 
to be serapped, but adjusted. The 
fact that a machine, a method or a 
system works at all, without de- 
stroying itself and others, may 
prove that-it can be made to work 
more perfectly. Some people favor 
scrapping the social system. But 
if it works, even though jerkily, it 
may only need adjustment. There 
is no ingenuity in simply destroying 
things. If work is fundamental, if 
industry is really a beneficial and 
productive fact, then the jerks and 
imperfections which accompany it, 
like unemployment or uncertainty 
of employment, would seem to be 


susceptible of adjustment. Cure 
the defects without destroying a 
fundamentally good and _ tried 


method. — Henry Ford’s page in 
Dearborn (Mich.) Independent. 
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Union to ratify the Susan B. An- 
thony amendment, has the dis- 
tinction of electing the greatest 
number of women to membership 
in its legislature. 
ere 
There’s an opportunity for some of 
the unemployed to get busy chop- 
ping wood. With the high prices 
which now prevail for cord wood 
a) fairly good day’s pay can be 
made in this manner, and also the 
chopper will be doing a deed of 
genuine service in his communi- 


ty. 

With the ex-kKaiser complaining 
against unkind treatment and 
Villa asking protection from 


I 
‘| 


horse thieves, what indeed is this 
old world coming to! 


In Zion, Illinois, the woman who en- 
ters the tabernacle in a ‘“low- 
necker” will be presented with a 
shawl to cover her “‘neckedness.” 
Should one’s skirt be too. short 
she is not allowed to enter,—and 
women are the judges. 
SEs 

male students at Cornell who are 
rather strenuously opposed to 
co-education have issued a pub- 
lication entitled “The Mourning 


Male.” 


The 


ee 

Contrary to general opinion the state 
drpattment or-the W. Cr). U. 
has issued a statement that the 
organization is not planning a 
campaign against tobacco or 
harking back to the old Puritan 
Sunday observance. 


ifeeees 
When Secretary Baker pardoned 
conscientious objectors and al- 
lows draft dodgers and slackers 
to go about as though they were 
human beings, he showed many a 
man an easy course to pursue in 
event another war should occur. 


peas 

The dollar does not go very far in Cu- 
ba. High prices have hit the 
island and tourists who go there 
—-presumably to enjoy the scen- 
ery—are obliged to shorten their 
visit, as hotel accommodations 
are far from good. 


—O— 


The American Legion, since its or- 
ganization a year ago, has done a 
vast amount of good in behalf of 
disabled veterans of the World 
war. The American people are 
endorsing the work of this soci- 
ety and full aid will be given ev- 
ery hero who sacrificed for the 
benefit of his country. 


etre 
proposal for l-cent letter postage 
is attractive, but would the ser- 
vice also be cut in half? 
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SSOYNE, two, three, four, five!” 

Jack counted the strokes of the 
big clock mechanically. Five o’clock! 
(Christmas eve and not a single cent 
in his pocket, and, what was more im- 
portant, nothing in his stomach 

It was growing dark rapidly and 
the lights of the Christmas decorations. 
about the streets winked and blinkea 
red and green Christmas cheer. 

If only he could go back for Christ- 
mas! If only he had not been so 
hasty about leaving home—and Mai- 
sie! 

He hunched his shoulders 
little higher and sighed. No thought 
of work entered his head. He did 
not want to work. But, God! how 
hungry he was! Hungry and cold! 
Again he sighed. 

Languidly he arose from the park 
bench and shuffled along the walk. He 
was a scerry figure, was Jack Lang- 
don. He who had gone so brilliantly 
through college, whose friends and 
enemies alike predicted he would make 
such a sweeping success on _ the 
pasts CEL 

The stubble that had been allowed 
to grow for weeks hid completely the 
once handsome, clear-cut features. 
His cap was pulled far down over 
eyes that once had been blue and 
piercing. Though no amount of 
drinking and careless living could dim 
those eyes, tonight their expression 
was that of a sullen cur that, already 
down, expects to be kicked. 

Two crimes had as yet not entered 


up a 


Jack - Langdon’s category. These 
were murder and theft. All others he 
had done and seen done. Tonight 


was to be his introduction to one of 


the forbidden crimes. Perhaps, if 
things went badly, both. 

He would wait a little until the 
noise and hubbub of the day-time 


traffic was hushed, and then he would 

make his way to a little church that 

he knew was always open, and where 

there was a certain little brown box 

well in the rear of the church over 

which was written in white lettering: 
“Feed the Poor.” 

Well, he was poor, wasn’t he? It 
was the only way to get money to- 
night! He would take only his share 
of it; just enough to buy food for 
Christmas day. Food, and something 
else. Something that brought relief 
from thought. 

Again he dropped onto a_ park 
bench. This time over to the extreme 
end, where it was not quite so bright- 
ly lighted. 
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‘OH! COME ALL YE 
PAITHEUL? 


By GLADYS H. RICHARDS 
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For a time he dozed fitfully, then 
dropped into deeper slumber and dis- 
turbing dreams. Dreams that for days 
had been haunting him with a persis- 
tence that he cursed. 

He was back home, with money and 
friends and—Maisie. How sweet and 
womanly she was, this girl who had 
promised to be his wife. How he had 
loved her! But he was young and 


restless. Success came too easily 
within his reach. He longed to test 
his untried wings—to live! But there 


was Maisie! Always Maisie and his 
love for her had interrupted his wild 


longings. 
Then there came the time when 
even Maisie was forgotten. This 


happened with the advent of Giséle. 
Gisele, exquisitely perfect in form 
and feature. Night black hair curled 
back from a broad, white brow. Un- 
believably white skin, as colorless as 
marble, and a dash of crimson, like a 
bruised rose-bud, forming her mouth. 
The fragrance of her intoxicated him, 
and her nearness made his senses reel, 
made him forget all else. 

He lived again the mad dream that 
lasted for months, cursing his friends 
for their remonstrances and turning a 
deaf ear to Maisie’s pleadings. Here 
was life—at last! 

He was blind to the death’s head 
that lurked ever near, in the shadows. 

It was Giséle who persuaded him 
to use the little drug that gave one 
such sweet dreams, and, after that, 
they dreamed together. 

Then, when he was no longer rich, 
she tired and searched elsewhere for 
a less boring companion and Jack 
drifted lower and lower. He felt no 
resentment towards her. No hatred 
found place in his heart. 

Again the clock boomed out the 
passing hour. Twelve o’clock! 

Jack started to his feet, dazed by 
his long nap. In no way was he 
turned from the task he had set him- 
self to perform. He would be a little 
later, but all the better. 

Turning the corner he bent his head 
to the icy wind that seemed to rush 
out to meet him. 

Suddenly, as he drew nearer, a 
voice arose clear as a bell on the 
frosty air: 

“Oh, come all ye faithful—” 

Jack stood spellbound as he realized 
that the door was flung open and the 
interior of the little church was ablaze 
with light! Worshippers with heads 
reverently bowed were welcoming the 


(Continued on page 22) 
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THE BOSTON THEATRES 


WILLIAM HARRIGAN 
CHRYSTAL HERNE 
GEORGE PARSONS 


in George M. Cohan’s dramatic triumph 
“‘The Acquital,’? a box-office magnet ¢ 
the Hollis, Boston. 


There were said to be over 10,006 
lines of rhymes composed and maile¢ 
to Francis Wilson to be sung by hit 
and his charming chorus in th 
“Dicky Bird” singing and whistlin 
song in “Erminie,” now running @ 
the Globe theatre, Boston. 


Doctor Parker’s criticism in las 
Monday’s Transcript concerning thi 
Mary Garden concert last Sundaj 
afternoon at the Boston Opera House 
was like taking assafoetida pills, bul 
what dear old Phil Hale, of the Her 
ald, said was compensatory. One w 
had heard the concert would feel li 
kissing every line. 

It isn’t necessary to say much abou 
“Apple Blossoms,” at the Colonial 
for it speaks, sings and kicks for it 
self. It sure is as springy as the title 
implies. a —C * *& 
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BEVERLY 


WENHAM 


DESIRABLE SHORE and INLAND PR 


FOR SALE 


PRIDE’S CROSSING 
WEST MANCHESTER MANCHESTER MAGNOLIA 
and 


HAMILTON 


T. Dennie Boardman, Reginald and R. deB. Boardman 


56 Ames Bldg., BOSTON 
Brancu Orricr, MANCHESTER, A. G. T. Smiru, Local Representative, Tel. Manchester 144-W. 


LL  _—_—— re 


PERTIES 


BEVERLY FARMS 


IPSWICH 


Christmas Eur 


The Mother Superior 


HE light was failing. Mother Titus laid aside 
the unfinished figure she was modeling. The 
Sisters, remembering the Reverend Mother’s 


* old talent, had asked her to model a Christ 
Child for the créche they were preparing for Christmas. 
For three afternoons Mother Titus had labored in a little 
improvised work-shop on the ground floor of the convent. 
The growing darkness told her it was her hour for prayer. 
She loved to pray, but she only allowed herself a short 
time. for prayer—her life was full of work. 

Wrapping her cape about her, she crossed the bit of 
open space between the convent and its Gothic chapel. The 
convent stood on a hill. The setting sun shone red through 
the black tops of a row of pine trees. The air was cold and 
bracing. The odor from the pines suggested Christmas. 
Mother Titus, usually so alive to the spirit of mystery 
created by the red light beyond the black pine trees, felt 
her heart sad within her. A Nun was returning from the 
chapel; Mother Titus stopped her. 

“Sister, I fear there will be no Christ Child for the 
créche. I find I am too old for such work.” 


Mother Titus entered the chapel. 


The Prayer 


(RATHER, my labor has been in vain. My vision is 

bright, but I have no skill of hand. The children will 
be disappointed. I want to make them see Our Lord as I 
see Him at Christmas time; the Child Jesus, new born and 
perfect in this old world of ours. I know I ought to feel 
Christmas in my heart, but I am old and weary. The dis- 
appointment is hard to bear. Send, O Heavenly Father, a 
child for our créche.” 


The Artist 


A® Mother Titus was leaving the chapel, she saw a Sister 

and two ladies examining a bas-relief. The Sister was 
the same Mother Titus had met at sunset. The bas-relief 
had not been long in the church, but it ranked high in the 
Reverend Mother’s affections. With her unerring taste, 
she felt it to be supremely beautiful in a church full of 
beautiful things. Suddenly she recognized the woman in a 
long dark cape as the artist. They had met two years be- 
fore, but Mother Titus did not join the group. She looked 
at the tall, powerful figure of the sculptor. Her cape had 
fallen back, and a strong arm was lifted to point out to her 
companion some detail of the work. Everything about her 
expressed the fullness of youth, and power, and God-given 
strength. Her personality rang through the church. There 


were sorrow and longing in the good Mother’s heart, but 
no envy. 

“Sister, why did not Mother Titus speak to me?” the 
sculptor asked as she was leaving. 

The Sister told the simple story of the Mother’s dis- 
appointment. 

“Tell Mother Titus not to worry; there will be a 
Christ Child for the créche on Christmas Eve.” 

The sculptor’s voice rang out clear in the evening air. 
It reached Mother Titus where she stood on the steps of 
the chapel. The conviction that the great sculptor would 
model a Christ Child for their créche filled the Mother’s 
heart with exultation. 

“Father, I am unworthy, but my prayer has been 
answered.” 

The artist was capable of working at white heat when 
inspired. In a single day and night the work was finished. 
The question could no longer be asked, Where is the sim- 
plicity and the purity of the early Italians? Here was its 
expression in the upturned face of a little child. The fig- 
ure was cast, and ready for the créche on Christmas Eve. 

Christmas 

HE Sisters had arranged a lovely créche in their Gothic 
chapel. Already the candles were lighted on the altar. 
Soon the choir boys, clad in scarlet and white lace, would 
come in singing. The village children would come trooping 
in to see for themselves that Our Lord Jesus came into the 
world as a little child on Christmas day. Mother Titus 
would have to take her place among the Sisters, and the 
sculptor would join the congregation. For a moment 
Mother Titus and the artist stood together looking down at 
the upturned face in the créche before them: the work of 
prayer, and genius, and inspiration. The same love was in 
their hearts. They were very close together. There is so 

much religion in beauty, and so much beauty in religion. 


—Qq— 


There is no such thing as chance; 
And what seems accidental springs from the deepest 
source of destiny. —Schiller. 


Hail to the land of our fathers! 
Hail to the land of the free! 
God bless it! 
As its flag we salute, let no voices be mute, 
To swell, from the sea to the sea, 
The song of the land that is free. 


—KH. M. Harper. 
a 
A Periop oF DEpREssION is always unfortunate, but 
it is especially evil when it comes in a period of high 
prices. 
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SHELDON’S § 
MARKET 


Best Grade of 
BEEF, LAMB 
POULTRY, PORK 
Vegetables, Fruit 
At Boston Market Prices 


24 Central Street 


Manchester 
Est. 1845 Tel. 67 
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Me AND Mrs. 


Cuarves C. WALKER are down from Bos- 

ton to spend the Christmas. holidays at “Highwood,” 
West Manchester, with Mr. Walker’s mother, Mrs. W. B. 
Walker. Other members of the family will also be house- 
guests at “Highwood” during the holidays to partake of 
the good cheer. Mrs. Henry Whitehouse, the mother of 
Mrs. Charles Walker, is on frony New York for the week. 


es 
Oswald Kunhardt came over from New York on 
Thursday to spend the Christmas week-end as the guest of 


Mr. and Mrs. Charles B. Taylor, who are at the Hotel 
Buckminster for the winter. Mr. Kunhardt’s engagement 


to Miss Marcia Taylor was announced last May. 


bs . 
Mr. and Mrs. Jonathan S. Raymond (Pauline Pol- 
lard) have gone to Boston from the North Shore, and are 


at 267 Beacon st. for the winter. 


O80 
Before the first dance of the Hundred club, which will 
take place on Tuesday, Jan. 4, in the Copley-Plaza, Boston, 


Mrs. Wolcott Howe Johnson will give a dinner for Miss 
Nell White; Mrs. Thomas P. Curtis will give a dinner of 


14 covers at the Chilton club for Miss Beatrice Cairns, of 
Ireland, a niece of Mr. and Mrs. George S. Winslow; Dr. 
and Mrs. T. Morris Murray, of Mt. Vernon st., will give a 
dinner for their débutante daughter, Miss Mary Murray, 
and Mrs. Frederick S. Whitwell will give a dinner for 
members of the young married set. 


a 


THe Doc Tuat Hap to be shot before the police could 
enter to care for the dead form of his departed master de- 
serves to be immortalized. The loyalty of a dog to his 
master Manin isses understanding. 


WARE THEATRE, BEVERLY 


“The Golden Theatre Beautiful’ 
High-Class Pictures © 


Mammoth Pipe Organ 


Private Loges and Bax Scats can be reserved 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
_ Saturday Evenings 5.45 to 10,30 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


Dec. 24, 1920 


CHRISTMAS GIFTS THAT LAST 


Choose your gift now, while our stock is complete. 
We will hold your selection until Christmas on payment 
of a small deposit. 

SUGGESTIONS FOR MEN 

Shaving Sets Military Sets 


Cuff Buttons Scarf Pins 
Waldemar Chains Tie Clasps 
Knives Eversharp Pencils 
Waterman Pens Watch Fobs 


Cigarette Cases Match Boxes 
Cigar and Cigarette Holders 


GIFTS FROM $1.00 UP 


F. S. Thompson, Jeweler 


THE HALLMARK STORE 


164 MAIN STREET GLOUCESTER 


LLISON V. ARMOUR and Mr. and Mrs. Francis M: 

Whitehouse are leaving New York today to join the 
former’s yacht, the “Ava,” which has been at Norfolk, 
Va., for a week or two awaiting their arrival. The party 
will cruise south, by the inland route, and pass most of the 
winter in Florida waters. Other friends will join the 
house-boat party later, and George Armour and family will 
take the yacht in February for a month or so. Mr. and 
Mrs. Whitehouse expect to return to New York about the 
middle of February and will then start for Italy for a short 
visit with Rev. and Mrs. Walter Lourie (Barbara Ar- 
mour), before opening their estate in Manchester in the 
early spring. 

Ox 


Mr. and Mrs. Andrew Carnegie, 2d, and family, who 
have been at the Copley-Plaza, Boston, since closing their 
place in Manchester Cove about Thanksgiving time, have 
gone to their winter home in Fernandina, “Fila. 


ER 
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PLENTY OF Ratn and soft weather! Better far than 
cold and snow! The memories of last winter freeze com- 
plaints upon the lip. 


Wispom Is THE Propuct of experience. Yet how 


few attain wisdom, despite the experience! 


Tue Tax ProsieM is too great for every student of 
the problem. The expert men do not agree. While there 


is a difference of policy the payers keep on paying. The 
paying never stops even if the thinkers fail in their prob- 
lem. 


THE STATIONERY SHOP 


Japanese Novelties, Magic Drawing Books for 
children, Dennison’s Seals, Tags, Labels, Cards 
and Decorative Crepe for Christmas. 


Our assortment of Stationery, in Christmas 
Boxes, is the finest on the North Shore. 


CENTRAL PAPER CO. 
290 Essex St. SALEM 


THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 
KODAK DEVELOPING AND PRINTING 


156 Cabot St. Beverly, Mass. 


Tel. Conn. 
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J. M. Meredith E. W. Grew : 


MEREDIT 


Henry Whitmore Norton Wigglesworth 4 


& GREW 


40 Central Sireet 


BOSTON (9), MASS. 


Telephones: Main 6772-3-4 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


BUSINESS sPROBERIIES 


NORTH SHORE PROPERTIES a Specialty 


NORTON WIGGLESWORTH — 


SOGIETY NOTES 

Me: Barrett WeENDELL is chairman of the European 

Children’s Fund committee for Boston, which is help- 
ing Mr. Hoover’s campaign to raise money for the starv- 
ing children of Europe. Other members are Mrs. David 
Cheever, Mrs. Parkman Shaw, Mrs. Gardiner M. Lane, 
Miss Alice Tapley, Mrs. Malcolm Lang, Mrs. L. Cushing 
Goodhue, Mrs. Abraham Koshland, Miss Mary Barr, Miss 
Natalie Whitwell, Mrs. Richard Storey, Mrs. Robert F. 
Clark, Mrs. Sidney Hosmer, Mrs. Geo. Perkins and Mrs. 
Malcolm Forbes. 


Ono 

Much sympathy is felt for Mrs. Frank Martin, of 
Baltimore, among her numerous friends and relations on 
the North Shore for the death of her husband, the distin- 
guished surgeon, Dr. Frank Martin, which occurred on 
Tuesday, December 7th, in Baltimore, at their resi- 
dence, 1000 Cathedral st. The marriage of Dr. and Mrs. 
Martin (Miss Elizabeth Prescott Bigelow, daughter of the 
late Mr. Bigelow and Mrs. Prescott Bigelow, of Boston), 
was celebrated in Boston about six years ago. Through- 
out the time of the participation of the United States in 
the World war, Dr. Martin rendered important active ser- 
vice to the government as chief of several of the leading 
base hospitals in this country. His last assignment was on 
May 6, 1918, at Fort Riley, Kansas, as chief of the surgi- 
cal service, 89th Division, under General Leonard Wood. 
During the following autumn he was joined at Fort Riley 
by Mrs. Martin and their two little children, who remained 
with him until he was relieved from active duty with the 
rank of lieutenant colonel in June, 1919. After spending 
the remainder of that summer in Boston and on the Massa- 
chusetts coast with Mrs. Martin’s parents, Dr. and Mrs. 
Martin again took possession of their house on Cathedral 
st., in Baltimore, where they have since remained. In addi- 
tion to his widow, Dr. Martin is survived by a little son, 
Frank Martin, Jr. The eldest child, Elizabeth Prescott 
Martin, died last summer. 


aid | 
Manners—-A difficult symphony in the key of B nat- 
Foolish Dictionary. 

Get correct views of life, and learn to see the world in 
its true light. It will enable you to live pleasantly, to do 
good, and, when summoned away, to leave without regret. 
—Rosert E. LEE. 
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Your printing needs can be very promptly and care- 
fully taken care of at the new plant of the Nortu SHORE 
Breeze, 66 Summer st., Manchester. Especially well 
equipped to handle book and pamphlet work, such as an- 
nual reports, directors’ reports, etc. Telephone 378 Man- 
chester; representative will call anywhere in Boston or 
vicinity. adv. 


“MANCHESTER, MASS. 


HE ENGAGEMENT is announced of Miss Jessie Keith 

Means, daughter of Mr. and Mrs. Arthur Little, and 
Arthur L. Richmond, son of Arthur J. Richmond. Miss 
Means came out in 1918 and is a member of the Vincent 
club and Sewing circle of that year. During the war she 
was a successful worker in the sale of Liberty bonds, 

O28 O 

__ Mrs. Quincy A. Shaw will pass Christmas at Calumet, 
Mich., with her son and daughter-in-law, Mr. and Mrs. 
Quincy A. Shaw, Jr. (Augustine van Wickley). 


Dors THE INCREASING number of typists and secre- 


taries needed in Washington suggest anything? Whatever 
else the war has done, it has concentrated the powers of 
federal organizations that had not been previously defined. 
This has compelled the opening of new offices to care for 
the departments. 
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Potted Picts. 
and Cut Flowers 


Plant Now for Next Season’s 
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Blooming 
PEONIES— 5272 Afty varieties of peonies 
to offer at this time, some 


cheap, but good; some extra good, but expensive. 


Also Delphinium, Foxglove, Campanula, Iris, 
Phlox, Heuchera, Hupin, Pyrethum, Enemone and 
several others—all good, strong plants that will 
flower the coming season. 


At all times our ideas and experience are at your 


service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


Call or telephone; we are always pleased to be of 
assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


Beverly Cove, near Cove School 
Telephone 757-W Beverly 
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LOCAL SEGHiOe 


MANCHESTER 


Frank P. Knight has just returned 
from a business trip to the Iron Cap 
Copper Co. mining property in Ari- 
zona. 

Mr. and Mrs. Edward Heath are 
spending the holiday at the home of 
their daughter, Mrs. Cornelius Me- 
Donald, in Allston. 

Arthur Miguel, who is home from 
Bowdoin college for a ten-day vaca- 
tion, is assisting at the postoffice dur- 
ing the holiday rush. 

Mr. and Mrs. John Scott, Nor- 
wood ave., have gone to Bedford to 
spend Christmas with their daughter, 
Mrs. Paul Webber, and family. 

Mr. and Mrs. George S. Sinnicks 
arrived home Tuesday night from Ja- 
maica, B. W. Indies, where Mr. Sin- 
nicks has the contract for extensive 
building operations at Kingston. 

Mr. and Mrs. Austin Cushing, of 
Beverly, visited with Mr. and Mrs. 
verett Gray over the week-end. Mrs. 
Cushing is a sister of Mr. Gray, who 
is the new manager of the A. & P. 
store. Mr. Cushing will be remem- 
bered as a former superintendent of 
the electric light plant. 


Mrs. Lewis Hutchinson is rapidly 
recovering from her recent operation 
and expects to be able to leave the 
hospital today. She will probably go 
to the home of her mother, in Dan- 
vers, for a few days. 

Otto Tideman came on from New 
York Wednesday in time to spend 
Christmas with his family at Man- 
chester Cove. Mr. Tideman is chauf- 
feur with F. M. Whitehouse and has 
been in New York for two months. 
He will now remain here until mid- 
February. Mr. Tideman made the 
trip from New York Wednesday in a 
Buick, leaving New York about 7 in 
the morning, and arriving in Man- 
chester before 6. 

Robert Evans, who has a position 
as chauffeur with H. D. Kerr and 
family in Buffalo, N. Y., came on to 
Boston over the road the first of this 
week to take Mr. Kerr’s son, who is a 
student at Technology, back to Buf- 
falo for the holidays. Gordon Slade, 
who has been in Buffalo a few weeks, 
came home with him, and also “Mr. 
Miller, the chauffeur for J. M. Mit- 
chell and family. The young men 
have been in Manchester a few days, 
renewing acquaintances, but will start 
back to Buffalo today. 


—fQ— 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 
ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


Friday, Dec. 24, 1920 


Moving Pictures 
Horticultural Hall —: 


Merry Christmas 
and New Year’s Greetings 
to our Patrons 

—A. N. SANBORN, Mer. 


SATURDAY—DEC. 25 
SPECIAL HOLIDAY SHOW 
Matinee 3; Evening 7.30 


DOUBLE BILL 


Bryant Washburn in 
‘‘WHAT HAPPENED TO 
JONES’’ 
From the play by 
George Broadhurst 


Blanche Sweet in 
“HELP WANTED—MALBP’’ 
Story by Edwina Levin 


TUESDAY— DEC. 28 


One Evening Show Only 
Starting at 7.30 


D. W. Griffith presents 
‘“‘THE MOTHER AND THE 
LAW’’ 
A typical Griffith story 
(7 reels) 
—Also— 
Another episode of ‘‘Bride 13’’ 
Mutt & Jeff Cartoon 
Fox News and Ford Weekly 


COMING SOON: 
Bebe Daniels in ‘‘You Never Can 
Tell,’’ Maurice Tourneur’s ‘‘The 
White Circle,’’ ‘‘Mickey,’’  star- 
ring Mabel Normand. 


Manchester 


May Christmas find you happy 

May the New Year find you well 

And may the peace and joy they 
bring 

Your fondest hopes excell 


Manchester Laundry 


Office: BINGHAM BLOCK 
Central sq. 


Telephone 85-W 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


MANCHESTER 


M. B. Gilman is spending the holi- 
day with his brother at Wellesley 
Hills. 

Miss Mary Morley is leaving the 
first of the year for Barre, Vt., where 
she has a position as teacher in the 
high school. 

Frank P. Knight, Jr., has recently 
returned from Globe, Arizona, and 
will resume his studies at Tech after 
the holiday vacation. 

Mr. and Mrs. Addison Stanwood 
will entertain over the holiday their 
two sons, Herbert and Lee Stan- 
wood, and their respective wives, of 
Medford Hillside. 

—2— 
MANCHESTER YounGc Fork Home 
FROM SCHOOLS AND COLLEGES 


Miss Helen Beaton, daughter of 
Mr. and Mrs. D. T. Beaton, is home 
from Wellesley for the holidays. 

Herman Magnuson, son of Mr, 
and Mrs. Axel Magnuson, is home 
from Phillips-Exeter academy for the 
mid-year holidays. 

George Lockhart Allen, Jr., son of 
Mrs. G. L. Allen, is home from Phil- 
lips-Andover academy. 

Donald Crafts, Lester Peabody, 
William Murray and Nelson Butler 
are home from Norwich university, at 
Northfield, Vt. Norwich is a military 
school and all of the young men are 
thoroughly enjoying the work, which 
consists of regular college training as 
well as military instruction. 

Arthur Miguel, son of Mr. and 
Mrs. Manuel Miguel, is home from 
Bowdoin college, Brunswick, Me. 

Grafton Owens, who has just com- 
pleted several weeks’ work in the pa- 
per mills at Bangor, Me., in connec- 
tion with his *tudies as chemical en- 
gineer at Technology, is with his 
mother, on Putnam court, for the hol- 
days. 

Miss Annie White, Beach st., is 
home for a three weeks’ vacation from 
her teaching duties at Needham. 

William Angus is enjoying a three 
weeks’ vacation from his teaching du- 
ties at Dummer academy. 

Miss Helen Knight is home from 
Wheaton college, to spend the holi- 
days with her parents, Mr. and Mrs. 
Frank P. Knight, and family. 

Miss Dorris Knoerr is expected 
home today from New York city for 
the holidays. Miss Knoerr is study- 
ing music in New York. 


—Qq— 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 
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LASSIFIED ADVERTISEMENT 


Advertisements under this head 2c a word the first week. le 
a word after the first week. Stamps may be used in payment. 


Board and Room 


WILL TAKE child or elderly lady to 


board. Tel. Manchester 647-3. 51-53 


W ork Wanted 
WOMAN will go out working by the hour 


Rooms Wanted 


WA TED—2 or 3 furnished rooms and 


bath, with heat and light, suitable for 
light housekeeping, by married couple; 
no children.—N. F. W., Breeze office. 


To Let 


or day. Tel. Manchester 647-J. 51-53 
Position Wanted 


WILL ACCOMMODATE for week-ends or 
keep house open for accommodation. 
Any kind of work.—26 Elm st., Man- 
chester. 47tf. 


For Sale 


THREE ROOMS AND BATH. for light 


housekeeping. Modern improvements. 
Will let furnished or unfurnished. Ap- 
ply at the Breeze office. 


Boys Wanted 


= eee ee, 
BOYS WANTED —To sell vanilla after 
school. Send for free sample bottle.— 
WAKEFIELD EXTRACT CO., Sanborn- 


ville, N. H 46-53 


IRISH TERRIER PUPPIES — thorough- 
breds, for sale-—John J. Connors, Tap- 


pan st., Manchester. 52tf. 
PEKINGESE for sale. Very handsome 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 


black mask. Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 
Lovely companion.—Mrs. R. Curry, 603 


Essex St., Beverly. Phone 247-J. 20-22 


HOME-MADE 


SAUSAGE MEAT 


at 


SHELDON’S MARKET 


MANCHESTER 


MANCHESTER 


The vesper service to be held in the 
Congregational, church Sunday eve- 
ning at 5 o’clock will be of much in- 
terest to those who like good music. 
A program of unusual merit will be 
presented. 

Eli Perry, of Ipswich, who was 
employed in the construction of the 
tower at the Knight coal wharf, fell 
Wednesday morning, a distance of 
20-odd feet and was more or less 
bruised, but did not break any bones. 
He was attended by Dr. Glendenning 
and was moved in the ambulance to 
the Cable Memorial hospital, Ipswich. 


The interest in the pitch tourna- 
ment between six Manchester orders 
continues with great zest. Every 
Monday night the tournament is in 
session at Horticultural hall, some 54 
men being engaged. 

At the end of the fifth game this 
week the record of points won was as 


follows: 
SOI UMREIOLLOWUS Gent iatigied sides nia ese 72 
ATOLLS TIMMINS, 1 eo feal Sune < viss's-e"s Oa 
HSU CYT IN cre a,c ,cie ois (aicielstcicis: a8. 8° 61 
SOnNaMmOt SVeLeLals =. eck yy cass «04 
SOE eG or gt ale ate vine’) OF 
N. 8. Horticultural Society ..... .49 
The result of the matches this week 

was: 


I. O. O. F. 20, Red Men 10. 


OTICE is hereby given, that the sub- 
scribers have been duly appointed 
executors of the will of Thomas Jefferson 
Coolidge, late of Manchester, in the coun- 
ty of Essex, deceased, testate, and have 
taken upon themselves that trust by giv- 
ing bonds. All persons having demands 
upon the estate of said deceased are re- 
quired to exhibit the same, and all per- 
sons indebted to said estate are called 
upon to make payment to Frederic C. Du- 
maine. (Address) Ames building, 1 Court 
st., Boston, Mass. 
FREDERIC C. DUMAINE, 
FRANCIS R. HART, 
; Executors. 
December 16, 1920. 
de17-24-31 


selecionw LOW Sit Vials 

Firemen 20; N-S) HS? iv: 

The same organizations will line up 
against each other at the session next 
Monday, Nos. 1, 2 and 3 teams of 
each meeting Nos. 3, 1 and 2, respec- 
tively, of the other. 

—_4— 


MANCHESTER CHURCHES 


Congl. church, Rev. F. W. Man- 
ning, pastor. — Sunday morning ser- 
vice—sermon by the pastor. Har- 
mony guild will hold the vesper ser- 
vice in the church, Sunday evening, at 
5 o’clock. 

The Ladies’ Social circle will meet 
at the chapel next Thursday evening, 
Dec. 30. 

It is pleasing to note that the sale 
recently held under the auspices of the 
Ladies’ Social circle netted over $140. 
The Circle usually provides the funds 
for the music in the Congregational 
church. 


Baptist church, Rev. H. E. Levoy, 
minister—Sunday morning service at 
10,45, pastor’s subject: “No Room in 
the Inn;” Sunday evening, at 7, there 
will be graduation exercises of the 


N. GREENBERG 


BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 


34 Union St. (Opp. P.O.) Manchester 


Manchester Magnolia Bev. Farms Boston 
SMITH’S EXPRESS COMPANY 


Principal Boston Office: 32 Court So. 
Tel.: Boston Main 489; Manchester 119 
First-Class Storage for Furniture 
Separate Rooms Under Lock 


MANCHESTER MASS. 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


INSURANCE 
Any Kind Anywhere Any Amount 
GEO. HE. B. STROPLE 
General Manager 
Also District Manager John H 
Mutual Life Ins. 3 ComucoE Bee 


ROCKPORT, MASS. 


The fiscal year of the Town of 
Manchester closes December 31, 1920. 
We desire to have all claims against 
the town presented and proved by 
Monday evening, Dec. 27, 1920, at 5 
o'clock. 

SAMUEL L. WuHEaToNn, 
GeEorGE R. DEAN, 
Witiiam W. Hoare, 
Selectmen of Manchester. 


REMOVAL OF NIGHT SOIL 


Applications for the removal of the 
contents of cesspools and grease traps 


should be made to S. A. Sinnicks. 
Per order the Board of Health: 
WILLIAM W. HOARE, Chairman. 


Bible school and a short talk by the 
pastor. A special Christmas offering 
will be taken for the starving children 
of Europe. Come and bring your 
offering. Everyone welcome. — 

The World Wide guild will have 
its Christmas tree next Tuesday at the 
parsonage. 

Friendship circle will meet next 
Monday evening, Dec. 27, at the ves- 
try of the Baptist church. There will 
be a Christmas tree, and each member 
is requested to bring a 10c present. 
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Wallace Portable Lamps 
Special Price - - - - - $3.25 


These small portables are adapted to 
most any service. Can be quickly 
attached to mirrors, bed posts, etc. 
Would make an excellent Xmas gift. 


Regular price. . .$4.25 to $5.00 


Manchester Electric Company 
CENTRAL SQUARE 


do PF GATIONS 
CARRIAGE BUILDER — AUTOMOBILE REPAIRING 
Special Attention to Automobile Painting 
Auto Trimming—Slip Covers—Tops Recovered Storage for Carriages 
DEPOT SQ. Telephone 206-M MANCHESTER 


MANCHESTER 


Geotres Dy Kinehralette ist 


Silva's Express Mrs. 


Joun L. Sttva, Proprietor Friday for a stay at North Sutton, 
LOCAL EXPRESSING N. H. 
Furniture and Piano Moving by Miss Kittie Buckley, of Boston, 


Auto Trucks, long distance or local 


was a guest of Miss Gracia Ross over 
STORAGE FOR FURNITURE 


the week-end. 


Rubbish and Garbage Collected Mr. and Mrs. Lewis Hooper are 
TeL. 11-W. P. O. Box 223 tsi Rr me re EL PEt nele cai 
Residence: Morse Ct., Manchester entertaining Mlirs. oopers parents, 


from Somerville, over the holiday. 
Abbott Foster returned home Sat- 
urday from a three weeks’ stay in 
New York, where he has been in con- 
nection with his vocation as account- 
ant. 


G. A. KNOERR 
Everything Electrical 


4 School St.. MANCHESTER 


Telephone 259-R (House 259-W) _ sf 
Q— 
Tar Pe Help wanted—male: at Horticul- 
Augustus F erreira—jobbing express tural hall, Manchester, Christmas 
and local trucking. Tel. 318-J. adv. Day matinee and evening. adv. 


CHRISTMAS MUSIC 


What-would make a better Xmas Gift than a Graphophone 


or some records P 
Come in and sce what We 
have to offer 


PIANOS PIANOLAS GRAPHOPHONES 
RECORDS NEEDLES SHEET MUSIC 


COOL’S pS STORE 


CENTRAL SQUARE MANCHESTER 


VALENTINE’S TRUCKING CO. 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 


Large and Small Shipments in Either Direction 


also large shipments direct by truck to New York 
CAPACITY: 3 TO 7 TONS—4 TRUCKS 


Telephone 375-W, E. L. Valentine, 49 School st., Manchester 
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MT. PLEASANT DAIRY 
R.&L BAKER 


Dealers in 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER - -- MASS. 
P. O. Box 129 - Telephone Connection 


UNION ST. 
FISH MARKET 


W. H. Clancy, Proprietor 


40 Union St. - - - MANCHESTER 
Open all Winter 


All kinds of Fish in season 


— Also — 
MEATS AT CUT PRICES 


TELEPHONE 99-J, 
—_——SSSSeeeeeeeeee 


LIBRARY NOTES 


New Books in Manchester Public Library 


Two very finely illustrated books of 
travel are “The Heart of the Antarc- 
tic,’ by E. H. Shakleton, and “The 
Home of the Blizzard,” by D. Maw- 
son. It would be worth your while to 
take out these volumes for the sake of 
the illustrations even if you do not 
have time to read their fascinating 


a StOnY. 
Good books of European travel 
are “Tramps Through the Tyrol,’ by 


F. W. Stoddard; “Austria-Hungary,” 
by G. E. Mitten; “Across the Great 
Saint Bernard Pass” and “Bulgaria.” 
“The Night Side of London” reveals 
many things about that great city.’ 

We should know more about South 
America. You may acquire this 
knowledge in a very pleasant way by 
reading “New Manners and Morals in 
South America,” by J. O. P. Bland. 

“Paris Through an Attic” is the 
story of the experiences of a man and 
his wife, who went to the city to 
study. You may learn much about 
the ways of living in this interesting 
city. ® 

“Rising Above the Ruins m 
France,’ by C. H. Smith and C, 
Hill, tells something about the recon- 
struction work that has been done 
since the armistice in that devastated 
country. 

“A Spring Walk in Provence” 
record of a very pleasant journey 
through the most beautiful part of 
France. The book is illustrated by 
many photographs. It is by A. Mar- 


is 2 
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shall, the well-known English novel- 
ist, author of “Yhe Honor of the 
Clintons,’ “Sir Harry’ and “Many 
Junes.” 

Two interesting books about the 

East are “Letters from China to 
' Japan,’ by John and A. C. Dewey, 
and “Journal from Japan,” by M. C. 
Stopes. The first of these is by Prof. 
Dewey and his wife and describes an 
extended vacation in China and Ja- 
pan. They tell us much about the 
customs of these countries. The sec- 
ond book is by a woman who went to 
Japan on a scientific expedition, but 
who found time to observe much and 
to present the results of these obser- 
vations in very attractive manner. 

We have two volumes this year 
from the pen of that well-known 
writer of travelogues, H. A. Franck: 
“Vagabonding Through Changing 
Germany’ and “Roaming Through 
the West Indies.” He made a trip 
through Germany after the armistice, 
evidently with his eyes open, for he 
saw much. The book gives you much 
information and makes very enter- 
taining reading. His other work, 
“Roaming Through the West Indies,” 
gives an account of a journey through 
this attractive English colony. The 
work has many illustrations. 

In “Ships Across the Sea,’ by R. 
D. Paine, you may learn much about 
the American navy and the good work 
it did in the World war. 

In this, the tercentenary year, we 
should know something about Plym- 
outh and how to get there. “Old Coast 
Road, Boston to Plymouth,” by A. E. 
Rothery, and “Old Plymouth Trails,” 
by Packard, will give you the neces- 
sary information and at the same time 
you may learn much of great histori- 
cal interest about the now-famous 
landing place of the Pilgrims. An- 
other book on New England, charm- 
ingly written and beautifully illus- 
trated, is “A Loiterer in New Eng- 
land,’ by H. W. Henderson. “What 
to See in America,” by Clifton John- 
son, is a book that you want to be sure 
and read. It is the next best thing 
to taking the journey yourself. ‘Two 
volumes containing many photographs 
and much attractive reading matter 
are “South Sea Foam,” by A. Sofroni 
Middleton, and “Wiite Shadows in 
the South Seas,’ by F. O’Brien. 

Next week there will be a short 
note on books of essays and poetry 
put into the library in 1920. 


eee LG. 
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Help wanted—male: at Horticul- 
tural hall, Manchester, Christmas 
Day matinee and evening. adv. 


SEND the BREEZE your news items, 


whether you are a subscriber 
or not. 
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A Complete 
Line of 


Staple and Fancy Groceries 


S. S. PIERCE GOODS 
BULLOCK BROS., GROCERS 


POST OFFICH BLOCK 


Telephone 190 


MANCHESTER 


TELEPHONES: 217. 8388 


-ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. 
REGISTERED PHARMACISTS ALWAYS ON DUTY 


It one is busy call the other 


RING OUT, WILD BELLS 


By Lorp TENNYSON 


Ring out, wild bells, to the wild sky, 
The flying cloud, the frosty light; 
The year is dying in the night; 

Ring out, wild bells, and let him die! 


Ring out the Old, ring in the New; 
Ring, happy bells, across the snow; 
The year is going—let him go; 

Ring out the False, ring in the True! 


Ring out the grief that saps the mind, 
For those that here we see no more; 
Ring out the feud of rich and poor 

Ring in redress to all mankind! 


Ring out the slowly dying cause, 
And ancient forms of party strife, 
Ring in the nobler modes of life, 

With sweeter manners, purer laws! 


Ring out the want, the care, the sin, 
The faithless coldness of the times: 
Ring out, ring out, my mournful 

rhymes; 

But ring the fuller Minstrel in! 


Ring out the false pride in place and 
blood, 
The civic slander and the spite; 
Ring in the love of truth and right, 
Ring in the common love of Good! 


Ring out old shapes of foul disease, 
Ring out the narrow lust of gold; 
Ring out the thousand wars of old, 

Ring in the thousand years of peace! 


Ring in the valiant men and free, 
The larger heart, the kindlier hand; 
Ring out the darkness of the land— 
Ring in the Christ that is to be! 


— 44 — 
a 
A suggestion for a Christmas or 
New Year’s gift: Send the BREEZE 


to a relative or friend for a year — 
$2, postage paid. 


THE AD AND THE MAN 


He saw an ad from day to day 
And muttered, ‘‘I defy it! 

Their stuff may be just what they say, 
But I’m not going to buy it.’’ 


As time wore on he made remarks 
It would not do to mention, 

For he was mad because that ad 
Was forced on his attention. 


But in a week, or two, or three, 
He said, ‘‘There’s no denying 
The way that ad gets hold of me— 
The stuff may be worth trying.’’ 


For just about a fortnight more 
He dared mere words to win him, 

And then the ad completely had 
Aroused the spender in him. 


Next day he drifted to a store 
And quietly expended 

A few big iron dollars for 
The stuff the ad commended. 


He found it filled a long-felt need, 
Its excellence surprised him, 
And now he’s glad because the ad 
So deftly hypnotized him. 
—James J. Montague. 


aa ee 


urs 

The Breeze would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 


— eet —— 


E59 
When you think of painting think 
of Tappan, 17 Bridge st., Manches- 


ter. adv. 
—£— 


Latest styles in Lamson & Hubbard 
soft hats and caps at Bell’s Beach st. 
store. adv. 


- 


pos 


| Telephones 610, 611 


HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
Kitchen Furnishings 


S. S. PIERCE GROCERIES 


ee  — — — SS -_— 
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MANCHESTER WOMAN’S CLUB 


“THROUGH SYRIAN STREETS AND 
Doorways” SuBpyect oF IN- 
TERESTING ADDRESS 

NE of the most interesting talks 

ever given before the Manchester 
Woman’s club was that by Mrs. Mary 
Parker Dunning, “Through Syrian 
Streets and Doorways,” at the regu- 
lar meeting of the club, held Tuesday 
‘afternoon in the Congl. chapel. 

Mrs. Dunning was already known 
by the majority of the club members, 
who remembered her splendid talk of 
last year. 

By way of vivifying her subject, 
Mrs. Dunning donned the native dress 
of the women of the Far East. The 
last costume she appeared in was sim- 
ilar to that worn by the first wife of 
the harem. In connection with this, 
she recounted her experiences when 
she made a visit to one of the harems, 
and her interesting conversation, car- 
ried on by means of an interpreter, 
with the first wife, who, by the way, 
expressed her attitude towards the 
other three wives as that of an older 
sister. 

The conversation consisted chiefly 
in discussing the difference in the 
mode of living between their respec- 
tive countries. The Syrian woman 
was quite sure that our mode of living 
was all wrong because there were so 
many American women who had no 
man to care for and protect them, she 
said. Naturally Mrs. Dunning re- 
mained unconvinced — but so did the 
Syrian wife. 

The costumes worn by these wom- 
en are hand-made and beautifully em- 
broidered in unique designs. The 
women scarcely, if ever, leave their 
own doorsteps and they are classed to 
some extent with the swine and other 
animals. Should a woman, having no 
sons, be so unfortunate as to give 
birth to a daughter, she is much pit- 
ied; but should she give birth to the 
third daughter, then, indeed, she is in 
disgrace, and the house is in mourn- 
ing. On the other hand great rejoic- 
ings are manifest at the birth of a son. 

When a woman marries, said Mrs. 
Dunning, a coin is given her. This 
coin she must guard sacredly, for, 
should she lose it, she is an outcast, in 
a measure until it is recovered. 

Many Syrians, once wealthy, have 
been reduced to dire poverty by the 
recent war. The Syrian orange groves 
have been totally destroyed. If, Mrs. 
Dunning continued, if one has never 
tasted the Syrian oranges, he does not 
know what a real orange tastes like. 
They are as large as a grape fruit, 
honey sweet and full of juice. 

The people of the East drink. quan- 
tities of coffee, which they grind to 
the consistency of confectionery sug- 
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A HOLIDAY 
SUGGESTION :— 


4 pestauste SS gifts cause 
the January ash-can to 
bulge with debris. On- 
ly when our gifts have 
lasting meaning do they 
carry the true message 
of: good-will—which is 
the spirit of real giving. 
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ar. This is served to guests in tiny 
cups, and it is sometimes flavored with 
rose water. 

Mrs. Dunning also gave her audi- 
ence a glimpse into the bazaars, which 
are a riot of vari-hued colors and a 
confusion of shrill voices calling at- 
tention to the wares. 

Part of Syria, Mrs. Dunning ex- 
plained, is just as it was before the 
time of Christ. Other parts, of course, 
have been somewhat changed. 

She showed her audience some of 
the flowers she had preserved from 
that country. The lilies are of a dark 
red color, and grow in profusion. 
The Business Meeting 

At the opening of the meeting Mrs. 
Allen S. Peabody, the president, ex- 
tended a welcome and cordial Christ- 
mas greetings to the members of the 
Arbella club, who were the guests of 
the afternoon. 

It was announced that the Ameri- 


can Library association drive for 
books-for-everybody, was not being a 
sweeping success. The suggestion 


was made that the members of the 
club sell their waste paper, rags, etc., 
and give the proceeds to this associa- 
tion. The drive is for two million 
dollars. Manchester’s quota is some- 
thing under $150. 

The Arbella club tendered an invi- 
tation to the members of this club to 
attend the Christmas celebrations, 
which are to be held in the Horticul- 
tural hall this year. 

A reading circle is to be organized 
by the Woman’s club members under 
the direction of the literature and li- 
brary extension committee. Topic, 
Current Events. Members wishing to 
join can give their names to Miss 
Clara Sargent or to Miss Etta Rabar- 
dy. 

The proceeds of the food sale held 
at the last meeting of the club amount- 
ed to about $25. 

Miss Parker will give a demonstra- 
tion at the Forster house, December 
30, at 2.30 o’clock, on ““How to Make 
a Hand-Made Dress Form.” 

Mrs. Hattie D. Baker read a re- 
port of the home economics confer- 
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ence held at Salem last week, which 
several of the members attended. 

Mrs. Peabody then announced the 
next meeting, which is to be held Jan. 
4. “Literature,” will be the subject, 
she said, but she was unable to an- 
nounce the speaker. ‘ 

The boys and girls of the Story 
High school were present to sing 
Christmas carols. | 

After the meeting the usual social 
hour was held, with Mrs. Bertram 
Floyd as hostess. 


WHISPERINGS 


Of the Breezes 


“Merry Christmas!” 

Cabot st., Beverly, greets the 
crowds of laughing, excited Christ- 
mas shoppers with pretty red and 
green decorations. Though the sur- 
rounding cities and towns are also 
suitably decorated for Christmas, 
Beverly seems to have struck the most 
effective note. 

Ropes of laurel, studded with red 
and green electric lights, are strung 
on either side of Cabot st. along the 
business section. These decorations 
are repeated in many of the store 
windows, and the tout ensemble af- 
fords a very cheerful and “Christ- 
masy” atmosphere at night, when the 
lights are displayed to best advan- - 
tage. 


= See 


Zins" 

For 14 years Geo. E. Willmonton, 
of Manchester, has penned a little 
Christmas and New Year’s greeting, 
which he has had printed in attractive 


form and mailed to his friends and 
patrons. This season’s verse is as 
follows: 


GREETINGS 
I bring no gift, no present rare, 
To you this Christmas-tide; 
But wish you joy and happiness, 
And all you need beside. 
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The Parent-Teacher association 
and the good work this great organi- 
zation has been doing is winning for 
it a country-wide fame. In the small- 
er communities, where there were es- 
tablished no teachers’ clubs or fathers’ 
and -mothers’ clubs, the people took 
readily to the idea of the association 
from the start, realizing that some 
such organization for the betterment 
of the schools must be speedily ar- 
ranged. Today the larger cities are 
recognizing the need of the associa- 
tion. 

The Manchester branch was started 
more than ten years ago, and each 
year shows a more marked success in 
its efforts. Last week terminated an- 


ee 
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other big membership drive. The in- 

terest of the school children was en- 

“sted, and a prize, a picture entitled 

“Pilgrims Going to Church,’ was 
warded to the room securing the 


ost members. 
Towns that are much better off 


nancially than the North Shore 
‘towns are not always so favorably 
xed as regards their schools. For 
instance, Brookline has awakened to 
‘the. fact that it needs a branch of the 
Parent-Teacher association and one 
has been established, in the hope that 
‘through such an organization a great- 
er interest in their schools might be 
aroused. The first meeting of this 
branch was held this month. 
_ With regard to the condition of the 
‘schools existing there the Brookline 
Chronicle says: 
_ “Education is the greatest need of 
the day, and Brookline realizes this 
ain a general way without having a 
knowledge of actual conditions. It is 
expected that the meetings of the Par- 
-ent-Teachers’ association will furnish 
‘an opportunity for discussion of the 
needs of our school department. For 
example, how many people in Brook- 
line know of the overcrowded condi- 
tion of our schools—where a pupil’s 
‘absence one day means the loss of his 
‘desk, which should be adjusted to his 
‘own physical needs, and where a 
4 . . . . . 
child of eight in the fourth grade is in 
a class of fifty-six children, or where 
a Sophomore in the high school, who 

uffers from a weak heart, must carry 
a great bag to and from school each 
‘day with all his school equipment, be- 
‘cause ne has never had a desk of his 

ee 
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H Help wanted—male: at Horticul- 


tural hall, Manchester, Christmas 
Day matinee and evening. adv. 
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Yea you are desirous 
Ae] Of some friend or 
fi| relative obtaining 
= the NorTH SHORE 
BREEZE, attach two dollars, 
or your check or money 
order, to the blank, fill it in 
as indicated, and we will 
place his or her name on 
the subscription list at once, 
at the same time making 
known, if you wish, the per- 
son responsible. 


Wee> 
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TREMONT THEATRE 

Miss Frances Starr and her sup- 
porting company, under the direction 
of David Belasco, will begin an en- 
gagement at the Tremont theatre, 
Boston, on Monday evening, Dec. 
27, in Edward Knoblock’s latest play 
entitled “One,” which has just termi- 
nated a long and very prosperous en- 
gagement at tle Belasco theatre in 
New York. The original New York 
cast and the unusually beautiful pro- 
duction will, of course, be brought to 
Boston: 

WarE THEATRE, BEVERLY 
Week of December 27 

Mon. and Tues.—“Last of the Mo- 
hicans.” Chester comedy, “Four 
Times Foiled.” Ware News. 

Wed and Thurs.—Anita Stewart in 
“The Yellow Typhoon.” “The Simp 
with Ham.” 

Fri. and Sat.—Will Rogers in 
“Honest Hutch.” “Seven Bald Pates” 
—Bobby Vernon. Ware Weekly. 
HortTIcuLTuRAL Hatt, MANCHESTER 

A special matinee and night show 
has been arranged for by Manager A. 
N. Sanborn at Horticultural hall, 
Manchester, Christmas day. The 
matinee will be at 3, while the eve- 
ning performance will begin at 7. The 
features of the big double bill for this 
day are: Bryant Washburn in ‘*What 
Happened to Jones” and Blanche 
Sweet in “Help Wanted—Male.” 

The program for next Tuesday 
evening includes a D. W. Griffith pro- 
duction, ‘““The Mother and the Law,” 
a seven-reel picture; also another epi- 
sode of “Bride 13.” 


NORTH SHORE BREEZE CoO. 
MANCHESTER, MASS. 


Enclosed is $2.00 for one year’s subscription—52 issues— to 


NORTH SHORE BREEZE 


All subscriptions received during December FREE the balance of 1920 


Give Complete Address — Write Plainly 


Town or City 
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PARENT - TEACHER ASSOCIATION 
NoTES 


The membership drive for the Par- 
ent-Teacher association, Manchester, 
which has just closed, has far exceed- 
ed all expectations. Two hundred 
and eleven new members were added. 
These, with the former members, 
gives the organization a membership 
of 282. 

Miss Turner’s room won the con- 
test, obtaining over fifty members. 
The prize picture was hung in her 
room this week. All the rooms did 
good work and the association wishes 
to thank the boys and girls and their 
teachers for the splendid help they 
have given. With so large a member- 
ship the association hopes to do much 
for the good of the community in the 
coming season. 

Herbert Hoover says, “If we could 
grapple with the whole child situation 
for one generation, our public health, 
our economic efficiency, the moral 
character, sanity, and stability of our 
people would advance three genera- 
tions in one.” It is with this end in 
view that we are following the exam- 
ple of many other cities and towns in 
the state and weighing and measuring 
the school children. A few years ago 
the babies were weighed and measured 
and the mothers of those found below 
normal were helped with baby’s diet 
so that he could gain weight. Now the 
same work is to be done for the older 
boys and girls. A series of talks by a 
skilled dietitian will soon be given for 
all interested to gain helpful informa- 
tion about food and diet. 


— 4 — 
Help wanted—male: at Horticul- 


tural hall, Manchester, Christmas 
Day matinee and evening. adv. 
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The subscription price in the United States, its dependencies and Cuba is $2.00 a year; 
in Canada $2.50 a year; foreign countries $3.00 a year 
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painting .and decorating. 


put it off until spring. 


reasonable prices, 


Now is the time to do your inside 
Do not 
We can 


give you better satisfaction now, at 


than at a time 


when everybody wants their work 


done at once. 


“If it’s anything in paint 


we have it.” 


STEELE and ABBOTT CO. 


OR AA 8 one Bate Oe 


Tel. 645-W 


MANCHESTER 


Assoc. Mem. Am. Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester - 


CAKE MIXERS 
TABLE LAMPS 
TOOLS 
SLEDS 


Telephone 
245 


WITH, THE BOYs>COURS 


Supt. oF ScHoots FRANCIS GIVES 
TALK BEFORE MANCHESTER 
TROOP 


The Manchester Boy Scouts held a 
very interesting meeting at the Scout 
House on School st., last Friday eve- 
ning, Dec. 17. Supt. of Schools Geo. 
C. Francis was the guest and speaker 
for the evening. 

It was a rare treat for the boys, who 
showed their appreciation throughout. 
Mr. Francis took for his subject a 
general talk on astronomy, first giving 
an explanation of the different phases 
of the moon’s and sun’s appearances 
and their relative effect upon this 
planet. 

But he spoke chiefly of the old 
Grecian myths and_ stories which 
were responsible for the names of the 
different planets, stars and groups of 
stars as we know them today. History 
relates how the old Grecians were a 
people who worshipped different ele- 
ments in nature as gods and goddess- 
es. But the one pertaining to the 
heavenly bodies was that of how Per- 
seus, the great hero, conquered the 


RAYMOND 


“HARDWARE GIFTS ARE USEFUL GIFTS” 


~~ Just come in and look over our varied assortment of Christmas items. 
You can shop here for every member of the family. 
for father, mother and the youngsters. 
TABLE CUTLERY 
CASSEROLES 
WATCHES 


JOHN W. CARTER CO. 


C. ALLEN 


Member Boston Soe Ga 


Tel. 73-R and W. 


There are gifts 


ELECTRIC DEVICES 
POCKET CUTLERY 
VACUUM BOTTLES 
AIR RIFLES 


10 School St. 
MANCHESTER 


terrible sea serpent monster, Draco, 
and how out of the remains of Draco 
came the Winged Horse. All these 
were names that were given to differ- 
ent stars—names that remain till this 
day for stars that can be seen quite 
distinctly on clear evenings. This is 
just one myth of many that go to ex- 
plain how each of the many hundreds 
of stars get their names. Groups of 
stars also were,named generally after 
something which their formation re- 
semble. For instance: Taurus after 
the bull, which was an animal held in 
high worship by the people of those 
times; Pleides after the Greek story 
of the Seven Sisters; Gemini, a story 
of hero twins, and so on throughout, 
each name will be found explained in 
some story or myth. 

After his talk, Mr. Francis an- 
swered many questions that the boys 
wanted to ask. The meeting was 
brought to a close at about 8.30, and 
when Scoutmaster Frank A. Willis 
asked the boys to give Supt. Francis a 
rising vote of thanks for his kindness 
each boy was instantly on his feet. 
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PROF. JAMES : 


the brilliant psychologist at Har- 
vard, asked a carpenter who was 
working on the place if he thought 
all carpenters stood on the same 
level, and if not how he would in- 
dicate the difference between men— 
10, 20, 30 percent or whatever. 


The carpenter, after pondering the 
question all day, finally said: ‘‘ There 
ain’t much difference between men, 
but what there is is mighty import- 
ant.’’ 


CORSET SHOPS 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
‘‘tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 
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MANCHESTER CLuB MEMBERS LISTEN 
TO INTERESTING TALK . 


The Manchester club members 
were entertained last Friday evening 
by J. B. Thrasher, of Boston, who 
spoke of “The Canadian Voyageur 
and the Habitant.” 

The speaker referred to the French 
Canadians, with whom he had lived 
in northern Vermont, Maine and New 
Hampshire, as well as Canada, as a 
very simple, hospitable class of peo- 
ple, and he gave several incidents of 
the manner in which they mixed the 
English language, much to the amuse- 
ment of their listeners. Mr. Thrasher 
recited several extracts from well- 
known books in the Canadian dialect, 
and told many amusing stories to il- 
lustrate the points in his talk, whieh 
was of an informal nature. 

Chef Stanwood was in charge of 
the “eats” and provided a very fine 
clam stew at the conclusion of Mr. 
Thrasher’s talk. 

ay ee 
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TuHey ADMITTED IT 

“Of course,” said a suffragette lec- 
turer, “I admit that women are vain 
and men are not. There are a thou- © 
sand proofs that this is so. Why, the 
necktie of the handsomest man in this 
room is even now up the back of his 
collar,” 

There were six men in the room 
and each of them put his hand gently 
behind his neck.—Ladies Home Jour: 
nal, 


Salem. 
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Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv. 


Jobbing express and local trucking. — 
—Augustus Ferreira. Tel. 318-J. adv. 


Dec. 24, 1920 


MANCHESTER 


Mrs. Benjamin Foster arrived 
home last week from the Beverly hos- 
pital, where she recently underwent 
an operation. 

Mrs. Mary Meldrum and daughter, 
Miss Elizabeth Meldrum, are spending 
the holidays in Danvers, with Mrs. 
Webster Putnam and family. 

Edward L. Wheaton is expected 
home from New York for the holiday, 
with his parents, Selectman and Mrs. 
Samuel L. Wheaton, North st. 

We regret to announce the serious 
condition of Herbert Shaw, who un- 
derwent a very serious operation at 
the Beverly hospital last week. 

George Lake has concluded his ser- 
vices as one of the drivers with the 
American Express Co., and has ac- 
cepted a position with Q. A. Shaw 
McKean at Pride’s Crossing. 

In the curtailment of help on the 
Boston & Maine, Manchester, like 
other places, is affected. Only one 
man, however, has been taken off,— 
the night man at the Beach st. cross- 
ing. Joseph Chadwick, night bag- 
gage-man, has been shifted to the 
crossing, Baggage-master Lester 
Goldthwaite is on the afternoon-night 
shift, while Richard L. Cheever, the 
freight clerk, is on the day shift as 
baggage-master. Freight movement 
at the local yards this time of year is 
nil. This change-over will continue 
until business warrants a resumption 
of the former status. 


Devoe’s Specialize in 


LADIES’ BLOUSES UNDERWEAR 
SILK PETTICOATS HANDKERCHIEFS 
LISLE and SILK HOSIERY 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


SALEM 


Sor Ve ELECT 


Col. H. P. Woodbury camp, 149, 
S. of V., of Manchester, elected offi- 
cers at its meeting Tuesday evening 
of last week, as follows: 

Rodney H. Dow, commander ; Lew- 
is W. Hutchinson, senior vice-com. ; 
Herman C. Swett, junior vice-com. ; 
Chas. E. Bell, sec’y; George Hildreth, 
treasurer; Wm. Foster, Lewis W. 
Hutchinson, Geo. McFarland, camp 
council. 


Rep Men Erect CHIeEFs 

Gonoimno-trbé, 113.0] Oo RaM., 
elected officers at the meeting Wed- 
nesday evening of last week, as fol- 
lows: 

E. F. Preston, sachem; Leslie Ma- 
son, senior sagamore; A. Gott, junior 
sagamore; C. E. Bell, chief of records: 
H. S. Tappan, collector of wampum ; 
Lenoard Andrews, keeper of wam- 
pum; Wm. J. Lethbridge, prophet; 
W. J. Lethbridge and Clifford Doane, 
delegates; J. M. Andrews and Chas. 
E. Bell, alternates; Henry Moulton, 
trustee, three years. 

The chiefs will be installed at the 
first meeting in January—Jan. 5. 

Help wanted—male: at Horticul- 
tural hall, Manchester, Christmas 
Day matinee and evening. adv. 
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I must always remember that when 
I speak to my neighbor I am convers- 
ing with divinity. 


Now Is the Best Time to Start Your Christmas Shopping 
THE STORE OF XMAS SUGGESTIONS 


TOYLAND 


Bigger and Better Than Ever 


JOHN H. NEWELL’S DRY GOODS STORE 
220-224 Cabot St., BEVERLY 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel. 68-M. 
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H. M. PERKINS 
Ibaberdasher 


246 Essex St. SALEM 


Big January Sale on Coats, Suits, Dresses 


WINER’S SAMPLE SHOP 
2464, ESSEX ST., SALEM 
Telephone 574-W Up one flight 


To Print Town REportTs 


At their meeting Tuesday, Dec. 14, 
the Manchester board of selectmen 
awarded the contract for printing the 
town reports to the NorrH SHORE 
Breeze. The only other bidder was 
Harry E. Slade (Manchester Printing 
Co, jam Lhe figures “were: Nort 
Snore Breeze, $3 ‘per page; H. E. 
Slade, $3.05 per page, for the large 
reports: NortTH SHorE Breeze, $1 
per page, and H. E. Slade, $1.25 per 
page, for the smaller reports. This 
aggregates a total of $886 for BREEZE, 
against $915 for Mr. Slade, on a basis 
of last year’s reports. 


ss > 
Burctars Busy at CHEeBacco LAKE 

On Dee. 7 burglars broke into “Vil- 
la Palmyra,” the summer home of 
Wm. Anagnosti, at Chebacco lake, 
Essex, and stole several articles, a list 
of which has been furnished the po- 
lee: 

This is only one of a series of 
breaks all along the Shore, and it 
seems as if the state police would 
take drastic measures to put an end to 
these uninterrupted burglaries. 

— fA— 
As Sue Lixep IT 

“Ts Mr. Smith in?” asked the visi- 
tor of the office boy. 

“No, ma’am.” 

“Can I wait for him?” asked the 
lady. 

“Yes, ma’am, you can wait for him 
if you like,” answered the boy. “But 
he’s been dead for a month.”—Ladies 
Home Journal. 

en do 

Tue Car Tuat Is In DEMAND 

A prospective buyer walked into 
the garage and said to the proprietor: 
“T would like to see a first-class sec- 
ond-hand car.” 

The proprietor looked at him, and 
smiled as he replied: “So would I, 
brother.”—Ladies Home Journal. 
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HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 
Hrs. 6 to 10 p. m. Sat. Tel. 338-W. 
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MAGNOLIA 


The BreEzE wishes its Magnolia 
readers one and all a Merry Christ- 
mas and a Happy and Prosperous 
New Year. 


<>) 
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Miss Rose Nelson is at home from 
Smith college for the holidays. 

Mrs. Charles Hunt is resting quiet- 
ly after an operation at the Beverly 
hospital. 

Mr. and Mrs. Ralph Story, of 
Dover, Mass., are in Magnolia for the 
holidays. 

Miss Eleanor Ballou was the guest 
of Miss Nancy Thornberg over the 
week-end. 

Mr. and Mrs. William MacLean 
entertained Rev. C. E. Southard while 
he was in Magnolia. 

Mr. and Mrs. Jonathan May enter- 
tained Rev. Markham W. Stackpole 
while he was in Magnolia. 


—_ 


Macnotia Has A REAL SANTA 
CLAUS 

Through the kindness of Mrs. H. 
W. Farnum, of Chicago, one of our 
summer guests, each child in the vil- 
lage will receive a bag of candy from 
the Christnias tree. For many years 
this kindness has been shown to the 
children of Magnolia by some kind 
and interested friend of our summer 
colony. 

Looking back over the years we find 
the names of many kind friends— 
some of them have passed to the Land 
Beyond, but the kindly thought for 
the children still continues. Among 
these kindly people we find Mrs. C. C. 
Converse, Mrs. A. C. Thornton, Mrs. 


Rebecca Colfelt, Miss Elizabeth 
Houghton, Mrs. William H. Coolidge, 
Mrs. Wendell, Mrs. Coburn, Mrs. 
Faulkner, Mrs. Charles Hayden, Miss 
Fannie Faulkner and Mrs. Elliott 
Hubbard, and lastly, that great 


friend to all Magnolia and the chil- 
dren’s friend— George A. Upton. 
Would that we, on this happy day, 
could thank them all and wish them 


ma. HAPPY CHERISaMAS” 


Rev. F. J. Lippy Back From 
EUROPE 

Word has been received in the vil- 
* lage of the arrival in this country of 
Rev. Frederick J. Libby, one of the 
International Commissioners for 
Friends’ Relief Work in Europe. In 
1919 Mr. Libby was in France and 
Belgium with the Friends’ Commis- 
sion engaged in reconstruction work. 
He returned to this country in Sep- 
tember and took up his work at Phil- 
lips-Exeter, but the need of the chil- 
dren of central Europe called and in 
March he again went abroad. 

Mr. Libby has visited most of the 
countries of central Europe where the 


JONATHAN MAY 


Shore Road, Magnolia, Mass. 


REAL ESTATE and INSURANCE BROKER 


Sole Agent for the Gloucester Coal Co. 
and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


MAGNOLIA MARKET 


LAFAYETTE HUNT, Proprietor 


HAM, 
AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 
ORDERS TAKEN AND DELIVERED PROMPTLY 


BEEF, PORK, MUTTON, 


NOTARY PUBLIC 


POULTRY, | VEGETABLES 


Tel. 449-W 


International Friends’ Commission is 
caring for the children and especially 
those under the school age. 

It is hoped that Magnolia may, in 
the near future, hear something of 
the work that is being done in those 
suffering countries. 


— 
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The children of the Blynman 
school, under the direction of Miss 
Burke and Miss Babson, had a pretty 
Christmas party on Thursday after- 
noon at the school house. The moth- 
ers were invited and a goodly number 
were present. It was a very pleasant 
time and the recitations and songs by 
the chlidren were much enjoyed. 


Macnotia Cyurcu Notes 


Last Sunday Rev. C. E. Southard, 
of the Gordon Bible school, preached 
in the Village church in the morning, 
and Rev. Markham W. Stackpole, of 
Andover, gave an interesting talk on 
Palestine, in the evening. A large 
number were out to enjoy the pictures 
and greet Mr.,Stackpole. 

Many of the slides shown were 
taken by Mr. Stackpole about six 
years ago when he was. traveling 
through the Holy Land. These pic- 
tures were more than interesting just 
at the Christmas season, giving a good 
idea of the country into which the 
“Prince of Peace” was born and 
where He lived. | 

After the lecture quite a number of 
the singers gathered to practice a 
Christmas anthem under the direction 
of George Adams. 

On Monday the teachers of the 
Sunday school met with Miss Marion 
and Dorothy Story. 


The Christmas concert of the Sun- 
day school children will be given in 


Magnolia, Massachusetts 


the church on Friday evening at 
o’clock. 


The Program ! 

Organ Prelude, Miss Edna Symonds 
Singing, 
a. “It Came Upon the Midnight Clear’? _ 
b. ‘Oh, Little Town of Bethlehem’? 
Processional, The Call to Worship, 
Abbott Howe © 


Singing, ‘‘Holy Night’? 3 
Recitation, Helen Joy | 
Song, Florence, Agnes and Ethel May 


March and Song by the Shadows, 
Doris Malonson, Grace Herrick, Hilde- 
gard Thornberg, Winifred Burke, Mar- 
garet Scott, Ellen Wilkinson, Mary 
Newman and Una Anderson. 


Recitation, Mary Newman 
March and Song of the Snowflakes, 
Eva Herrick, Florence May, Ethel | 


May, Alice Wilkinson and Helen Joy. 
Recitation, How to Give, 

Franklin Dunbar, George 

Ernest Howe. 
Song, ‘‘Was It You,’’ 

Doris Malonson and Grace Herrick. 
Recitation, ‘‘Christmas,’’ 

John MeTighe, James Dunbar, William 

MecTighe, Charles Lycett, Philip Ly-) 

cett, Forest Davis, Harold Anderson, 

Clifford Newman and Gene Anderson. 
Piano Solo, Alva Allen 
Recitation, ‘‘What Can I Do???’ 

Harold Anderson, Clarence Davis, Ar- 

thur Abbott and Clarence Staples. 
Song, ‘‘Great King Before Thee Now’’ 
Violin Solo, Donald Ste 
Presenting the Gifts, 

Mrs. Fred Dunbar’s class, 

Staples as spokesman. 

Miss Dorothy Story’s class. 

Miss Maud Hall’s elass. 

Miss Abbie May’s class. 

Miss Marion Story’s class. 

Mrs. Alice W. Foster’s class. 

Fred Dunbar’s class. a 
Piano Solo, Hildegard Thornberg 
Carol, ‘‘ Away in a Manger,’’ 

Winifred Burke and Una Anderson. 
Christmas Carols—Community Singing ; 
Recitation, Philip Lycett — 


Santa Claus 

The World war is over, but there 
is another that is never over: the war 
with self. How fares it? 


Scott an | 


Florence — 
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BEVERLY FARMS 


The BreEEzE wishes ali its Beverly 
Farms and Pride’s Crossing readers 
a very Merry Christmas. 

Mr. and Mrs. Herbert Benson, of 
Pittsfield, have spent the past week 
here visiting friends. 

Inauguration day of Beverly’s new 
city government will take place at 
City hall on Monday, Jan. 3. 

Miss Florence Connell and Miss 
Catherine Barry have been at the 
Daniel Low & Co. store in Salem dur- 
ing the holiday rush. 

A retaining wall has been built 
along the brook side at the city prop- 
erty, or a portion of it known as the 
Bennett estate. Gravel filling is now 
being carted in, and leveled off. 

All the local churches are holding 
their usual Christmas services, with 
the customary Christmas trees and 
entertainments and the distribution of 
gifts. Christmas is always a happy 
time for the young folk of Beverly 
Farms—and the grown-ups, too. 

Today Preston W. R. corps are 
sending out the usual Christmas bas- 
kets. The baskets are prettily deco- 
rated with the usual holiday colors and 
are filled with an assortment of good- 
ies. They are being sent to the G. A. 
R. veterans and to the shut-in mem- 
bers of the Relief corps. 

Committee assignments are inter- 
esting the members of the new city 
council. Alderman Daniel M. Line- 
han, re-elected from Ward 6, served 
the past year on the legal affairs com- 
mittee, and naturally would like the 
next year to be on the public service 
committee inasmuch as this particular 
department is of special interest to the 
welfare of Beverly Farms, more so 
than probably any other department. 

Henry Renaldi, a young Italian, 
who lived here a number of years and 
was very popular, has returned to 
Beverly Farms and plans to make his 
future home in this vicinity. When 
the World war broke out Renaldi an- 
swered the call from Italy, although 
he had already taken out his first cit- 
izenship papers in this country. He 
fought through the entire war and 
was severely wounded twice, and 
passed through many thrilling and 
trying experiences. 
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Poultry and Game 
Eggs and Butter 


Fruit and Berries 
The Best Quality 


—_ 


BREWER’S MARKET 


H. L. Morritt & Co., Inc., Successors to Walter P. Brewer 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


Telephone 133 


Thomas Malloy and child sailed 
from New York last Saturday for 
Ireland, where they are to spend the 
winter. 

Beverly schools closed yesterday 
(Thursday) afternoon for the Christ- 
mas holidays. The schools reopen on 
Monday morning, Jan. 3. 

Officer Thomas J. McDonnell, of 
Beverly Farms, is on the list of those 
mentioned as candidates for the new 
chief of police of this city. 

Mr. and Mrs. Gregory P. Connol- 
ly, 2d (Helen Fogarty), have closed 
their home on Haskell st. and will live 
in Roxbury for the winter. 

Mr. and Mrs. Elmer Thomas 
(Margaret Lee) are now occupying 
their home, corner Webster st. and 
Greenwood ave. They have spent the 
past two weeks in Salem. 

Clothes -line thieves apparently 
have been busy at Beverly Farms. 
Last week Peter Donovan, High st., 
reported to the police that a number 
of articles had been taken from the 
line in his yard. 

The installation of the newly elect- 
ed officers of Preston W. R. corps will 
take place in G. A. R. hall on Tuesday 
evening, Jan. 18. The installing offi- 
cial will be Past President Mrs. Alice 
L. Preston. On that evening, follow- 
ing the official work, the members will 
enjoy a Christmas tree. 

At the last meeting of Andrew 
Standley camp, S..of V., the follow- 
ing were elected to serve as officers 
for next year: Commander, J. Sewell 
Day; senior vice-commander, J. Mil- 
lett Younger; junior vice-commander, 
Harry C. Hannable; member of 
camp council, Clarence N. Preston. 

The last of the monthly orchid ex- 
hibitions from the greenhouses of A. 
C. Burrage, “Orchidvale,” Beverly 
Farms, at Horticultural hall, Boston, 
last Saturday and Sunday, was a fit- 
ting climax to the exhibitions this sea- 
son. The display was a wonderful one 
and the exhibit was largely attended. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 
Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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Have Your Prescriptions 
Filled at 


DELANEY?’S 
Apothecary 


Corner Cabot and Abbott Streets 
BEVERLY 


We keep everything that a good 
drug store should keep. 


Joun F. Wyatt 
John F. Wyatt, one of the best- 
known residents of Pride’s Crossing, 
died at his home, 568 Hale st., on 
Wednesday morning, of pneumonia, 


at the age of 65 years, 6 mos. For 
many years Mr. Wyatt was associated 
with former-Mayor Chas. H. Trowt 
(now deceased) in the livery stable 
business at Beverly Farms and 
Pride’s Crossing under the firm name 
of Wyatt & Trowt and their business 
in the days of the horse was the most 
flourishing of its kind on the North 
Shore. 

The deceased was born in Wen- 
ham, but had made his home in 
Pride’s Crossing the greater part of 
his life. He was very much inter- 
ested in public and social affairs and 
had many friends. He was a mem- 
ber of Liberty lodge, A. F. and A. 
M., and Bass River lodge of Odd 
Fellows. 

3esides a wife he is survived by a 
brother, George H. Wyatt, of Beverly 
Farms, and two sisters, Mrs. Charles 
Elwell, of South Natick, and Mrs. 
Addison Williams, of Wenham. 

Funeral services are being held this 
(Friday) afternoon from his late 
residence. 
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Keep Smiling 


i 
T may not be easy to keep smiling 
with mills shut or on part time 
} and our foreign competitors dump- 
z ing shiploads of goods for American 
i consumption, but the situation is 
| not half as bad as it looks at the 
i 
i 
! 
t 
*, 


! 
moment, and to keep smiling gives ' 
courage to the weak ones and occu- ; 
pation for the rest of us, and we 2 
are doing practical as well as eco- i 
nomie good for the whole country.— j 
Fibre and Fabric. ’ 
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‘BEVERLY FARMS 


Mr. and Mrs. James F. Saunders, 
of Rockland, Me., have spent the past 
week at Beverly Farms visiting 
friends. 

Ezra P. Williams is being utilized 
as spare flagman at the Beach st. 
crossing. This job gives him two or 
three days a week. 

Mrs. Annie Farrell, after spending 
the past three weeks here visiting her 
mother, Mrs. John Hickey, returned 
Monday to her home in West Trem- 
ont, Me. 

Daniel Harrigan returned this week 
to Beverly Farms. He is a superin- 
tendent for Connolly Bros. and has 
been located at Warrenton, Va., the 
past year. 

John F. Wyatt has been seriously 
ill the past week at his home at Pride’s 
Crossing with pneumonia. At this 
writing he is reported to be some- 
what improved. 

At the last meeting of the M. J. 
Cadigan post, A. L., James J. Mc- 
Manus was elected commander. The 
new commander has plans for several 
social events to come off soon for the 
entertainment of the members. 

The Men’s Singing club will bring 
Christmas cheer to Beverly Farms on 
Christmas eve. The members will 
cover various parts of the city, bring- 
ing with their carol songs the spirit 
of the hallowed hour. Their route 
will bring them to Central sq. at 7.45. 

There is practically nothing doing 


for local contractors and the slowing - 


down of out-of-town industries has 
caused a good deal of unemployment 
at the present time at Beverly Farms. 

Frederick W. Pososk, employed at 
the Burrage gardens, has moved his 
family here from Rhode Island and 
they are occupying the tenement in 
the Thomas J. McDonnell house. 

Beverly’s big Christmas tree and 
open air entertainment on Christmas 
Eve will be an attraction for many 
from Beverly Farms. The tree itself 
will be a wonderful one and beautiful- 
ly decorated. There will be splendid 
music and the singing of Christmas 
carols. The location of the affair will 
be the square near the high school. 

Usually the firemen have to go out 
chasing fires. On Sunday last, how- 
ever, the fire came to them. Wisps of 
smoke were seen curling up from the 
door at the ladder entrance of the 
Beverly Farms fire station. The fire 
was located behind the woodwork and 
between the door casing and the brick 
at the entrance. The smouldering 
wood was ripped out and the fire ex- 
tinguished. A carelessly thrown cig- 
arette by someone standing outside 
the building was the cause. About 
$5 will cover the damage done. 
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The story is told of President Lin- 
coln, who, while walking one day in 
the park with a friend, turned back 
for some distance to assist a bettle 
which had gotten upon its back, and 
lay upon the walk with its leg sprawl- 
ing and kicking, vainly trying to turn 
itself over. The President righted it, 
and the beetle scurried off into the 
shrubbery. The friend expressed 
surprise that the President, bur- 
dened as he was at that time with the 
cares of the Civil war, should find 
time to spare to assist a bug. 

“Well,” said Lincoln, a smile light- 
ing up his homely face and making it 
almost beautiful, “do you know if I 
had left that bug struggling there on 
his back, I wouldn’t have felt just 
right. I wanted to put him on his 
feet and give him an equal chance 
with all the other bugs of his class.” 

It was this trait in Lincoln’s char- 
acter—the wanting to give everybody 
an equal chance—that endeared him 
to millions of his countrymen. 

There are many people in this 
world who have not an equal chance 
with their fellows to lead a clean and 
honest life. They begin with a mill- 
stone around their necks. From their 
birth, their training is neglected, their 
opportunity to forge ahead is men- 
aced by their surroundings, their am- 
bitions have never been aroused, and 
their whole chance of advancement is 
limited by reason of this unequal 
start. 

The boy, born amid squalid sur- 
roundings, of sinister parentage, and 
allowed to grow up without a word of 
counsel or encouragement as to how 
he should proceed to make a man of 
himself, has not an equal chance with 
those who are born into more favor- 
able conditions of life. 

The girl, whose bringing up has 
been nil, whose play-ground is the 
street, and whose companions the 
product of the same strata of society 
to which she herself belongs, when 
she reaches the time when the woman- 
hood within her—crushed and stifled 
and almost smothered, perhaps, but 
still there—yearns for something bet- 
ter than the life she is then living, oft- 
en finds that she has not the moral 
stamina to breast the eddies and cross- 
currents which beset her in her battle 
against the winds of adversity. She 
goes down with the tide because she 
never had an equal chance with others 
who, with stronger wills and a better 
knowledge of life, succeeded where 
she failed. 

The young man, because of the lack 
of early training to rely upon his own 
efforts, when suddenly thrown upon 
his own resources is at a disadvantage 
in the marts of business, and is likely 


S.A. Gentlee & Son 


S. A. GENTLEE 
TEL. 893-W. 


C. H. GENTLEE 
TEL. 893-R. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel. 480 


Calls Answered Anywhere 
Day or Night 


to go down under the swirling rush 
of modern commercial life. 

Many a young woman who had 
been taught to think only of self and 
pleasure and enjoyment, and to give 
no thought to the practical things of 
life, has stood aghast when wealth 
has taken wings, and the necessity for 
work confronted her. 

And all this because the majority 
of men and women will not turn back 
in their mad onward rush for wealth, 
pleasure or happiness, to assist the 
fallen one to regain his feet once 
more. 

Take a little time, and see if you 
cannot help some one less fortunate 
than yourself. Let your interest go 


out to those who are struggling 
against circumstances which have 


bound them down through no fault of 
their own, and see if you cannot make 
things a little less hard for them. 

Put out your hand, and raise a fel- 
low being who has fallen to his feet 
once more, and give him an equal 
chance with others of his class. 

Remember how President Lincoln, 
amid the cares and worries which 
were pressing upon him with almost 
overwhelming force, stopped long 
enough to assist a bug to its feet 
again. Go out of your way the next 
time you see a person who has fallen, 
and raise him to his feet. Give him a 
chance in the race of life, once more, 
and see if you do not feel happier 
than you ever have been before, be- 
cause of your act—Dearborn (Mich.) 
Independent. 
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To be popular and receive applause 
at an occasional public banquet is un- 
worthy of special attention. 
man may well boast whose home life 
is such that he is popular at his own 
breakfast table. 

ats oe 

Self-denial is easier in the long run 

than self-indulgence. 


But that — 
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SmaURCHES 


Along the North Shore 


MANCHESTER 

Orthodox Congregational, Rev. F. 
W. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 
school following the morning service. 
Sunday evening service, 7. Prayer 
meeting, Tuesday, 7.30, in the 
chapel. 


Baptist Church, Rev. Herbert E. 
Levoy, pastor. — Public worship, 
10.45 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.30. Y.P.S.C.E. meeting, 6. Eve- 
ning service, 7. Gospel Laymen’s 
‘league, Wednesdays, 7.30p.m, Prayer 
meeting, Friday evening at 7.30. 
Communion first Sunday in the 
month. All seats free at every ser- 


vice. 

Sacred Heart Church, Rev. W. 
George Mullin, rector. Sunday 
masses—8 and 10.30 a. m. Week- 


day mass, 7.30 a. m. Sunday eve- 
ning devotions at 7.30 o’clock. 


BEVERLY FARMS 

St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Sunday school at 10 a. m. Morning 
service and sermon ll a. m. Holy 
communion first Sunday of each 
month, 11 a. m. Evening service 
and sermon 7.30 p. m. 

Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.45. 
Bible school at 12; Y. P.S. Cc. E., 
6.15 p.m. Evening worship and ser- 
mon, 7. Communion service the 
first Sunday in the month. Mid- 
week service, Wednesday at 8 p.m. 

St. Margaret’s, Rev. Nicholas R. 
Walsh, rector. Sunday masses at 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p.m. 


MAGNOLIA 
Union Congregational. Sunday 
morning worship with sermon, 10.- 
45. For other notices see news col- 
umns. 


INFANT MORTALITY 


America’s DREADFUL WASTE OF IN- 
FANT Lire CAUSE FOR 
ALARM 


In a comprehensive article on 
“America’s Dreadful Waste of In- 
fant Life,” in the last issue of The 
Dearborn (Mich.) Independent, Hen- 
ry Ford’s Weekly, Aaron Hardy Ulm 
points out that a study of mortality 
rates reveals that community and eco- 
nomic conditions are the chief factor. 

Within the first year after birth, 
the United States loses one in ten of 
all babies born. It ranks eleventh 
among the principal countries of the 
world. New Zealand loses fewer 
babies than any other country. The 
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TOWN NOTICES 
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NOTICE 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 o’clock. 


SAMUEL L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE. 


Selectmen of Manchester. 


TOWN TREASURER’S NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a.m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

EK. P. STANLEY, 
Treasurer and Collector. 


SCHOOL NOTICE 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 


The Superintendent will have office 
hours at the Town Hall from 8 to 9 a, m. 
and 4 to 5 p. m. every school day, and 
9 to 10 every Saturday morning. 


School Signals 


on the fire alarm 
at 7.45, no school for all pupils 
at 8.15, no school for the grades 
at 12.45, no school for the afternoon 
session. 


SCHOOL COMMITTEE. 


9_9_9 


baby death rate rises as the father’s 
earnings fall. The United States has 
a higher maternal death rate than any 
other of the principal countries, ex- 
cept Spain or Switzerland. 

“From whatever point you view the 
subject,” says Mr. Ulm, “you must 
arrive at the conclusion that a high in- 
fant mortality rate reflects conditions 
that are disgraceful to communities ; 
for it has been proven by experience 
that by community action high rates 
can be brought down, and largely by 
it alone. And it isn’t very expensive 
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FOREST WARDEN NOTICE 


This is to inform the public that I have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
have appointed the following as my depu- 
ties: 

LORENZO BAKER 
ISAAC P. GOODRIDGE 
JOHN F. SCOTT 
JACOB H. KITFIELD 
JOSEPH P. LEARY 
ALLEN 8S. PEABODY 
ARTHUR 8S. DOW 
PATRICK J. CLEARY 
PETER A. SHEAHAN, 
Forest Fire Warden. 
Tel 319-W. 


PARK DEPARTMENT 
NOTICE 


The regular meeting of the Park Board 
will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 
the following week. 

MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 

The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 


Per order, 
MANCHESTER WATER BOARD. 


to the community, taking just a little 
concerted scientific effort to see that 
every baby born within the communi- 
ty gets the care it is entitled to. The 
far-reaching extent to which that may 
lead depends upon how thoroughly 
and lastingly a community wants the 
work done. It may reach into the 
very heart of a community’s economic 
life, to housing, sanitation, moral 
tone, even to the policies of employers 
of labor, especially with reference to 
women workers, to the wage scale 
paid in local industries, rents, and nu- 
merous other equations. 

“It is now being urged that the 
Federal government take the lead in 
the work. <A bill providing a substan- 
tial appropriation to be distributed 
among states putting up equal sums 
for maternal and infant welfare is 
pending in Congress and, if reached, 
will probably be passed at the coming 
session. It represents a probably wise 
step, particularly as to motherhood, 
which, aside from infants, presents 
certain statistics that are perhaps 
more disgraceful than the run of in- ° 
fant mortality rates; for we lead the 
world in the percentage of women, as 
compared with number of births, who 
lose their lives becoming mothers.” 

—f{a— 

Better be a sentimental fool than a 

sentimentless sage. 
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OH! COME ALL YE FAITHFUL Jack unconsciously straightened his 
shoulders and, as the voices died 
away, he moved nearer to the en- 
trance. 

Once more the voice he had heard 


A CHRISTMAS STORY 


(Continued from page 6) 


little Saviour. first broke the stillness. 
Again the hymn rang out, this time That voice 

in both male and female voices: Maisie ! Maisie S voice! 
“Oh, come let us adore Him!” “Maisie! Maisie! 
OLIVER T. ROBERTS WILLIAM HOARE 


ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty ; 
Particular Attention Given to Jobbing 
MANCHESTER-BY-THE-SEA Gemiabhinminitinhth Mia) oS Connection 


Pe i .  .. a 1876 INCORPORATED 1903 


ROBERT ROBERTSON CO. 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 
BeveRLy, BEVERLY FARMS, MANCHESTER AND HAMILTON, Mass. 
Connected by Telephone 


"3, M. Publiccver > Ah a a ae) M. Publicover _B. Publicover 


PUBLICOVER BROS. 


Contractors and Builders 


Special Attention Given to Jobbing, Furniture Repaired, Etc. 
Tel. Con. SHOP: Off High st., BEVERLY FARMS P. O. Box 74 
ee 


JOHN F. SCOTT 
Plumbing and Heating 


Personal attention given to all work 
35 years’ experience 
Shop and Office, 112 Pine St. Tel, 12 Manchester-by-the-Sea 


——— 


Tel. Beverly Farms 130 Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 
BEVERLY FARMS, MASS. Shop at Pride’s Crossing 
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Edward F. Height 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 
12 Desmond Ave., Tel. Con. MANCHESTER, MASS. 


GEORGE S. SINNICKS 
MASON, CONTRACTOR and BUILDER 
Telephone 31 


Manchester, Mass. 


Jack started up the stone steps. 


“Maisie,” he called. But his voice. 
was hoarse and guttural and it arose | 


scarcely above a whisper. 


Then he knew. It was not Maisie.) 
It was the voice of another, Maisie 


was probably at home—. 


He descended the steps and crossed _ 
the street abruptly. He must get 
away from that voice. Suddenly the 
street seemed to risé, and he knew no_ 


more. 
ee Se 


When Jack awoke he found himself | 
in strange surroundings. The sub- | 
dued light of the room ‘seemed to stab | 


his eyeballs with sharp pains. 


There was a slight rustle of skirts, é 


“Maisie! ! Maisie!” 


“Hush, you must not talk,” a quiet — 


voice told him. 


Again his brain had played him 7 


false. Maisie, who seemed so near, 
was far away 


He dozed and dreamed. This time — 
Maisie was bending over him. Her — 
cool, white fingers. were on his hot | 
brow where cruel pains stabbed with ~ 
maddening persistence. Her fair hair _ 


was prettily waved about her fore- 

head, and tears were raining down her 

face, which seemed strangely pale. 
Weakly he cried also. Wil Idly he 


begged her to forgive him, protesting 


that he was not fit for hee to touch, 


and always came the same moaning 


cry: 


loved! You, you, you! I was not fit 
to come back. Not fit!” 


Slowly his vision cleared. Why, it — 


was Maisie. She was ready to for- 
give him! She was kissing him and 
murmuring tender nothings ! 

Before he had quite time to realize 
what had happened they were inter- 
rupted by the return of the doctor. 


“Well, young lady, I see you are — 


properly repentant for almost killing 
this young man with that car of yours! 
Well, well, girls zwill go to parties and 
stay too late, I suppose!” 

After counting Jack’s pulse, he an- 
nounced cheerily: 

“You'll be all right, young fellow. 
Just rest up a bit and you'll be your- 
self in a short time. I’il be i in Jater to 
see how you are progressing.” 

To himself the doctor added grim- 


“Ths going to be a hard fight and, 
unless I’m very much mistaken, it 
won’t be the effects of the accident 
that he will have to fight, either. 
Drugs there! But he’ll come through 
all right. He’d come through any- 
thing with a girl like that to help 
him!” 

THe Enp. 


To a child you are only as big as 
your gifts. 


“Maisie! Maisie! It was you I © 
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B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


i Cross ot. 


Tel. Conn. 


Beverly 
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SHEEHAN & MURPHY 
Plumbing and Heating Engineers 


Estimates given on new work and alterations. 
Turning on and off water a specialty 


to all jobbing. 


‘“‘Best quality and workmanship 


BEVERLY 


SALEM 


2387W 181W-181R 


“Personal attention 


’ our motto 


BEVERLY FARMS 


Head office: 260 CABOT ST., BEVERLY 
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THADDEUS F. CALL 


First 
Class 


All work personally attended to. 
TEL. CON. 


46 WASHINGTON ST. 


PAINTER AND DECORATO 


Interior 
and Exterior 
Our Motto: ‘‘Do it now.’’ 


GLOUCESTER 
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WHY ONE’S WAKING MIND FORGETS MORE THAN IT 
REMEMBERS 


O the majority of people the mind 
is simply that part of themselves 
that thinks about and remembers 
things. But as a matter of fact the 
greater part of the mind’s work, sci- 
entists say, consists in enabling tem 
to forget, for the time being, all that 
they have ever known. 

Fortunately for your peace of mind 
you can remember only one thing at 
one and the same moment. At that 
moment, all that you have learned, ex- 
perienced, and done in your past life 
is apparently obliterated. Where has 
it gone? 

It is simply stored for use, immedi- 
ate or future, in a separate part of 
your mind—in what scientists call the 
unconscious or stibconscious mind. 
The conscious part of the mind is that 
portion which receives impressions 
from the outside world, feels, acts and 
recollects from moment to moment, 
and then forgets by passing all these 
experiences “into store” in the sub- 
conscious—where they wait till called 
for. 

An illustration of the relative prop- 
erties of the conscious and the sub- 
conscious parts of the mind is provid- 
ed by an iceberg, only one-eighth of 
which is visible, seven-eighths being 
submerged. 

It is said that this relatively vast 
subconsciousness remembers every- 
thing that has happened to you since 
the day you were born, and affects 
your life accordingly. You do not at 
any time consciously remember, per- 
haps, more than a fraction of these ex- 
periences ; but your sleepless, subcon- 
sciousness does. They are all there in 
cold storage. 

These experiences which your con- 


memory has forgotten, but 
subconscious uses sometimes to 
your advantage and occasionally to 
your undoing, account for much in 
your conduct, desires, fears, successes, 
failures and ailments — which would 
otherwise be inexplicable. 

The subconscious mind, however, 
often does you a good turn. The bril- 
liant ideas that strike you, the sudden 
jog to the memory, the overnight solu- 
tion of a problem or difficulty that per- 
plexed you the previous day all these 
are the work of a secret, silent work- 
ing dynamo, operating assiduously 
day and night, and storing up electri- 
city which, unknown, it applies to all 
sorts of purposes. 

Scientists also say that “such stuff 
as dreams are made of” is also pro- 
vided by the unconscious mind, which 
rises and takes full control when the 
conscious self sinks into slumber. Day 
mind wandering are phases of sub- 
conscious activity which, if allowed to 
develop unduly, are likely to result in 
mental breakdown.—Cleveland Plain- 
Dealer. 
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Wirn Tuer Eves Oren, Too 

A small storekeeper put up in his 
window not long ago an elaborate new 
blind. 

Quoth his neighbor: “Nice blind of 
yours, Isaac.’ 

“Ves,” was the reply. 
for it, Isaac?” 

“The customers paid.” 

“What? You say the customers 
paid for it, Isaac?” 

“Ves. I put a leedel box on my 
counter and labeled it, ‘For the Blind,’ 
and they paid for it,”— Stars and 
Stripes. 


“Who paid 
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JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 

Dealer im 
PAINTS, OILS, VARNISH, GLASS 
Dresmonp AVE., MancHESTER, Mass. 
Telephone 106-M. 


H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 
324 Rantoul St. BEVERLY 


Telephone 1377-M 


19), Gy, Bae eyaSy 
Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 
and Heating; Tin, Copper and 
Sheet Iron Worker. 
Tel. 23 - - Manchester, Mass. 
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Telephone 687-W Gloucester 


J. H. MORROW & CO. 


41 Hartz St. (GLOUCESTER 


PLUMBING 
HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


CUCU EEE 


Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 
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To ALLEVIATE THE SUFFERING IN 
EASTERN AND CENTRAL 
EUROPE 


Eight relief organizations working 
under an executive council of which 
Herbert Hoover is chairman, have 
banded together to raise $23,000,000 
to alleviate the suffering in eastern 
and central Europe this winter. Mr. 
Hoover’s own organization, the Am- 
erican Relief Administration, Euro- 
pean Children’s fund, is planning to 
feed 3,500,000 children. 

The organizations represented in 
the eight reliefs, in addition to the 
American Relief Administration, Eu- 
ropean Children’s fund, are the Am- 
ican Red Cross, the Jewish Joint Dis- 
tribution committee, American 
Friends Service committee, the Y. M. 
Cc. A. the Y. W. C. A., the Knights 
of Columbus, and Federal council of 
Churches of Christ in America. 

The child feeding in Europe has 
been carried on by the Hoover organ- 
‘zation since the armistice. Food kit- 
chens are now in operation in 3,000 
centres. Unless support is given by 
the American people, these food kit- 
chens will close January 1, Mr. Hoov- 
er has announced. 

— fa— 

The world may roughly be divided 
into two classes—those who know a 
great deal and don’t know that they 
do, and those who know practically 
nothing and are always mentioning it. 
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| A Woman With a Hat Neatly Veiled 
| Always Looks Well Groomed 
| 

| 


She doesn’t have to bother with stray locks of hair blowing 
about her face. And no woman can look anything but charming 
through the intriguing patterns and lovely meshes of the Veils that 
comprise our present display. Black Veils are general favorites, 
but there are innumerable chic brown, taupe and purple Veils to 
harmonize with headgear of the same color. One novelty Veil 
wishing to depart entirely from the unusual adopts a faint but un- 


* mistakable flesh tint. 


Printing 


After 
Christmas 


SALES 


Commencing 


Monday 


A sweeping disposal of 
all goods that bear the 
marks of pre-Christmas 
Shoppers. Also surplus 
stock greatly reduced in 
prices for a quick clear- 
ance. 


should not be a matter of who will do your 


work at the lowest price —but who’ will 
give you the best service — the least trouble. 


Printing is becoming more 
and more a matter of giving 


Constructive Service 
— less and less, price competition 
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That is what the NorTH SHORE BREEZE is doing—it is 
| what it is equipped to do—give Constructive Service. 
The plant is equipped to do work of finer grade than 
the ordinary country print shop. It would be impossible 
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to produce a weekly magazine like the BREEZE — ta 


running into 80-odd pages a week for the summer. 


Books, Pamphlets, Reports and Smaller 
Job Work, as well as Weekly 
or Monthly Publications 


A telephone call will bring a salesman to your office. 


66 Summer Street Tel. 378, 379 


Prices given and samples submitted. 


NORTH SHORE BREEZE CO., PRINTERS and PUBLISHERS 
MANCHESTER, Mass. 


Friday, Dee. 24, 1920 


ESSEX INSTITUTE 
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One of Beverly Farms’ Charming Summer Villas—‘Vil-al-mere,” Owned by 


George Lee, of Boston 


jc 
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On January 3, 1921, this bank plans to open a Savings 
Department for the convenience of its patrons, to operate in 
conjunction with its Commercial and Interest Departments. 
This department will be governed by the same laws and re- 
quirements as those affecting savings banks. 


Our 1921 CHRISTMAS CLUB, which has been form- 
ing since December 20, closes Saturday evening, January 
15810219 


The Manchester Trust Company 


Manchester-by-the-Sea, Mass. 


BANKING HOURS 
8.30 to 2.30; Saturday 8.30 to 1; Saturday evenings 7 to 8 (deposits only) 


Savings Department 


EDWARD A. LANE 


HOUSE PAINTING, DECORATING and PAPER HANGING 
A full line of 


PAINTS, GLASS and PAPER HANGINGS 
in Stock and For Sale 


FIRST-CLASS WORK GUARANTEED 
55 SCHOOL STREET Tel. 247-R. MANCHESTER, MASS. 


WwW. B. CALDERWOOD 


Successor to DAVID FENTON CO. 
BUILDER OF YACHTS, LAUNCHES and TENDERS 
Yacht and Boat Repairing of Every Description—Boats Stored for the Winter 
MANCHESTER, MASS. Telephones: Office 254-W; Res. 254-R 


AXEL MAGNUSON MANCHESTER 


Florist and 


Landscape Gardener 


BEDDING PLANTS 
Telephone 172-R IN GREAT VARIETIES 


Lehigh Valley Coal Sales Company 


COA. 


Samuel Knight Sons’ Co. 


32 CENTRAL ST. Tel. 202 MANCHESTER, MASS. 
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Why do we wear. heels on our 
shoes? 

Because the sandal-like footgear of 
olden times was not adapted to horse- 
back riding, and when the high boots 
were introduced heels were put on 
for the purpose of giving the foot a 
good hold on the stirrup. 


Why do brides wear veils at the 
marriage ceremony? 
Because it was the Anglo-Saxon 


custom to perform the nuptial cere- ~ 


mony under a square piece of cloth 
held at each corner by a tall man, the 
object being to hide the bride’s blush- 
es. From hiding both bride and 
bridegroom the custom changed and 
the bride only was shielded from the 
inquisitive gaze, and the veil was sub- 
stituted for the cloth. 


Why do persons sigh? 
Because an interval of several sec- 
onds, during which the walls of the 


chest remain rigid and cause oxygen 


starvation, always follows moments 
of mental disquietude; when nature 
demands her supply of oxygen the 
deep inhalation occurs, the expiration 
after which we call a sigh. 


Why, when a person displays a 
cowardly spirit, do we say that he 
“shows the white feather” ? 

Because in the days when cock- 
fighting was the popular sport a white 
feather in the tail of a bird was taken 
as evidence of inferior breeding and 
courage and the term became common 
among the slang phrases of the period 
as applied to persons who showed a 
lack of courage. 


The Breeze would be a most agree- 
able sort of holiday gift —a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 
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Keep Watchful Eye on Immigra- 
tion, is Wood’s Warning 


E must keep a watchful eye on 

our immigration. We must see 
to it that this country is not flooded 
with undesirable immigration and 
that great numbers of people who 
have been engaged in destroying 
government, who have no sound 
ideas of government, are not al- 
lowed to crowd into this country, 
already overloaded in many _ see- 
tions with unassimilated material. 
We must drop the idea that singing 
the national anthem and carrying 
our national flag on patriotic ocea- 
sions is all that is necessary for 
Americanization.—General Leonard 
Wood. 
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Published every Friday morning by 
NORTH SHORE BREEZE CoO. 
66 Summer Street Manchester, Mass. 
J. ALEX. LODGE, Editor 
Telephones: Manchester 378 and 379 
Subscription rates: $2 a year; $1 six months 
Advertising rates on application 
Entered as 2d-class matter at the Manchester, Mass., P. O. 


Here Is ror a Happy New Year to you and yours; 
not more money, but more happiness; not more wealth, 
but better health; not larger success, but greater powers to 
enjoy life. 


Tuere Lives on THE Nortu SHorE a man of marked 
literary ability who has commanded the attention of the 
lovers of literature for a generation and who is now recog- 
nized as “the greatest critic and teacher of literature Amer- 
ica has produced or that the English-speaking world now 
possesses.” His name is George Edward Woodberry. The 
tribute made by Robert J. Cole is worthily paid. To this 
tribute the citizens of Beverly take pleasure in counting 
him as one of their first citizens. It is the just reward of a 
life well lived when one may enjoy the esteem of those 
with whom one lives and receive the tributes of those who 
are entitled to judge one’s work. Mr. Woodberry has been 
a human interpreter of poetry and prose. The heart of his 
philosophy has always been life. That is why his literary 
success has been so great and why his teaching power has 
awakened dormant talents in the students whom he taught 
in the class room and in those whom he never knew because 
they sought inspiration from his books, being denied the 
_ pleasure of his personal instruction. “Woodberry, today, 
is the most distinguished of living American authors. In 
him lives the great traditions of Lowell and Longfellow. 
His verse is of a different strain from either. But like 
them, he transmits to younger generations the treasure of 
older culture—hands on, in his own favorite figure, the 
torch.” His new volumes, “The Heart of Man,’ “The 
Torch,’ and “Literary Essays” will receive the praise of 
the critics, and what counts for more, the joy and pleasure 
of the average reader who delights in good prose and poet- 
ry for its own sake, unconscious of its critical beauty of 
form, in its fidelity to truth and life. Perhaps this, after 
all, is the best tribute of art, whether it be in expressing 
ideas with the pen or brush. Mr. Woodberry has a native 
genius that has been developed by studious, habits and pow- 
ers of observation and interpretation of life. 


Resotutions Are Mane to be broken. Failures re- 
veal weaknesses. Weaknesses recognized are the begin- 
nings of strength. So a broken resolution may be a worthy 
wreck beside the road that leads to prosperity, happiness 
and life. 


Tue Heattnu or every individual in a community is 
a matter of concern for the entire community. The rights 
of every individual must be sustained, but the community 
has powers that may be used for the good of all. There 
has been progress made during the last generation in the 
development of preventive medicine. It is recognized that 
the better way to prevent disease working through a com- 
munity is to avoid the conditions which develop the mala- 
dies. The science of health has been working upon this 
side of the community health problem with remarkable 
success. 


A BroKEN RESOLUTION is soon mended. The fatal 
error in human progress is the failure to make them and to 
recognize that they have been broken. 


THE SHORTAGE OF TEACHERS in America is still a 
serious problem. ‘There are many occupants of important 
positions who have not been properly trained, but as a rule 
the teachers of the nation are a well-equipped and a con- 
scientious group of citizens. We must call them all citi- 
zens now, for the teachers have universally accepted their 
responsibilities as voters and have exercised their right of 
suffrage. The teachers are inspired by high ideals and 
have positions of responsibility and trust. The character 
of the men and women of the next generation 
is to be formed by the teachers of the present genera- 
tion. School administrators and teachers have an organ- 
ization called the National Education association, which is 
functioning well. It is a young organization, in the num- 
ber of years it can claim, but it is effective in its work. The 
spirit of the organization cannot be expressed more clearly 
than in a resolution which was adopted at its last conven- 
tion: “We believe that at no time in the history of educa- 
tion has it been so important that teachers and school ad- 
ministrators should unite in a determined effort to render 
to the public the most devoted and efficient service of which 
they are capable. Fidelity to our trust must be our watch- 
word, improvement of our service must be our unswerving” 
aim.” With such a purpose the teachers of the nation may 
be depended upon. There is a lack of well-trained teachers 
everywhere and every effort must be made to keep the 
ranks of the organization full. The state of Massachusetts 
has a well-equipped Normal training department, and yet 
there is a teacher shortage. It is a fortunate community 
that does not find itself in search of competent teachers for 
its important departments. It will be years before the sup- 
ply will equal the demand. The loyalty and fidelity of the 
teachers of the land, upon small salaries as a general rule, 
is one of the great moral heroics of the times. 


Tue “Lost CuHorp” has no pathos to compare with 
the sadder tune, “The Lost Job.” 


Tue Leapinc Epucartors in Massachusetts are agreed 
that the training of children between the ages of fourteen 
and sixteen years is imperative. The school age now is 
placed at fourteen and the best opinion of students of edu- 
cational matters favor the higher school age. The number 
of children who have left school to go to work has in- 
creased 125% in the last few years, against a nominal in- 
crease of only 3% in the number of children of that age. 
The continuation school is helpful, but does not meet the 
problem. Massachusetts must raise the school age. 


Curistmas Was Nor cheerless where there were 
merry, expectant children, ready, eager to hear the old, old 
story that is ever new and always interesting to the new 
generations. A harmless myth is the Santa Claus story 
that brings pleasure and ecstacy to children. 


THe EMPLOYMENT OF THE MIND is a recognized 
method of increasing the powers of mental patients. In 
the state hospitals great gains have been made in the em- 
ployment of the patients at tasks fitted to their abilities. 
The results have been phenomenal. Incidentally, the arts 
and crafts work done has been of a high order, but the real 
value of the work is its effect upon the patients in an in- 
direct way, in aiding them to conserve their mental powers 
and to make gains. 
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It’s A LonG Roan with three hundred and sixty-five 
turnings to the beginning of a new year. But there is only 
one day’s journey to be taken at a time. 


AMERICA AND THE UNniTepD Krincpom must under- 
stand each other and codperate. The problems of the pres- 
ent hour have taught the nations the impossibility for the 
old order to be continued. Fraternity and good-will among 
the nations must be an end sought and worked for. It is a 
primary truth that blood is thicker than water. There is a 
national kinship, born of inherited ideals, that is as real as 
blood relationship. America and the United Kingdom have 
a duel kinship in the similarity of their ideals and the blood 
relationship. In very truth the Anglo-Saxon ideals worked 
out in America are a direct inheritance from the liberal 
thinkers of the United Kingdom. Today America stands 
proud of her attainments of liberty and law. These are the 
triumph of the ambitions and ideals of the leaders of 
thought in the United Kingdom. True it is that they were 
obliged to seek their opportunity to live out their ideals be- 
cause of the animosities in the old land, but it is also true 
that America has succeeded because of the sympathy of 
English leaders with our aims. It was the strength of the 
liberal movement in the homeland that prevented any vig- 
orous effort being made to fight over the War of the Revo- 
lution. It was well for the mother and the daughter to 
establish separate homes, but the daughter will never for- 
get the mother, nor the mother the daughter. America and 
the United Kingdom are compelled by the world conditions 
to work in harmony, study the problems of the future sym- 
pathetically and to avoid every effort made to estrange the 
two by propaganda from any source. The solidarity of the 
Anglo-Saxon race is a primary requirement of the hour. 
Senator Lodge in working out the present problem is only 
indicating what the spirit of the republic should be in all 
the relations of the future with the United Kingdom. 


Tue Norru Snore just escaped a “White Christ- 
mas,” but there are good prospects for a merry and en- 
joyable “White New Year’s Day.” 


Tue Bonus Bit, means more taxes. More taxes 
mean continued high prices. No one would deprive any 
veteran of the just compensation of a grateful republic, but 
where is the money to come from? The gratitude of a na- 
tion is limited at least by its resources. 


He Wao Batances his books January 1, and fails to 
take into account personal assets and liabilities, has missed 
the mark. 


THe EsTaBLISHMENT OF a national borrower’s day 
was a stroke of genius. The man who conceived the idea, 
understood human nature both in its wilful and irrespon- 
sible moods. Articles are borrowed in good faith. The 
pressure of daily business keeps hosts of people in the daily 
routine of duties and the days slip by and the borrowed ar- 
ticle is not returned. The fact of its possession passes out 
of mind until a fortunate move reveals its presence, and 
then comes the anguish of conscience and the willingness 
to return the article, deterred only by the chagrin caused 
by the long delay. There was a day of freedom in the old 
Jewish church when old scores were passed. Why not a 
day of amnesty on the question of lost and found articles! 
What a relief it will be fo many to be under the cover of 
the day of pardon! What a reminder it will be to every- 
one, of borrowed articles that have not been returned! It 
will afford a favorable opportunity for people to make a 
search, call to mind borrowed articles and return them in 
the “spirit of the day,” January One. 


New YEAR RESOLUTIONS are always in order. Be- 
cause the resolutions of other years have not been attained 
is no reason why they may not be renewed. 


Dec. 31, 1920 


GENERAL LEONARD Woop, a man of parts, power and 
influence, is being talked of as a member of the President’s 
cabinet. His appointment, by President-elect Harding, will 
be a gracious act and an evidence of good judgment that 
will be appreciated by the hosts of Republicans who sup- 
ported General Wood for the nomination. 


WELFARE ORGANIZATIONS have been establislied all 
over the land and have been able to accomplish much by 
volunteer work. More has been accomplished in the for- 
mulation of laws which have been based upon wide experi- 
ence of these organizations and upon the advice of men of 
ability who have given their time and attention to the prob- 
lem of public health. In the North Shore cities this move- 
ment has been supported. Beverly recently identified it- 
self with the movement and has organizei! a public health 
association, which was organized under tlie direction of a 
health committee of the Chamber of Commerce. A thor- 
ough course of lectures on the modern problem of com- 
munity health will be presented and much good should ac- 
crue. Everywhere, the people are alert to the need of 
medical reformation and the establishment of preventive 
organizations to fight disease and unwholesome community 
conditions. It is believed that the President of the United 
States will eventually establish a department of public 
welfare, with the head of the department as a member of 
his cabinet. The current conversation indicates how strong 
the movement is. President Harding may not make the 
innovation, but the plan is feasible and desirable. The 
time will come when the nation will do as much to safe- 
guard the health as the wealth of the nation. 


Tue Merropists oF Beverty have entered their 
new church building, which is appropriately called the 
Methodist Memorial church, in honor of the men of the 
city who served in the World war. It is a fitting monu- 
ment to the loyalty and patriotic spirit of the youths of the 
city. The Methodists always do effective work and should 
not want for funds in their new enterprise. 


CapTaIN Herman A. MacDonatp, of Beverly, for- 
merly mayor of Beverly and representative of the Beverly 
Farms district in the House of Representatives, has been 
named as the governor’s secretary. He assisted Governor 
Guild and will go to the position with Gov. Cox equipped 
for his work. Governor Cox and Captain MacDonald are 
good friends and their work together will be a mutual sat- 
isfaction. 


Goop-WILtL To MEn, in itself, means peace. 


ANOTHER Errort Is to Be Mape this year to repeal 
the so-called Daylight Savings bill which provided for a 
change in the time that sent workers to their tasks earlier 
in the day and afforded leisure at the end of the day. The 
opposition last year was intense, but the victory in the leg- 
islature was overwhelmingly in favor of the new plan. The 
arguments against it have not been many,—the confusion 
in railroad times, the embarrassment to mothers with 
growing chlidren and the inconvenience to the farmers. 
The advantages have been so numerous that the plan needs 
no defense. The opposition will put up a concentrated 
fight against the present arrangement, but the repeal is 
destined to fail. Massachusetts people favor the new ar- 
rangement. 


Tue NUMBER OF APPLICANTS for entrance examina- 
tions for college continues to increase. The North Shore 
will have two examination centres, established for the con- 
venience of candidates. For years the Beverly High school 
has enjoyed the distinction of having the honor of being 
one of the examination centres of the national college en- 
trance examination board. 
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Dec. 31, 1920 


ee ey Rriefs 


When in the course of human events 
we have arrived at that period of 
intermission between election and 
inauguration, it is noticed that the 
Democrats are packing up and 
the Republicans are getting ready 
to move in. 


aad 

One and one-half millions of dol- 
lars is the valuation of the estate 
of Al. Ringling. Selling pink 
lemonade and peanuts is a profit- 
able business. 


oe 

“What do foreigners think of our na- 
tional sense of humor in view of 
exhortations to the people by the 
most extravagant administration 
on record to save?” inquires the 
Wall Street Journal. 


—o— 


Nineteen hundred twenty-one! Have 
you practiced writing it, or are 
you going to spoil a few letters 
Saturday before you remember 
tis New Year’s Day! 


—o— 


With the express companies grouped 
into one big common American 
carrier will it be any easier to 
place the blame for delayed ship- 
ments ot excessive charges? 


—o— : 


The six new battleships now being 
built for the American navy will 
be operated by electrical power. 
It is expected that these cruisers 
will have “the greatest horsepow- 
er per shaft that has ever been 
projected in any marine installa- 
tion,” according to the statement 
of one of the chief engineers in 
charge. 


= 
demand for Pilgrim half-dollars 
bids fair to exceed the supply. 
Only 300,000 will be minted and 
two-thirds of them have been dis- 
posed of within a short time. As 
the coin sells for a dollar, the 
purchasers will contribute a tidy 
sum toward the tercentenary cel- 
ebration. 


The 


ee 
thieves who broke into the Bos- 
ton drug store and escaped with 
a quantity of whiskey are doubt- 
less planning to hold a genuine 
New Year’s Eve celebration. 

ae 
Now is the time for all good people 
to come to the aid of humanity 
by making New Year’s resolu- 
tions and firmly endeavoring to 
live up to them. 

eee 


Did you get a sufficient number of 


The 


useless Christmas presents to 
take care of your gift list for 
1920? 


The fact that automobiles killed near- 
ly 4,000 persons last year might 
be classed as motorary statistics. 


0: 

“Babe” Ruth expects to make at least 
75 or 100 home run clouts next 
year. Ruth has been enjoying 
some time in Cuba and on his re- 
turn he appears to be in an opti- 
mistic mood. 

ae 

It is announced that President-elect 
Harding will ride the Masonic 
goat at Marion some time before 
March 4. In taking this step he 
is following the example of the 
first President of the United 
States and eight other occupants 
of the White House. 


Si ee 

The Shoe Retailer rises to remark 
that “as most people know, San- 
ta has a partner. Santa’s part- 
ner’s name is Bill. Bill is due 
shortly after Santa arrives.” 


ie a 
person of each 68 in the United 
States in gainful occupations is 
employed by the Federal govern- 
ment, says the Civil Service Com 
ment, says the Civil Service com- 
mission. That means one gov- 
ernment employee for each 159 
inhabitants of this country. Does 
this shed any light on why Fed- 
eral taxes are so high? 


One 


ae 
New York Teachers’ council rec- 
ommends that 20 minutes of 
school time every week be devot- 
ed to instruction in manners. Al- 
though only a limited period, it is 
doubtless true that much real 
good could be accomplished by 
spending even this brief time in 
teaching so essential a matter as 
manners. “What to do, and 
how” is information which every 
person requires frequently. 


The 


When there is fall og blue laws some 
people see red. 
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Last Kiss at Night Means Much to 
Growing Child 

OFTEN wonder if mother realizes 

what that last kiss and tender 
pat means to a child as she tucks 
him into bed. Perhaps the caress 
would be given oftener and with 
added gentleness if she knew what 
an influence it had upon the un- 
folding of a little new life. Over 
and over the brain repeats during 
the night the events of the day, 
twisting them into fantastic shapes. 
These ideas float through the mind 
of the child for eight to ten hours 
out of the twenty-four — during 
one-third to one-half of his life. 
Whether the fancies will be happy 
or sad is often determined by the 
last half hour before sleep begins. 
And the repetition of the ideas in- 
fluences a child’s temperament, 
making it more cheerful or pessi- 
mistic.—Luella A. Palmer. 
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NORTH SHORE BREEZE and Reminder 5 


Winter has officially arrived. The 
“zero hour” is liable to be a fre- 
quent visitor during the next sev- 
eral weeks. 


“A word of praise is more effective 
than a volley of blame,” says an 
exchange, but “most of the let- 
ters written to a newspaper are 
inspired by the desire to blame 
somebody or something.” Is it 
easier to criticise and find fault 
than to praise? 


—oQ— 


The Massachusetts state registrar of 
motor vehicles says an operator 
has “no right to drive unless he 
can see the roadway ahead of 
him.” When circumstances re- 
quire, it is well to use the dim- 
mers, but the judicious use of 
brakes is oftentimes more effec- 
tive in preventing fatal accidents. 


—o— 


Through the medium of ‘a great and 
solemn referendum” the people 
of the United States repudiated 
the Wilsonian League of Na- 
tions. This same group of peo- 
ple is now giving generously to 
save the lives of millions of 
starving European children. 
Doesn’t sound much like “break- 
ing the heart of the world,” does 
it? 

pape 

Coldest Christmas in the last six 
years. And this is at the start of 
an “open” winter! 


Mes 
U. S. Bureau of Standards esti- 
mates that of every $100 expend- 
ed by the national government 
$92 are used for purposes of 
war. It would seem that the oth- 
er $8 is rather a small sum for 
the pork barrel. 

SSeS 
Herbert Hoover ‘says that “Half of 
the trouble with our business to- 
day is psychological; the other 
half is actual.”  Let’s all talk 
goad times, etc., and soon the 
sun of prosperity will again radi- 
ate its rose-tinted beams. 

aga 
Pope finds there are five plagues 
affecting the world at this time. 
He enumerates them as follows: 
Negation of authority, hatred 
among brothers, thirst for pleas- 
ure, disgust for work, forgetful- 


ness of the supernatural objects 
of life. 


The 


The 


a 

Isn’t it rather mean of our legislators 
to consider a constitutional 
amendment for limited town 
meetings now that women are to 
have a voice in local government. 

Sens 

Here’s hoping the crime wave in New 
York (and elsewhere) will re- 
cede with the coming of the new 
year. 
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BRR RRRER ! 

The muffled tones of the telephone 
bell sounded uncannily in the tomb- 
like stillness of the great house. Dob- 
son, the only man-servant the house 
boasted of, turned with a nervous 
start and lifted the instrument with 
hands that trembled. 

“Yes, ma’am, this is Mrs. Van 
Neilson’s house. No, ma’am, Mrs. 
Van Neilson is no better, ma’am. We 
fear—” 

Dobson did not hear the polite 
murmur of concern at the other end 
of the wire. His thoughts were filled 
with the great woman who lay dy- 
ing. 

“Great” had always been associ- 
ated with Mrs. Van Neilson since she 
had been a child. In society, for 
years, her word was law. Did Mrs. 
Van Neilson turn her back on an as- 
pirant, that aspirant was promptly 
greeted with a cold shoulder at every 
turn. On the other hand the great 
lady adopted or dropped at will any- 
one she chose. No one dared gainsay 
her word, no one dared defy her. Her 
blind justice to herself and everyone 
else had been termed “harsh,” but it 
was justice as she saw it, and that 
sufficed. Those who questioned her 
judgments took care that she should 
not hear of it. And so she reigned 
supreme. 

Tonight the bells all over the house 
were muffled, people spoke in whis- 
pers. Even the ticking of the old 
grandfather clock seemed subdued and 
awed. Mrs. Van’ Neilson was dy- 
ing! She would not live to see the 
New Year, the doctor had said. There 
was nothing he could do, he added. 
This was New Year’s Eve. It did 
not seem possible that tomorrow the 
large old house would be without a 
mistress. 

As Dobson turned from the phone 
a voice spoke at his elbow: 

“Mrs. Van Neilson is asking for 
you,” the young nurse told him. “She 
is no worse. Do not excite her un- 
duly,” 
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By GLApDYS H. RICHARDS 
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Without a word Dobson mounted 
the heavily carpeted stairs and made 
his way to the sick room. 

Everything in the room was as it 
had always been. The aristocratic 
old furniture was every piece in its 
place. On the large, old four-poster 
lay the wreck of a once very beauti- 
ful woman. Her deeply circled eyes 
were closed and her face was queerly, 
transparently white. 

Dobson stood hesitating just inside 
the door. Afraid that he was too late, 
he knew not whether to advance or 
retreat. 

As the door closed on the retreating 
form of the second nurse, the dark, 
piercing eyes of the woman on the 
bed flew open: 

“Come here, Dobson, I can’t shout 
at you and I have something I want 
to say.” 

The old familiar voice, startling in 
its clearness, reassured Dobson, who 
moved diffidently nearer the bed. 

“Do you remember of my ever do- 
ing a good act in my life, Dobson?” 

“A good act, ma’am? Hi ’ardly 
knows wot you means, ma’am. Hi—” 

“No lying, Dobson! And no beat- 
ing about the bush! Do you?” 

“Tf you'll hexcuse me, ma’am, hi—” 

“T won't excuse you, Dobson, you 
doddering old fool. I want the 
truth!” 

“Well, then, ma’am, hi can’t say 
has hi remember any, ma’am, exact- 
ly.” 

“No, and no one else can, I expect. 
Go away, Dobson, I want to sleep!’ 

Dobson tiptoed quietly away from 
the bedside. His dim old eyes were 
flooded with tears and his breath came 
in quick, dry sobs. 

“Dobson!” 

Dobson started violently and turned 
from the door. 

“Will you miss me when I am 
gone?” 

He looked in surprise at the face on 
the pillow and suddenly he knew. He 
knew that this was a lonely old woman 
searching in vain for someone who 
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The winter sweeps through the forest with a sound like the blast 
of a trumpet. The dry leaves whirl in eddies through the air. A 
fretwork of hoar-frost covers the plain. The stagnant water in the 
pools and ditches is frozen into fantastic figures. Nature ceases 
from her labors and prepares for the great Change. In the low- 
hanging clouds, the sharp air, like a busy shuttle, weaves her 
shroud of snow. There is a melancholy and continual roar in the 
tops of the tall pines like the roar of a cataract—LONGFELLOW. 
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! U. S. Must Take Lead in 


Educating World 


"THE imagination and grasp that 

have made American industrial 
enterprise one of the wonders of 
the modern world should find their 
counterpart in the treatment of the 
educational problem. The very 
best minds of the nation have got 
to focus themselves upon it. Ow- 
ing to the operation of great cosmic 
forces, it is now the manifest desti- 
ny of America to take the lead in 
the education of the world. Let us 
have faith that America will not 
fail to prove itself worthy of this 
vast obligation in the new epoch 
which it is called upon to serve.— 
Edwin A. Alderman. 


GJ 
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loved her and would miss her. 

“Miss you, ma’am?  Hi”—his 
voice broke, and with surprising pa- 
tience she waited until he was able to 
resume. 

“There is someone, ma’am, who 


will be broken-hearted if you do not 
let 1m come to see you, ma’am. Just. 
let me call ’im, ma’am. ’E’ll come, 
certain.” 

The expression on the white face 
did not change: ; 

“He will not come, now, Dobson. — 
He has her.” ‘ 

“You will let me try, ma’am?” 

“Go away, Dobson, and do as you 
choose. You will anyway, I expect!” 

There was a glad smile on the face 
of the old man as he turned to obey. 
Master Jack would come home again 
and everything would be all right! 

He hurried down the stairs and 
moved to the telephone with amazing 
agility for a man of his years. 

After calling the number and hear- 
ing the whir on the line which de- 
noted that the operator was ringing, a — 
clear, young voice answered: 

rlelige 

“His this Mr. Jack Van Neilson’s — 
7ome? Yes? His Mr. Van Neilson® 
Lhere2 

After a brief interval a man’s voice 
sounded : 

“Yese? 

“That you, Master Jack? This is 
Dobson, sir. Can you come hup, sir? 
Your mother, sir, she ’as been took in 
a bad way, sir. She wants you to 
come, sir.” 

“Mother? She is hurt, you say?” 

“No, sir, not ’urt. Sick, sir. Thats 
Ate 

“T’ll be right there, Dobson!” 


“Youll bring your— Mrs. Van 
Neilson, sir?” 
“Ves [2 


When Jack arrived the clock was 
striking ten. With him was a small, 
fair-haired, blue-eyed girl —his wife, 
the girl whom Jack had married in 
defiance of his mother’s wishes. For 
this he had been ordered out of the 
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DESIRABLE SHORE and INLAND PROPERTIES 


FOR SALE 


BEVERLY 


PRIDE’S CROSSING 


BEVERLY FARMS 


WEST MANCHESTER MANCHESTER MAGNOLIA 


WENHAM 


and 


HAMILTON 


IPSWICH 


T. Dennie Boardman, Reginald and R. deB. Boardman 


56 Ames Bldg., BOSTON 


Brancu Orricr, MANCHESTER, A. G. T. Smiru, Local Representative, Tel. Manchester 144-W. 


house and—he had gone. All this 


For a long time they remained thus, 


little Jack. He is just two and—oh, 


was three years ago. then Jack lifted his head and said he is the very image of Jack! You 
Mrs. Van Neilson had been dozing gently: can’t help loving him!” 

all during the evening, but at the com- “Mother, there is someone else “A baby? Your baby? And I 

ing of her son her dark eyes flew wide whom you must love. She loves you, never knew it!” 

open and her arms were stretched out dear.” After a long pause the older woman 


to him. 


“Mother! My mother!” “She is waiting, mother.” 
“Boy! Oh, my dear, my dear! Do “She shall not wait, Jack! 


you know, can you guess how I have 
missed you? My little, little boy!” 
Tears, perhaps the first that the 
proud old lady had shed for years, 
rained down her face. She did not 
try to check them. Jack’s head was 
buried on her breast, while harsh 


sobs tore at his throat. spoke. 


“Vou mean—/her? 


jealous of her any longer, boy.” 

The white hand beckoned Jack’s 
wife to the bedside, and Mona’s curly 
head was soon buried near Jack’s. 
Mrs. Van Neilson’s tears fell in a si- 
lent benediction on them both. 

“Mother Y 5) It 
“Mother, you must see our 


[—|—” spoke again: 

“Jack, I am not going to die! There 
isn’t a thing wrong with me, except 
that I didn’t care to live. The doctor 
is an old fool! Bring the baby to me, 
tomorrow. But I want to sleep now! 
Don’t fail me, tomorrow, you two! 
We'll begin the new year right! 

“And,” she added, “there’s lots of 
good for all of us to do during the 
year !” 


lPaimenot 


was Mona who 


ACHTING along the North Shore next season will be giv- 

en considerable impetus if the Seawanhaka cup races 

are sailed again. The Boston Globe yachting column had 
this to say last Sunday: 

If there is to be a match this season for the old Sea- 
wanhaka-Corinthian Yacht club international challenge 
cup it will be between boats built to the 20-rating class. 
This trophy was brought back to the United States from 
Canada in 1905 by the Manchester Yacht club’s represen- 
tative, Manchester, and except for the match of 1910 has 
not been raced for since. 

According to article 9 of the original deed of gift of 
the cup, the holding club has the right to designate what 
type and class of yacht shall compete for the trophy in the 
coming season, provided such is published in yachting 
journals by the preceding December. 

Thus, with the hope that challenges would be received 
for this international cup for a 1921 match, and with the 
advice of the Seawanhaka-Corinthian Yacht club, original 
donor of the trophy, the Manchester Yacht club made the 
announcement in 20 foreign newspapers of Europe and 
Canada and in four yachting publications that the cup was 
open for challenge in 1921 with yachts of Class R. 

This cup is one of the oldest and most famous of the 
small boat trophies open for challenge by foreign yachts- 
men. First offered in 1895 by the Seawanhaka-Corinthian 
Yacht club for an international match with half-raters, 


boats of about 15 feet waterline, for the following 10 years 


there was very active competition. 

The first challenger was the Spruce IV from the Mini- 
ma Yacht club, of London, England, and in the match off 
Oyster Bay, Long Island, the defender Ethelwynne, of the 
Séawanhaka-Corinthian Yacht club, easily defeated the lit- 
tle racer from across the Atlantic. In the following year 
the Glencairn, challenger from the Royal St. Lawrence 
Yacht club, of Montreal, captured the cup. 


There the cup remained for nine years, the Royal St. 
Lawrence Yacht club successfully defending against the 
Momo in 1897, challenger from the Seawanhaka-Corinthi- 
an Yacht club; the Yankee, in 1898, from the same club; 
the Constance, in 1899, also from the Seawanhaka-Corin- 
thian Yacht club; the Minnesota, in 1900, from the White 
Bear Lake Yacht club, of St. Paul, Minn.; the Grey Friar, 
in 1901, from the Island Sailing club, of England; the Te- 
cumseh, in 1902, from the Bridgeport Yacht club; the Ko- 
lueoo, in 1903, from the Manchester Yacht club; the White 
Bear, in 1904, another challenger from the White Bear 
Lake Yacht club. 

But in 1905 the Manchester Yacht club’s challenger, 
Manchester, defeated the Royal St. Lawrence Yacht club’s 
defender, Alexandra, and brought the trophy down to 
Massachusetts Bay. By this time the racers had grown 
considerable in size from the little half-raters of 1895, for 
the Manchester was 40 feet overall, with a waterline of 
nearly 25 feet. 

Not until 1910 did the Royal St. Lawrence Yacht club 
seek to take the cup back to Lake St: Louis, at Montreal. 
That year they sent the extreme skow, St. Lawrence, to 
try conclusions with the Manchester Yacht club’s defender, 
Massachusetts. That year, by agreement between the two 
clubs, the conditions under which the boats have been 
raced since 1900, a 25-foot rating, were slightly modified. 

Thus the Massachusetts and St. Lawrence were about 
40 feet overall, slightly under 24 feet waterline, and spread 
about 620 square feet of sail. Both boats had leeboards in- 
stead of centerboards, and were even more extreme skows 
than the Outlook and Lookout, the last 21-foot waterline 
skows that raced for the Quincy challenge cup. 

The Massachusetts easily defeated the St. Lawrence in 
the match off Manchester and Marblehead, and since 1910 
the cup has remained in the locker of the Manchester Yacht 
club without even a whisper of a challenge. 
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SHELDON’S § 
MARKET 


Best Grade of 
BEEF, LAMB 
POULTRY, PORK 
Vegetables, Fruit 
At Boston Market Prices 


24 Central Street 


Manchester 
Est. 1845 Tel. 67 
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NVITATIONS have been issued by Mr. and Mrs. Egerton 

Leigh Winthrop, of New York, for the marriage of 
their daughter, Miss Muriel E. Winthrop, to Ricl ard de- 
Blois Boardman, of Boston and Manchester, which is to 
take place on Jan. 8, at a New York church. A reception 
will follow at the residence of the bride’s parents, at 109 
East 91st st. The engagement of Miss Winthrop to Mr. 
Boardman was recently announced. 


oO 
Mrs. Richard J. Monks “and daughter, Miss Grace B. 
Monks, who have been at their place. in Manchester Cove 
all fall, closed it the first of this week, after the winter 
weather set in, and went to Boston. They are at 295 Bea- 
con st., for the rest of the winter. 


O38 O 
Mr. and Mrs. George von L. Meyer, Jr., went on to 
Washington to spend the holiday season with the former’s 
mother, Mrs. Meyer, and brother-in-law and sister, Signor 
and Signora Brambilla. 


° 

The colony of Boston ane North Shore folk who are 
now living in the vicinity of Pinehurst, N. C., are enjoy- 
ing life. We read that Mr. and Mrs. Ralph W. Page 
_ (Leila Tuckerman ) and Mr. and Mrs. Richard S. Lover- 
ing took part in a cross-country paper chase which was 
held the early part of last week at Pinehurst, and followed 
by a jubilee on the plantation of Mr. and Mrs. John A. 
Tuckerman (Katherine ae 

Congratulations are being received by Mr. and Mrs. 
Henry Parsons King, Jr. (Mary Parker), of Boston and 
Pride’s Crossing, on the birth of a son at Phillips House, 
Boston, last week. 


Bnet BREEZE $2 a year, $1 for six ONE Pane 


WARE THEATRE, BEVERLY 


“The Golden Theatre Beautiful” 
High-Class Pictures 


Mammoth Pipe Organ 


Private Loges and Box Seats can be reserved 


Matinee Daily at 2.15, Evenings at 6.30 and 8.30 
Saturday Evenings 5.45 to 10.30 


Be sure and visit the 


HANDCRAFT TOY SHOP 


69 Pleasant Street, Marblehead, Mass. 
(Near Marblehead R. R. Station) 


Dee. 31, 1920 


Watch Repairing 


First-Class Workmanship 
Reasonable Prices 


Prompt Delivery 


F. S. Thompson, Jeweler 
THE HALLMARK STORE 


164 MAIN STREET GLOUCESTER 


HE marriage of Miss Margaret Perin and Francis I, 

Amory, Jr., whose engagement has recently been an- 
nounced, will be solemnized in February, in New York, 
where the bride-elect and her mother, Mrs. George How- 
ard, are passing the season. The marriage will be quiet 
and will be witnessed only by the immediate relatives of 
the young couple. Mr. Amory and his bride will have an 
extended wedding trip in the south, after which they will 
make their home in Boston and on the North Shore. 


Oo % 
Mr. and Mrs. Peedenee 
France, where they will go to 
most of the winter, as peo 


Mr. 


H. Prince have sailed for 
their estate at Pau, to pass 


and Mrs. Genreen E. Barnard, of Ipswich, have 
gone to California for ae winter. They have a place at 
E 1 Mirasol, which is in the vicinity of Pasadena. 
+4 
Mrs. Gardiner Martin Lane and her daughter, Miss 
Katharine Lane, are spending the holidays in Baltimore, in 
accordance with their usual custom, with Mrs. Lane’s par- 
ents, Professor and Mrs. Basil Gildersleeve. Mrs. Lane’s 
brother and sister-in-law, Mr. and Mrs. Raleigh Colston 
Gildersleeve, of New York, also joined the family Christ- 
mas party over the week- end. 
OBO 
Mrs. John Hays Hammond gave one of the most im- 
portant receptions socially of last week, in Washington, 
when she entertained at her residence in honor of Mr. and 


Mrs. Sheldon Whitehouse, whose marriage took place in 
New York in the fall. The guests included a number of 


the younger married folk in Washington. 


THE STATIONERY SHOP 


Japanese Novelties, Magic Drawing Books for 
children, Dennison’s Seals, Tags, Labels, Cards 


and Decorative Crepe for Christmas. 


Our assortment of Stationery, in Christmas 
Boxes, is the finest on the North Shore. 


CENTRAL PAPER CO. 
290 Essex St. SALEM 


THE CARVER STUDIO 


DISTINCTIVE PORTRAITURE 
FRAMING and ENLARGING 
KODAK DEVELOPING AND PRINTING 


156 Cabot St. Beverly, Mass. 


Tel, Conn. 
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J. M. Meredith E. W. Grew 


Henry Whitmore Norton Wigglesworth 


MEREDITH & GREW 


AO Central Street 


BOSTON (9), MASS. 


Telephones: Main 6772-3-4 


REAL ESTATE and MORTGAGES 


CITY and COUNTRY RESIDENCES 


BUSINESS PROPERTIES 


NORTH SHORE PROPERTIES a Specialty 


NORTON WIGGLESWORTH 


SOCIETY NOTES 


nw ENGAGEMENT that is of much interest to North 

Shore people is that of Miss Theodora Larocque to 
Charles R. Codman. Miss Larocque is the daughter of 
Mr. and Mrs. Joseph Larocque (Eleanor T. Duer), of 14 
East 58th st., New York. She is one ofa number of 
young society women who have appeared on the dramatic 
stage. Her début was made in a speaking part wie Le 
Charm School,” in the Bijou theatre, New York, a comedy 
in which her aunt, Mrs. Henry Wise Miller, and Robert 
Milton collaborated to produce. After a successful season 
in New York, the play was put on the circuit, with Miss 
Larocque still in the cast. A younger brother of Miss 
Larocque is Jos. Larocque, who is a student at St. Mark’s 
school, Southboro. Mr. Codman is a son of Mr. and Mrs. 
Russell Sturgis Codman (Anna Kk. Crafts), of 59 Marl- 
boro st., Boston, who have a summer home at Manchester. 
He is a Harvard man, class of ’15, and, during the war, 
served as a lieutenant in the army overseas. He is a mem- 
ber of the Somerset club and of the Essex County club, of 
Manchester. Mr. Codman is a grandson of the late James 
M. Crafts, of Boston, and a nephew of Mrs. Gordon Knox 
Bell, of New York, and of the Misses Elizabeth and Clem- 
ence Crafts, of Boston, who, since the death of their father, 
have resided in New York. A younger brother is Russell 
S. Codman, Jr., Harvard, 719. He has a somewhat exten- 
sive family connection among the Codmans of Boston. It 
is understood that the marriage of Miss Larocque and Mr. 
Codman will take place in the not distant future. 


980 ; 
Mr. and Mrs. Wallace Goodrich, of Boston and West 
Manchester, are in France, and will spend most of the win- 
ter in Paris. 


OBO 

Charles W. Moseley, a member of the well-known 
family bearing that name, in Newburyport, died last week 
at his home in Spring lane, Newburyport. He was a phil- 
anthropist of no small moment, his benefactions being 
noted not only in his home town, but elsewhere. He was 
president of the Anna Jacques Hospital association, found- 
er of the Moseley Foundation which is engaged-in welfare 
work, founder of the Moseley dental school clinic, and a 
large benefactor of the public library in Newburyport. As 
a trustee of the estate of Mrs. Julia M. Moseley, Mr. 
Moseley was instrumental in having erected the Moseley 
memorial building at the Massachusetts General -hospital 
in Boston, which was dedicated in 1916 to the memory of 
William Oxnard Moseley, Jr. Mrs. Moseley bequeathed 
her property for charitable purposes, naming Mr. Moseley 
as one of the trustees under the will. The Moseley estate 
at Newburyport is one of the show places in that part of 
the North Shore. It will be recalled that the Garden club 
of America included it in their itinerary during their visit 
here last summer. 


- MANCHESTER, MASS. 


Tue Motor Car has been a great boon to the human 
race and it has also become a great menace. With a death 
by automobile every thirty minutes—two in every hour— 
the toll in human misery, pain and death is terrific. The 
campaign of education that has been planned has been 
made necessary to cultivate care and skill among motorists 
and to arouse pedestrians to the fact that they, too, must 
use caution in their walk. The motor peril cannot be min- 
imized. 


Tuere ArE Rumors that the powers in Great Britain 
are preparing to capture the world’s markets for oil by the 
exploitation of the great oil areas of the provinces of the 
Empire. There is no reason for alarm, for every effort 
made by men to increase the storehouse possessions of the 
human race will benefit all mankind. If the oil fields of 
America were the only sources of oil and its by-products, 
the prospects for the future would not be so roseate as they 
are now. 
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Potted Plants 
and Cut Flowers 


! 
' 
i 
' 
{ 
{ 
t 
i 
: Plant Now for Next Season’s 
{ 
i 
i 
' 
: 
' 
r) 


0-0) ED ED OED 0-0 ED () ED) SB 


Blooming 


PEONIES—! have fifty varieties of peonies 


to offer at this time, some 
cheap, but good; some extra good, but expensive. 


Also Delphinium, Foxglove, Campanula, Iris, 
Phlox, Heuchera, Hupin, Pyrethum, Enemone and 
several others—all good, strong plants that will 
flower the coming season. 


At all times our ideas and experience are at your 
service, either in helping you in choosing, or in 
taking entire charge of your landscape planting. 


Call or telephone; we are always pleased to be of 
assistance to you, and to give you the benefit of 
our suggestions. 


RALPH W. WARD 


i 
Beverly Cove, near Cove School 
: Telephone 757-W Beverly 
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Friday, Dec. 31, 1920 


MANCHESTER 


To its host of readers in Manches- 
ter and elsewhere, the BREEZE ex- 
tends its heartiest and sincerest wish- 
es for all the Prosperity and Happi- 
ness of the New Year! 


Miss Grace Allen, Washington st., 
is visiting her sister, Bessie Allen, at 
East Orange, N. J. 

Mrs. Henry Bohaker underwent a 
serious operation at the Beverly hos- 
pital on Wednesday. 

Miss Gwendolyn Glendenning is 
home from Portsmouth, N. H., for 
the holiday vacation. 

Henry F. Bohaker returned to 
Manchester Tuesday from a ten days’ 
business trip to Georgia. 

Mr. Boardman, of the State Bureau 
of Statistics, is in town making the 
annual audit of the town books prior 
to issuing the annual report. 

Mrs. Ernest G. Webb (Princie 
Dodge) is home for a week’s vacation 
from her duties as a commercial 
teacher in the Medford High school. 

The ambulance was called Monday 
evening to take Mrs. John Riggs to 
the Beverly hospital, where she un- 
derwent an operation Tuesday morn- 
ing. 

Mr. and Mrs. Frank Bell and Mr. 
and Mrs. Hollis Bell and children en- 
joyed Christmas dinner at the home 
of Mr. and Mrs. Charles E. Bell, 
Brook st. 

Mr. and Mrs. Joseph Floyd and 
son, of Cambridge, and Mr. and Mrs. 
Harry Floyd and son, of Tuckahoe, 
N. Y., were home over the holiday 
and participated in the Christmas din- 
ner at the home of Mr. and Mrs. Ly- 
man W. Floyd. The relatives as- 
sembled numbered 19, in the number, 
besides the direct family of Mr. and 
Mrs. Floyd, being Mr. and Mrs. Juli- 
us F. Rabardy and Miss Etta Rabar- 
dy. 


MANCHESTER WomaAn’s CLus 

At the regular meeting of the Man- 
chester Woman’s club on Tuesday, 
Jan. 4, the program will be in charge 
of the literature and library extension 
committee, Miss Etta L. Rabardy, 
chairman. 

Miss Kathleen Jones, formerly di- 
rector of hospital library work ‘in 
New England, will speak on “Books 
for Everybody Fund,” together with 
“Books Interesting to Club Mem- 
bers.” 

Mrs. H. Mabel Johnson is to be the 
hostess of the afternoon. 


ACCIDENT, HEALTH, BURGLARY, 
PLATE GLASS INSURANCE 


FIRE, LIABILITY, AUTOMOBILE, LIFE, 


Moving Pictures 
Horticultural Hall ©: Manchester 


A. N. SANBORN, MGR. 


SATURDAY—JAN., 1 
SPECIAL HOLIDAY SHOW 
Matinee 3; Evening 7.30 
DOUBLE BILL 


Bebe Daniels in 
‘*YOU NEVER CAN TELL’’ 
Maurice Tourneur presents 
‘““‘THE WHITE CIRCLE’’ 
All-Star Cast 


TUESDAY—JAN. 4 


POCAHONTAS 
BENERIT 


Special Matinee 3.30 
Evening Show at 7.30 


‘*‘MICKEY’’ — starring Mabel 
Normand and _ produced by 
Mack Sennett (7 reels) 


Tickets on sale by members 


—Also— 
Another episode of ‘‘Bride 13’’ 
Mutt & Jeff Cartoon 
Fox News and Ford Weekly 


COMING SOON: 

‘‘Jane Novak in ‘‘The Golden 
Trail,’’ Olive Tell in ‘‘Clothes,’’ 
William Farnum in ‘‘The Joyous 
Troublemakers,’’ Mary Miles Min- 
ter in ‘‘Sweet lLavender,’’ Tom 
Mix in ‘‘Three Gold Coins,’’ Bus- 
ter Keaton in ‘‘The Scarecrow.’’ 


eeS 
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At this festive season of the year 
we wish you joy and happiness in 
special measure, and trust that 
every day the whole year through 
may happy be for you and one 
whose happiness depends on you 


Manchester Laundry 


Office: BINGHAM BLOCK 
Central sq. 


Telephone 85-W 


The Breeze $2 a year, $1 for six 
months. 


WILLMONTON’S 
GENERAL INSURANCE AGENCY 


MANCHESTER 


Gordon Crafts, who is associated 
with the Bowker Insecticide Co., at 
Baltimore, Md., was home for the hol- 
iday. 

Mr. and Mrs. Wm. J. Johnson spent 
Christmas in Swampscott with the 
former’s son, Fred M. Johnson, and 
family. 

Miss Hester Rust entertained a 
number of her young lady friends at 
a birthday party and dinner Wednes- 
day evening. 

Wm. Russell, who recently joined 


the navy and is stationed at Newport, . 


R. I., spent Christmas with his par- 
ents, at the Cove. 

Mr. and Mrs. Walter B. Calder- 
wood went to Maine to spend Christ- 
mas with the former’s father, Mark 
Calderwood, at Rockport. 

Mr. and Mrs. George Horsford 
(Mildred Peart), of Merrimac, visit- 
ed with Mrs. Horsford’s parents, Mr. 
and Mrs. Charles R. Peart, over the 
holiday. 

Members of the afternoon whist 
club and their husbands were enter- 
tained at a dinner at the home of Mr, 
and Mrs. Alfred Hooper, Wednesday 
evening. 

Mrs. Charles Hooper and young 
son, accompanied by Miss Helen 
Cooney, are leaving on Monday for 
an extended visit at Miss Hooper’s 
former home in Bradentown, Fla. 

Mr. and Mrs. James Salter, of 
Danvers, formerly of Manchester, 
have issued invitations for the mar- 
riage of their daughter, Grace Louise, 
to Gordon F. Woodberry, which 
takes place Saturday evening, Jan. 1, 
at 7 o'clock, at the First Conggrega- 
tional church, Danvers Highlands. A 
reception will immediately follow the 
ceremony, at 10 Sylvan st., Danvers. 


Wit Mancuester Boy Scouts 


The Boy Scouts held their Christ- 
mas observances at the scouthouse 
Wednesday evening. There were two 
trees, which were loaded with pres- 
ents for the 30 or more members pres- 
ent. Each boy was obliged to bring 
at least one present, which included 
the usual assortment of useful, orna- 
mental and fancy articles that were 
distributed among the boys. 

After the trees were dismantled of 
their various packages the boys, 
through the generosity of F. M. 
Whitehouse, were provided with a 
treat consisting of a bountiful supply 
of ice cream, cake and chocolate. 


SURETY BONDS 
Manchester-by-the-Sea, Mass. 
School and Union Streets 
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(CLASSIFIED | ADVERTISEMENT ; 


Advertisements under this head 2c a word the first week. le 
a word after the first week. Stamps may be used in payment. 


Board and Room 


Position Wanted 


WILL TAKE child or elderly lady to 
board.. Tel. Manchester 647-J. 51-53 


Rooms Wanted 


ee 
WANTED—2 or 3 furnished rooms and 


bath, with heat and light, suitable for 
light housekeeping, by married couple; 
no children.—N. F. W., Breeze office. 


Boys Wanted 


en 
BOYS WANTED — To sell vanilla after 
school. Send for free sample bottle.— 
WAKEFIELD EXTRACT CO., Sanborn- 
ville, N. H 46-53 


Work Wanted 


WOMAN will go out working by the hour 
or day. ‘Tel. Manchester 647-J. 51-953 


WILL ACCOMMODATE for week-ends or 
keep house open for accommodation. 
Any kind of work.—26 Elm st., Man- 
chester. 47tf. 


=| 


For Sale 


IRISH TERRIER PUPPIES — thorough- 
breds, for sale—John J. Connors, Tap- 


pan st., Manchester. 52tf. 
PEKINGESE for sale. Very handsome 
sleeve puppy. Three month. Weighs 
14 pounds. Lovely short face, with 
black mask. Also wire haired fox ter- 
rier. Son of Champion Pride’s Hill 
Tweaken. One year. House broken. 


Lovely companion.—Mrs. R. Curry, 603 
Essex St., Beverly. Phone 247-J. 20-22 


The Breeze $2 year, $1 six months. 


MANCHESTER CHURCHES 


Baptist church, Rev. H. E. Levoy, 
minister —The week of prayer will be 
observed January 3 to 9. Remember, 
there will be a prayer service every 
evening during the week. Do not ne- 
glect this privilege and duty next 
week. 

Sunday, at 10.45, New Year’s ser- 
mon by the pastor. Start the new 
year right by attending divine wor- 
ship. You are welcome. Sunday eve- 
ning, at 7 o’clock—pastor’s subject, 
“New Year’s Resolutions Worth 
While.” Come and bring a friend. 

The pastor wishes to express his 
thanks for the Christmas gifts from 
his friends. 


The Manchester Baptist C. E. soct- 
ety was the winner of the special 
award given for the society with the 
largest attendance at the monthly 
meeting of the Salem Union C. E. 
meeting in Salem the first of this 
week. 


Congregational church, Rev. F. W. 
Manning, pastor—The subject of the 
Sunday morning sermon will be “The 
Presence of God.” At the close of 
the service the Sacrament of the 
Lord’s Supper will be observed. Sun- 
day evening’s service will be at 7 
o’clock. It will be a service of song, 
with a short sermon, the subject of 
which will be “Habit.” Be in church 
the first Sunday of the new year! The 
public is cordially invited. 


The Holy Name society will attend 
the union services of the Manchester, 
Gloucester and Rockport societies at 
Gloucester, Sunday afternoon. 


A chip on the shoulder is too heavy 
a piece of baggage to carry through 
life. 


OTICE is hereby given, that the sub- 
scribers have been duly appointed 
executors of the will of Thomas Jefferson 
Coolidge, late of Manchester, in the coun- 
ty of Essex, deceased, testate, and have 
taken upon themselves that trust by giv- 
ing bonds. All persons having demands 
upon the estate of said deceased are re- 
quired to exhibit the same, and all per- 
sons indebted to said estate are called 
upon to make payment to Frederic C. Du- 
maine. (Address) Ames building, 1 Court 
st., Boston, Mass. 
FREDERIC C. DUMAINE, 
FRANCIS R. HART, 
Executors. 
December 16, 1920. 
del7-24-31 


NOTICE 


The annual meeting of the stockholders 
of the Manchester Trust Company will 
be held in the Congregational chapel, in 
Manchester, Mass., on Tuesday, the 11th 
day of January, 1921, at two o’clock in 
the afternoon, for the purpose of elect- 
ing directors for the ensuing year and the 
transaction of any other business that 
may legally come before said meeting. 

Frep A. TIBBETTS, 
Secretary. 
Dece.30, 1920. 


EVANGELICAL SERVICES 


Manchester, Mass., 


At Baptist CHurcH, MANCHESTER, 
BEGINNING JAN. 9 

Evangelistic services will be held in 
the Baptist church, Manchester, be- 
ginning Sunday, Jan. 9. Rev. Fred- 
rick McNeill, of Boston, will assist 
the pastor in conducting the services. 
He is a man of pleasing personality 
and has an inspiring message. A 
hearty invitation is extended to the 
community to join us in these meet- 
ings. . 

The Breeze would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 


N. GREENBERG 


BOOT and SHOE REPAIRING 


All work done by the Goodyear Welt 
Shoe Repairing System 


(Opp. P. 0.) 


34 Union St. Manchester 


Manchester Magnolia Bev. Farms Boston 
SMITH’S EXPRESS COMPANY 
Principal Boston Office: 32 Court Soa. 
Tel.: Boston Main 489; Manchester 119 
First-Class Storage for Furniture 
Separate Rooms Under Lock 
MANCHESTER MASS. 


AS GOOD AS EVER 


The Kind You 
Used Before 
the War 


KING ARTHUR FLOUR 


—Order from Your Grocer— 


INSURANCE 
Any Kind Anywhere Any Amount 
GEO. E. B. STROPLE 
General Manager 
Also District Manager John Hancock 
Mutual Life Ins. Co., of Boston 


ROCKPORT, MASS. 


MANCHESTER 


Miss Florence McDonald spent the 
holiday as a guest of Mr. and Mrs. 
John C. Mackin at Manchester, N. H. 


COMMUNITY OBSERVANCE OF XMAS 
IN MANCHESTER 


Christmas Eve was ideal for an 
outdoor observance of Christmas. It 
was a wonderful evening, with the 
full moon shining brightly, not a 
cloud in the sky, and with no snow on 
the ground. Because of conditions 
opposite to these, the past few years, 
Manchester’s community celebration 
of Christmas was changed this year 
from the Common to! Horticultural 
hall. While the Christmas tree in 
front of Town hall was ablaze with 
light and attracted many people, espe- 
cially the younger folk, during the 
afternoon and evening, the real cele- 
bration, under the auspices of the Ar- 
bella club of girls, was at Horticultur- 


al hall, where Christmas corals were 
sung. 


New Orricers or Masconomo 
CouNCIL OF POCAHONTAS 


The officers of Masconomo council, 
Degree of Pocahontas, Manchester, 
elected at the last meeting,! follow: 

Elizabeth A. Lethbridge, Pocahon- 
tas; Mrs. Eliza Roberts, winona; 
Mrs. Cleve Bell, prophetess; Edwin 
F. Preston, powhatan; Mrs. Alberta 
Harvie, keeper of records; Mrs. Helen 
Andrews, keeper of wampum; Mrs. 
Susan Crombie, collector of wampum; 
Mrs. Hattie Preston, trustee for three 
years. 


The BREEZE $2 year, $1 six months. 
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MT. PLEASANT DAIRY 
RO en BA Ris 


Dealers in 


Wallace Portable Lamps 


Special Price - - - - - $3.25 


MILK 


Teaming done to order. 
Gravel and Rough Stone. 


MANCHESTER - - -. MASS, 
P. O. Box 129 - Telephone Connection 


These small portables are adapted to 
most any service. Can be quickly 


attached to mirrors, bed posts, etc. 
Would make an excellent Xmas gift. 


Regular price. . .$4.25 to $5.00 


Manchester Electric Company 
CENTRAL SQUARE 


J. P. LATIONS 


CARRIAGE BUILDER — AUTOMOBILE REPAIRING 
Special Attention to Automobile Painting 


Auto Trimming—Slip Covers—Tops Recovered 
Telephone 206-M 


DEPOT 8qQ. 


Silva's Express 


Joun L. Suva, Proprietor 
LOCAL EXPRESSING 
Furniture and Piano Moving by 
Auto Trucks, long distance or local 
STORAGE FOR FURNITURE 
Rubbish and Garbage Collected 


TEL O. Box 223 


ee d=Vs , 
Residence: Morse Ct., Manchester 


G. A. KNOERR 
Everything Electrical 


4 School St.. MANCHESTER 
Telephone 259-R (House 259-W) 


McDonatp 

Boston, 
Miss Annie C. McDonald, sister of 
Bert McDonald, of Forest st., Man- 
chester, were united in marriage on 
Christmas Eve by the Rev. Frederic 
W. Manning, of the Congl. church, 


MEYERS 
George Meyers, of 


and 


Manchester. 


Augustus Ferreira—jobbing express 
and local trucking. Tel. 318-J. adv. 
Famous Stevens-Strong work shoes 
at Bell’s Beach st. store. adv. 


Nothin’ will attract a crowd to a 
boosters’ meetin’ quicker’n a_ free 
lunch. 


Storage for Carriages 
MANCHESTER 


MANCHESTER 


Miss Dorothy Wilcox has been 
home for a week’s visit from Johns- 
town; Neay. 

Miss Esther Carroll returned to 
Hyannis, Christmas Day, after spend- 
ing her vacation with her parents on 
Summer st. 

Claire Peters has moved his bicycle 
repairs and sundries shop from the 
Allen building on Summer st. to the 
former Woodbury building on Beach 
St. 

A series of tournaments will be 
started at the Manchester club the 
first of the year, which will include 
whist, cribbabe and handicap cow- 
boy pool. This latter is something of 
a novelty and should provide a lot of 
fun for the participants. Suitable 
prizes will be awarded at the close of 
the tournaments. 

Pupils of the G. A. Priest school 
had an exhibition of sloyd work at 
the Price school last week. A wide 
variety of articles were shown, in- 
cluding many useful household arti- 
cles as well as numerous toys, all of 
which showed remarkably — clever 
workmanship and finish, for boys of 
these grades, and which reflects much 
credit on their teacher in this branch 
of school work. 


VALENTINE’S TRUCKING CO. 


BOSTON TO GLOUCESTER DAILY 
by way of Beverly Farms, Manchester, Magnolia 
Large and Small Shipments in Either Direction 
also large shipments direct by truck to New York 

CAPACITY: 3 TO 7 TONS—4 TRUCKS 
Telephone 375-W, E. L. Valentine, 49 School st., Manchester 


UNION ST. 
FISH MARKET 


W. H. Clancy, Proprietor 


40 Union St. - - - MANCHESTER 
Open all Winter 


All kinds of Fish in season 


— Also — 
MEATS AT CUT PRICES 


TELEPHONE 99-J. 


LIBRARY NOTES 


New Books in Manchester Public Library 


N this year’s list will be found two 
volumes of poetry — “Reynard, the 
Fox,’ and “Enslaved’—by Mase- 
field. “Reynard, the Fox,’ gives a 
vivid description of a fox hunt at an 
English country place. This author 
has the faculty of making his: char- 
acters very real. It is a great pro- 
duction, both as poetry and as a nar- 
rative. “Enslaved,” which gives the 
title to the second volume, is a very 
strong poem. Be sure and read it. 

“Health Through Willpower,’ by 
Dr. Walsh, is a book that should be 
read by many people. Very few of us 
realize what an influence the will may 
exert upon our physical as well as our 
mental life. Many of the ills that 
flesh is heir to could be curtailed and 
in some cases done away with by a 
proper use of our willpower. 

One of the few women here in 
America that write good essays is 
Mrs. F. K. Gerould. Her “Modes 
and Morals” is a thought-provoking 
book. 

A very readable book is “From 
Place to Place,’ by Irving Cobb. 
There is not a dull page in it. 

Christopher Morley has _ published 
some bright and witty essays under 
the title, “Mince Pie.’ I can guaran- 
tee that you will enjoy his “mince 
pie” and that you will not get indiges- 
tion. 

“The Haunted Hour,’ by Margar- 
et Widdemer, is an anthology of 
verse having to do with the return of 


. 
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spirits to earth. It is a very interest- 
ing collection. In it you may find a 
number of fine lyrics, some poems full 
of pathos, and some that are very 
amusing, especially some of the poems 
of Thomas Hood. 

A book for the thoughtful reader 
is “An Irishman Looks at his World,” 
by G. A. Birmingham, the well-known 
Irish novelist. 

“Common Sense and Labor,” by S. 
Crowther, is a book that should do 
good. Both employer and employee 
may find in it helpful hints. 

The collected addresses of Calvin 
Coolidge, governor of Massachusetts 
and vice-president-elect of the United 
States, may be had in a small volume 
called, “Have Faith in Massachu- 
setts.’ Every voter should read this 
book. 

Some excellent thoughts are ex- 
pressed in beautiful language in 
“Spiritual Voices in Modern Litera- 
ture.’ Alfred Noyes, the English 
poet, is represented in 1920 by “The 


Elfin Artist,’ a small volume of 
poems. 
“People of Destiny,’ by Philip 


Gibbs, the famous English war cor- 
respondent, makes charming reading. 
In it he gives his views on America 
and Americans in a very entertaining 
manner. 

“Books in General,’ first and sec- 
ond series, are two volumes of witty 
comments on literary subjects. 

For a number of years we have had 
Braithwaite’s “Anthology of Maga- 
sine Verse.’ ‘This year’s volume has 
just come to hand. In it you will find 
some good verse. 

Three other worthwhile books re- 
cently mentioned in “Library Notes” 
are “Personal Prejudices,’ by Mrs. 
C. R. Sturgess; “Heart of New Eng- 
land,’ a volume of poems by Abbie 
Farwell Brown, and “Live and Be 
Young,” by Vance Thompson. 

Next week we hope to have some 
new books. —R. T. G. 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NortH SHORE 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 


The Breeze would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 


What did we do with all our money 
before the automobile days? 


Jobbing express and local trucking. 
Augustus Ferreira. Tel. 318-J. adv. 


SEND 


or not. 


the BREEZE your news items, 
whether you are a subscriber 
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Staple and Fancy Groceries 


S. S. PIERCE GOODS 
BULLOCK BROS., GROCERS 


POST OFFICE BLOCK 


Telephone 190 


MANCHESTER 


TELEPHONES: 217. 8388 


CLASS REUNION 


Manc#ester HicH ScHoot, 1920, 


Hetp ENjoyaBLeE PARTY 


The reunion, held in the Horticul- 
tural shall, Manchester, Wednesday 
evening, Dec. 29, proved that 1920 is 
still able to put things through with 
the snap and vigor it had in its High 
school days. 

Miss Bella C. Porter and Miss Eth- 
el Allen, of the present faculty of the 
High school, Miss H. Adele Howe, 
formerly of the teaching force, and 
Charles Peart, good friend of the 
school and the class of 1920, were 
guests of the class. 

A frame-work over the banquet ta- 
ble was trimmed with the class col- 
ors, royal purple and gold, and the 
same color scheme was carried out in 
the favors and menus. 

George S. Sinnicks and Chester L. 
Crafts served a turkey dinner, at the 
conclusion of which, the president, 
Nelson Butler, introduced the toast- 
master, Arthur Miguel. Although 
Mr. Miguel had not been warned un- 
til just before the banquet that he 
would be called upon, he arose to the 
occasion nobly, and proceeded to turn 
the tables by calling on the guests and 
members of the class, who were equal- 
ly unprepared. Miss Howe, Miss 
Porter, Miss Allen, Mr. Peart, and 
several members of the class, respond- 
ed with impromptu speeches, which 
caused a good deal of merriment. 

Mr. Sinnicks and Mr. Crafts also 
spoke briefly, and were given three 
cheers in recognition of their services. 


ALLEN’S DRUG STORE, MANCHESTER 


Corner School and Union Sts. ; 
REGISTERED PHARMACISTS ALWAYS ON DUTY 


It one is busy call the other 


At an informal class meeting it was 
decided to make the reunions annual. 

The committee in charge of the re- 
union of Wednesday evening includ- 
ed Bernice Lee, Alice Flaherty, Alice 
Henneberry, John Wade, John Mor- 
ley, William Singleton and Nelson 
Butler, assisted by Charles R. Peart. 


MANCHESTER Boy Has THRILLING 
EXPERIENCES IN LOGGING 
CAMP 


Robert MacEachern arrived home 
several weeks ago from Lincoln, Me., 
where he has been for the past few 
weeks in a logging camp. 

Mr. MacEachern had many of the 
thrilling experiences that go with this 
sort of life, one of which proved 
nearly fatal. With his companion, he 
was working near another pair of 
choppers, who, when their tree was 
ready to fall, gave the alarm to get 
out of the way. MacEachern’s com- 
panion did not judge his distance 
correctly and the branches of the tree 
struck and felled him to the ground. 

In falling, his axe turned blade up- 
ermost and the unfortunate man put 
out his hand. directly on the razor-like 
edge, severing all four fingers of his 
hand. 

MacEachern escaped with only a 
few scratches from the tree branches. 


Latest styles in Lamson & Hubbard 
soft hats and caps at Bell’s Beach st. 
store. 

When you think of painting think 
of Tappan, 17 Bridge st., Manches- 
ites adv. 


a ae) 


Telephones 610, 611 


HOOPER’S 
GROCERY 


6 School St., Manchester 


High Grade 
STAPLE and FANCY 


Groceries 
Kitchen Furnishings 


S. S. PIERCE GROCERIES 
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“lt Se Uipeto sy OU Wr. GIVE You 
Goop LAUGH 


William Moore Patch offers a melo- 
dic pageant of youth, with more 
laughs, song hits and pretty girls than 
any musical show in years, “It’s Up 
to You,’ which opens at the Globe 
theatre, Boston, on Monday, Jan. 3. 
It is not typical. Far from it. This 
fact probably accounts in a measure, 
at least, for its extreme popularity. 
It is a marvel of stagecraft construct- 
ed upon original lines. But the play 
is not limited to the background; 1 
appears with equal weight in the su- 
perb chorus of singers, the nimble 
dancers and clever principals who 
furnish the action. And the action is 
swift, the situations ludicrous, the 
dialogue luminous with wit, the inter- 
pretation admirable. Few musical 
comedies have been more royally pro- 
duced. “Lavish” is the best word to 
describe the costumes, stage mount- 
ings and effects. 

The excruciatingly funny incidents 
of the plot of “It’s Up to You” con- 
cerns three modern musketeers who 
are in love with three modern Juliets. 
One of the musketeers is a burglar, 
another a modern Romeo and_ the 
third a race track gambler. Their 
struggle for success while promoting 
a real estate proposition is considered 
one of the funniest musical comedy 
stories of recent years. They hit the 
line hard and by hard work they make 
a city out of a swamp. 


Oss: 4 (Asasoe 
O88 oe 


STRAND THEATRE, LYNN 

Plenty of real jungle atmosphere is 
shown in ‘““The Revenge of Tarzan,” 
which comes to the Strand theatre, 
Lynn, next Monday, Tuesday and 
Wednesday. The tall, waving trees, 
the dense underbrush, the wild ani- 
mals, nothing is missing. Nine lions, 
five leopards, fifteen apes, six tigers, 
two chimpanzees, two elephants and 
twenty-four monkeys constitute the 
animalistic contribution to this photo- 


play version of the famous story, 
“The Return of Tarzan,’ by Edgar 
Rice Burroughs. 

With this will be shown Viola 
Dana in “Cinderella’s Twin,” a com- 
edy, “His One Best Pet,” featuring 


Snookey, the Monk, motion pictures 
of Annette Kellerman in swimming 
and diving taken by the slow motion 
camera, and the Topical Review. 
Thursday, Friday and Saturday 
will be shown “The Palace of Dark- 
ened Windows,” a story of the fas- 
cinating Orient, and Tom Mix in 
“The Texan.” A comedy, ‘“Neigh- 


” 


bors,” starring Buster Keaton, Illiter- 
ate Digest, and Review complete the 
program. 


HortTiIcuLTURAL HALL, MANCHESTER 


For New Year’s Manager A. N. 
Sanborn has arranged a special after- 
noon and evening show, at the Horti- 
cultural hall, Manchester. Matinee at 
3; evening at 7.30. The features of 
the big double bill are Bebe Daniels 
in “You Never Can Tell” and Mau- 
rice Tourneur’s picture, “The White 
Circle,” with an all-star cast. 

Another special program has been 
arranged for Tuesday afternoon and 
evening, for the Pocahontas benefit. 
There will be a special matinee at 3.- 
30 o’clock, while the evening show 
will begin at 7.30. Mabel Normand’s 
most popular screen success, “Mick- 
ey,” will be the feature of this show. 
There will also be another episode of 


“Bride: lo, Mnteyrc., [ef inks the 
“The Bowling Alley,’ News Reel 
and Ford Weekly. 

Ware THEATRE, BEVERLY 


Week of Jan. 3 


Monday and Tuesday—Mack Sen- 
nett comedy, “Down on the Farm’; 
Ethel Clayton in “The Sins of Ro- 
zanne.”’ 

Wednesday and Thursday — Bert 
Lytell in “The Great Redemption” ; 
comedy; Chester Travel Pictures. 

Friday and Saturday — Hobart 
Bosworth in “His Own Soul”; com- 
edy, Topics of the Day and Ware 
Theatre News. 


SERVICE THE MEASURE OF SUCCESS 
(The Cave Scout, Boys’ Life) 


It isn’t the cut of the clothes that you 


wear, 
Nor the stuff out of which they are 

made, 
Though choSen with taste and fastidious 

care, 


And it isn’t the price that you paid; 
It isn’t the size of your pile in the bank, 
Nor the number of acres you own, 
It isn’t a question of prestige or rank, 
Nor of sinew and muscle and bone; 
It isn’t the servants that come at your 
eall, 
It isn’t the things you possess, 
Whether many, or little—or nothing at 
all, 
It’s service that measures success. 


It isn’t a question of name, or of length 
Of an ancestral pedigree, 
Nor a question of mental vigor and 
strength, 
Nor a question of social degree; 
It isn’t a question of city or town, 
Nor a question of doctrine or creed, 
It isn’t a question of fame or renown, 
Nor a question of valorous deed; 
But he who makes somebody happy each 
day, 
And he who gives heed to distress, 
Will find satisfaction the richest of pay, 
For it’s service that measures success. 


They are never alone who are ac- 
companied with noble thoughts.—Sir 
P. SIDNEY. 
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WINTER WEATHER 


NortH SHore Has First SNow oF 
THE SEASON 

The winter’s first real cold snap 
was short-lived, but it was genuine 
while it lasted, and as it caught a good 
many unawares, the discomforts were 
many from the short period of zero 
weather. A young blizzard followed 
close on the heels of the cold and coy- 
ered the ground with a blanket of 
about two inches of snow, also the 
first of the season. The snow storm 
was of short duration. 

The cold wave arrived on Christ- 
mas morning when the thermometer 
registered from eight to ten degrees 
above zero. It never warmed up much 
during the day either. Jack Frost 
hung close and the wintry blasts kept 
the mercury from rising but little. At 
nightfall, the glass began to drop 
again, and daybreak Sunday saw the 
lowest temperature of the season. It 
ranged from one degree below zero 
to about five degrees above. 

The weather moderated consider- 
ably Sunday and the temperature con- 
tinued to rise gradually during the 
evening. At midnight, the glass reg- 
istered 21 degrees above. The moon 
disappeared during the night and be- 
tween 3 and 4 o’clock it began to 
snow. The most of the snow fell be- 
tween that time and 9 o’clock, there 
being nearly three inches on the level. 

There was not enough snow to 
cause any tieup. Traffic was main- 
tained as usual. The weather has 
continued cold all week, and the snow 
has remained. Coasting is good and 
skiing and toboganning is being en- 
joyed at many places along the Shore. 


Opp FELLows Stitt tn Pircu Tour- 
NAMENT LEAD 

The pitch tournament players con- 
tinued their play Monday evening at 
Horticultural hall, Manchester. The 
play was close and exciting, the Odd 
Fellows managing to retain their lead, 
but by only a slight margin. The 
score for the evening was: Odd Fel- 
lows 20, Red Men 10; Firemen 21, 
Horticultural society 9; Legion 16, S. 
of V. 14. 

This leaves the Odd Fellows one 
game in the lead, as the totals are: 

Odd Fellows 92, Firemen 91, Red 
Men 71, Legion 70, S. of V. 68, Hor- 
ticultural society 58. 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NorrH SHoRE 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 


What’s become of the dude of a 
generation ago? Today we're all 
dudes from.the viewpoint of old stan- 
dards. 
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WHO ARE THESE MOVIE PLAYERS? 


IDENTIFY THEM! START NOW! 


$29,000.00 
Cash Be aris 


BOSTON AMERICAN 


in conjunction with 


THE BOSTON 


SUNDAY ADVERTISER 


is conducting a 60-day Test of New England’s knowledge of the people of the movies. 


Two Test Pictures, without names, are being printed every day. These are two of 
the Test pictures. Do you know them? 


It is not too late for you to enter this enjoyable Test and carry off $1,000 or one 
of the lesser awards. Jump in at once! Order next Sunday’s Advertiser now. 


t= GET ALL BACK PICTURES IN THE NEXT BOSTON 
SUNDAY ADVERTISER AND START ON EQUAL 
TERMS WITH THOSE WHO ENTERED THE TEST 
AT THE BEGINNING By 
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Now is the time to do your inside 
Do 
We can 


not 


painting and decorating. 


put it off until spring. 
give you better satisfaction now, at 
reasonable prices, than at a time 
when everybody wants their work 


done at once. 


“If it’s anything in paint 


we have it.” 


STEELE and ABBOTT CO. 


23 GCENTRALZ OT 


Assoc. Mem. Am. Soc. C. E. 


CIVIL ENGINEER 


Investigations and Reports—Design and Superintendence of Con- 
struction—Design of Roads and Avenues—Surveys and Estimates. 


ESTABLISHED 1897 


Lee’s Block, Manchester : 


Tel. 645-W 


RAYMOND C. ALLEN 


MANCHESTER 


Member Boston Soc. C. E. 


Tel. 73-R and W. 


“HARDWARE GIFTS 


CAKE MIXERS 


TABLE CUTLERY 


ARBSWSEGUlGI Piss 


— Just come in and look over our varied assortment of Christmas items. 
You can shop here for every member of the family. There are gifts 
for father, mother and the youngsters. 


ELECTRIC DEVICES 


TABLE LAMPS CASSEROLES POCKET CUTLERY 
TOOLS WATCHES VACUUM BOTTLES 
SLEDS AIR RIFLES 
Telephone 10 School St. 
ee cae JOHN W. CARTER CO. via cntsrer 


MANCHESTER 


Miss Olive Jenness, a former teach- 
er here, was in town last week renew- 
ing acquaintances. 

Mr. and Mrs. Francis M. Andrews, 
Jr., are spending the holidays with 
Mr. Andrews’ parents, on North st. 

Mr. and Mrs. Harlan G. Morgan 
spent the holiday at Lynn at the home 
of their daughter, Mrs. George Pear- 
son. 

Charles E. Dodge has this week re- 
turned to May’s Landing, N. J., after 
a several weeks’ visit at the home of 
his mother, on School st. 


The first meeting of the Arbella 
club this winter will be held at the 
home of Mrs. William Hooper, West 
Manchester, next Monday afternoon, 
at 4.30. There will be the annual 
election of officers. 


Harry Muller has been on from 
Washington the past week for a visit 
with Mr. and Mrs. William Till and 
family, Central st. Mr. Muller was 
at one time organist and choir-master 
at St. John’s church, Beverly Farms. 
He is now organist in the First Congl. 
church, Washington. 


Mrs. Frank L. Floyd and daughter, 
Alice, are visiting at Mrs. Floyd’s 
former home in Amesbury. 

Miss Ethel Hooper is spending her 
vacation at the home of her brother, 
Charles Hooper and family, Desmond 
ave. Miss Hooper teaches in Water- 
bury, Conn. 

Miss Nina Sinnicks, who teaches in 
Oxford, has been spending the holi- 
day vacation with her parents, Mr. 
and Mrs. G. A. Sinnicks, Foster lane. 

The postoffice will observe the usu- 
al holiday hours tomorrow and there 
will be no carried delivery. Patrons 
may obtain their mail by calling for 
it at the office before 10.15 a. m. 


Miss Emma Prest, who came home 
from Lawrence, Christmas, for a hol- 
iday visit, has been caring for her 
mother, Mrs. Emma Prest, who was 
threatened with an attack of pneu- 
monia. 


Mr. and Mrs. E. Russell Lloyd 
(Annabelle Lodge), and their two 
small children, will leave next Thurs- 
day for their new home in Palermo, 
California. Mr. Lloyd and his broth- 
er have a large plantation there, de- 
voted largely to the raising of olives. 


Dee. 31, 1929 
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PROF. JAMES 


or 


: 
the brilliant psychologist at Har- ! 
vard, asked a carpenter who was 
working on the place if he thought 
all carpenters stood on the same 4 
level, and if not how he would in- 
dicate the difference between men— 
10, 20, 30 percent or whatever. 

°, 


The carpenter, after pondering the 
question all day, finally said: ‘‘ There 
ain’t much difference between men, 
but what there is is mighty import- 
aya es? 


CORSET SHG 


look alike, and most of them are 
alike, absolutely alike. The differ- 
ence between them and us, however, 
is ‘‘mighty important.’’ Our dis- 
tinctive work begins where their’s 
leave off. They merely ‘‘try-on’’ a 
ready-made model — we actually 
‘‘tailor-fit’’ it, alter it—in every in- 
stance—to fit just you. 


Ivy Corset Shop 


143 Essex St., Salem. 
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Randolph Knight returned -to Al- 
bany, the first of the week, after 
spending Christmas at the home of his 
parents, Mr. and Mrs. Edward S. 
Knight. 


WILL ORGANIZE CLASS IN NURSING 
IN MANCHESTER 

Miss West, the new superintendent 
of the Beverly hospital, in an effort 
to interest the people in nursing, will 
give a course-of lessons at the Forster 
house, 41 Central st., Manchester. 
These lessons, which are to cover a 
period of ten weeks, will be given 
each Friday evening beginning at 7.- 
30 o’clock—the first lesson to be on 
iEawe 

America at the present time is con- 
fronted with the serious problem of a 
great shortage of nurses both for pri- 
vate and hospital work. Though 
equipped with everything to carry on 
the great work, hospitals all over the 
country find themselves seriously han- 
dicapped by the lack of nurses. 

The need of nurses is very grave, 
and there are times when even the 
slightest knowledge of the proper 
care of the sick or the injured will 
save a human life. 

One of the objects of the lessons 
given by Miss West is to awaken the 
interest of the young people in this 
line of work. The lessons will be sim- 
ilar to those given by the Red Cross 
during the war, though they will be 
carried on along different lines. 

It should be understood that there 
will be no expense attached to the les- 
sons and no obligations will ensue; 
also that the lessons are open and free 
to any who may want to attend— 
young or old, male or female. 


Dec. 31, 1920 


LADIES’ 


MANCHESTER 


Schools will reopen next Monday. 

Miss Helen Cheever has returned 
from a short visit with her aunt, Mrs. 
Ernest Mead, in Wellesley Farms. 

Miss Kathleen Slade was a holiday 
guest at the home of her parents, Mr. 
and Mrs. Henry L. Slade, Putnam ct. 

Mr. and Mrs. Frank Crombie left 
yesterday for an extended visit at the 
home of their daughter, Mrs. Witt, in 
Belchertown. 

Congratulations are being extended 
to Mr. and Mrs. John Henry, Tappan 
st., on the birth of a daughter on Dec. 
18—their fifth child. 

Cutler F. Height, an employee at 
Brownland Cottages, is leaving Sat- 
urday for a several weeks’ visit at his 
home in Nova Scotia. 

Miss H. Adele Howe, of Needham, 
a former teacher at the High school, 
spent part of the holidays with Miss 
Bella C. Porter, School st. 

Mrs. Jeffrey S. Reed returned yes- 
terday from Huntington hospital, 
Brookline, where she went the first 
of the week for treatment. 

The Women’s Relief corps, Sons of 
Veterans and Grand Army had a 
Christmas tree party and entertain- 
ment last evening in G. A. R. hall. 

Mr. and Mrs. James Sheehan, of 
Boston, were down over Christmas 
with Mr. Sheehan’s parents, Mr. and 
Mrs. Daniel Sheehan, Norwood ave. 


The Breeze $2 a year, $1 for six 
months. 


Devoe’s Specialize 


BLOUSES 
SILK PETTICOATS 
LISLE and 


and always the newest in NECKWEAR 


Devoe’s Smart Shop 


304 Essex St. (cor. North) 


in 
UNDERWEAR 


HANDKERCHIEFS 
SILK HOSIERY 


SALEM 


Statement of the Ownership, Management, 
Circulation, etc., Required by the Act 
of Congress of August 24, 1912 
Of North Shore Breeze, published weekly 

at Manchester, Mass., for Oct. 1, 1920: 


State of Massachusetts 
County of Hssex 


Before me, a notary public, in and for 
the state and county aforesaid, personally 
appeared J. Alex. Lodge, who, having 
been duly sworn according to law, de- 
poses and says that he is the editor of 
the North Shore Breeze and that the fol- 
lowing is, to the best of his knowledge 
and belief, a true statement of the owner- 
ship, management, ete., of the aforesaid 
publication for the date shown in the 
above caption, required by the Act of 
August 24, 1912, embodied in Section 443, 
Postal Laws and Regulations, to wit: 

1. That the names and addresses of the 
publisher, editor, managing editor and 
business managers are: 

Publishers, North Shore Breeze Co., 
Inc.; editor, J. Alex. Lodge, Manchester, 
Mass.; managing editor, same. 

2. That the owners are (Give names 
and addresses of individual owners, or, if 
a corporation, give its name and the 
names and addresses of stockholders own- 
ing or holding 1 percent or more of the 
total amount of stock.) 

J. Alex. Lodge, 894 shares, Manchester, 
Mass.; Mrs. T. Jefferson Coolidge, Man- 
chester, 10 shares; John N. Willys, New 
York city, 10 shares; George L. Hamilton, 


Malden, 10 shares. 
3 Maes the known bondholders, 
mortgagees, and other security holders 


owning or holding 1 percent or more total 
amount of bonds, mortgages, or other se- 
curities are: (If there are none, so state) 
None. 

4, That the two paragraphs next above, 
giving the names of owners, stockholders, 
and security holders, if any, contain not 
only the list of stockholders and security 
holders as they appear upon the books of 


BUY A VICTROLA FOR NEW YEAR'S 


With Victor Records every one in the family can hear just the 


music of his or her own choice. 


Drop in on us today—let us explain our easy terms. 


VICTROLA PARLOR 


JOHN H. NEWELL’S DRY GOODS STORE 
220-224 Cabot St., BEVERLY 


J. J. MacDONALD 


Successor to J. F. Kilham 


MOTORCYCLES, BICYCLES and SUPPLIES 
PHONOGRAPHS SOLD AND REPAIRED 
AGENT FOR JOHNSON MOTOR WHEELS 


Near B. & M. Depot 


BEVERLY, MASS. 


Tel. 68-M. 
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H. M. PERKINS 
baberdasber 


246 Essex St. SALEM 


Big January Sale on Coats, Suits, Dresses 


WINER’S SAMPLE SHOP 
2465" ESSEX ST., SALEM 
Telephone 574-W Up one flight 


the company, but also, in cases where the 
stockholders or security holders appear 
upon the books of the company as trustee 
or in any other fiduciary relation, the 
name of the person or corporation, for 
whom such trustee is acting, is given; 
also that the said two paragraphs contain 
statements embracing affiant’s full knowl- 
edge and belief as to the circumstances 
and conditions under which stockholders 
and security holders who do not appear 
upon the books of the company as trus- 
tees, hold stock and securities in a capaci- 
ty other than that of a bona fide owner; 
and this affiant has no reason to believe 
that any other person, association, or cor- 
poration has any interest direct or indi- 
rect in the said stock, bonds, or other se- 
curities than as so stated by him. 
J. ALEX. LODGE, 
Editor. 

Sworn to and subscribed before me this 
3d day of December, 1920, 

(Seal) 

LYMAN W. FLOYD. 
(My Commission expires Jan. 21, 1927) 


ACCIDENT TO MANCHES- 
TER CovE MAN 


William Goodall, gardener at the F. 
M. Whitehouse estate, met with a seri- 
ous accident Wednesday afternoon. 
Mr. Goodall and Stephen Crowe were 
out gunning in a boat at the Cove and 
were about to make a landing. Mr. 
Goodall stepped from the boat to a 
rock, but failed to get a secure foot- 
ing and slipped off and in doing so 
pulled his gun, which he was holding 
by the muzzle in his left hand, over 
the side of the boat, catching the trig- 
ger and discharging the piece. The 
charge of shot entered his left wrist 
and tore its way through the hand and 
fingers, badly mutilating the hand and 
the little finger and the one next to it 
to such an extent that saving them is 
doubtful. 

Medical aid was hastily summoned 
and the injured man was rushed to 
the Beverly hospital, where today he 
was reported as resting comfortably. 


SHOOTING 


Really big men love to lock arms 


with difficulties that would floor 
weaklings. They find joy in heroic 
effort. 


HERMAN E. AYERS 
LOCAL REPRESENTATIVE 
International Correspondence Schools 


Res. and office, 65 Essex St. BEVERLY 
Hrs., 6 to 10 p. m. Sat. Tel. 338-W. 
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MAGNOLIA 


To all its Magnolia readers, at 
home and elsewhere, the BREEZE ex- 
tends its best wishes for a Prosper- 
ous and Happy New Year. 


Wm. Hunt was home from Tufts 
for the holidays. 

Ernest Howe spent Christmas with 
his family on Englewood rd. 

Miss Dorothea McGaughey, of 
New York, is visiting her mother, on 
Stanley rd. 

Mr. and Mrs. Peterson, of Magno- 
lia ave., entertained Rev. Everett 
Lyon while he was in Magnolia. 

Mr. and Mrs. Russell Lucas and 
young son, of Beverly, spent Sunday 
with Mr. and Mrs. Ernest Lucas. 

Mr. and Mrs. Frederick Carter, of 
Natick, spent Christmas with Mr. and 
Mrs. Oscar Story on Western ave. 

Mrs. Ada Macone, of Cambridge, 
was at home for Christmas, with her 
parents, Mr. and Mrs. James Wolfe. 

Miss Margaret McCarthy, of Bos- 
ton, spent the holiday with her sister, 
Mrs. Edward Davis, on Western ave. 

Axel Nelson, of Allston, was the 
guest of his parents, Mr. and Mrs. 


Nicholas Nelson, a few days last 
week. 
Mr. and Mrs. Ernest Lucas and 


family spent their Christmas in Bev- 
erly, the guests of Mr. and Mrs. Rus- 
sell Lucas. 

Timothy McCarthy and his family 
have removed from the Lycett house 
in the square and have gone to Allston 
for the remainder of the winter. 

Miss Alice Swanson, who has re- 
cently completed her nurse’s course 
in the Malden hospital, has been the 
guest of her parents, Mr. and Mrs. 
Oscar Swanson, on Magnolia ave. 


ACTIVITIES OF THE LEND-A-HAND 
CLUB 


The Lend-a-Hand club had a tur- 
key supper in the Women’s clubhouse 
on Tuesday evening. It certainly was 
a gala occasion. Mrs. Teckla May 
was chef and she was assisted by vari- 
ous members of the club. Twenty- 
eight members sat down to the large, 
square table in the sitting room of the 
clubhouse. In the center of the table 
was a small Christmas tree and on it 
hung an unknown joke for each mem- 
ber. Much merriment was caused 
when, after the dinner, each one 
pulled the string attached to her place 
card and opened her joke. 

After dinner games were played 
and “Chi-Chi,” the famous Chinese 
fortune teller, sent them all home 
happy, promising that their wishes 
should come true. 

On Friday evening the Lend-a- 
Hand will give a New Year’s Eve 
dance at the Women’s club. Tickets, 
25c. Mrs. Philip Lycett has the affair 
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Shore Road, Magnolia, Mass. 


JONATHAN MAY | 
| 


REAL ESTATE and INSURANCE BROKER 


Sole Agent for the Gloucester Coal Co. | 


and Gloucester Electric Co. 


TELEPHONE 426-R. MAGNOLIA 


NOTARY PUBLIC 


MAGNOLIA MARKET | 


LAFAYETTE HUNT, Proprietor 
BEEF, PORK, MUTTON, HAM, POULTRY, VEGETABLES | 
AGENTS FOR DEERFOOT FARM CREAM AND BUTTER 


ORDERS TAKEN AND DELIVERED PROMPTLY 


Tel. 449-W 


Magnolia, Massachusetts 


in charge. The music will be fur- 
‘nished by Clayton Cunningham’s or- 
chestra, of Gloucester. 


CHRISTMAS CONCERT A SUCCESS 


The Christmas concert at the Vil- 
lage church, Magnolia, was much en- 
joyed by the children and their par- 
ents. Santa Claus was on hand, but, 
as he explained to the children, he 
certainly had a hard time getting to 
Magnolia at all. He told them that 
he started out in an airplane, but 
when he arrived in Boston he had 
propeller trouble; so he hunted around 
and finally got a Ford to make the 
rest of his calls in. Just as he thought 
he was going to get through all right, 
in fact until he got to Manchester, 
everything was all right, but there the 
Ford refused to go and poor Santa 
was compelled to start for Magnolia 
on foot and a hard time he would 
have had if “Lem” West had_ not 
come along and given him a ride in his 
wagon, but not in his sleigh. 

The tree for the Sunday school 
was provided by Wm. Edmonds and 
Victor’ Nelson. 

Boys’ Crus MEETING 

The Boys’ club met with Leo and 
Roy Nelson on Wednesday evening at 
their home on Western ave. Games 
were played and a very happy eve- 
ning was spent. The next evening’s 
meeting will be with Franklin Dun- 
bar in two weeks’ time, but they will 
meet on Sunday afternoon at the 
church to read, as usual. 


Henry DuNBAR 
The village was startled on Monday 
morning by the sudden death of Hen- 
ry Dunbar, at his home on Magnolia 
ave. Mr. Dunbar was 71 years of 
age. He was born in Nova Scotia, 


but for several years has made his 
home in Magnolia. He was the father — 
of Gordon Dunbar and the brother of 
Jabez Dunbar. 

Mr. Dunbar was a man of quiet dis- 
position, unassuming, but a’ good 
friend to those he came in contact — 
with. His circle of friends will miss 
him from their midst. Funeral ser- 
vices were held from his home, on 
Wednesday afternoon. 


Cuurcu Notes, MAGNOLIA 


Services in the Village church at 
10.45 on Sunday morning. Mr. Hud- — 
son, of the ‘Andover Theological — 
school will preach. Sunday school 
follows the morning service. 

Sunday evening there will be a ser- 
vice at 7.30. | 
Last Sunday Rev. Everett Lyon, of 
Lowell, preached in the church. The — 
little song service in the evening was — 
much enjoyed by all. Donald Story’s — 

violin added much to the music. 

The annual business meeting of the 
church will be held on Wednesday 
evening, Jan. 5. The business meet- 
ing will be preceded by a supper for 
the members at 6.30. 


The Breeze would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 


1 

. 

Nothing will get a woman talked : 
about by her neighbors so much as 
sittin’ on the front porch in the fore- 


noon. 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NorrH SHORE 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 


—or telephone 378, adv, 
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BEVERLY FARMS 


The Breeze extends to all its read- 
ers at Pride’s Crossing and Beverly 
Farms its best wishes for a happy and 
prosperous New Year. 


Miss Florence Washburn, of Roch- 
ester, N. Y., has been visiting friends 
at Beverly Farms the past week. 

Miss Elizabeth Harding has been 
spending the Christmas vacation visit- 
ing her home at South Union, Me. 

Mr. and Mrs. Franklin B. Dixon, 
of Burlington, Vt., are at Beverly 
Farms for a_ week’s visit with 
friends. : 

Miss Amy M. Striley, one of the 
Farms school teachers, has _ been 
spending the holidays at her home in 
Danvers. 

Preston W. R. corps will hold an 
important meeting in G. A. R. hall 
next Tuesday evening. The high wa- 
ter mark in membership has now been 
reached, the Corps having at the pres- 
ent time 100 members. 

A party of Beverly Farms young 
people are to enjoy New Year’s and 
the week-end at the Peabody camp 
cottage on the shores of Lake Che- 
bacco. One of the pleasant features 
of the outing will be a turkey dinner. 

Funeral services for John F. Wy- 
att, the well-known Pride’s Crossing 
business man, were held last Friday 
afternoon from his late home, 568 
Hale st., and were attended by a large 
number of relatives and friends. Rev. 
Clarence S. Pond officiated. At the 
grave in the Beverly Farms cemetery, 
Magnolia lodge of Odd Fellows, Man- 
chester, and Liberty lodge of Masons, 
Beverly, of which the deceased was a 
member, theld their ritual committal 
services. There were many floral 
pieces. 

Chief of Police William R. Tucker 
has tendered his resignation as chief 
of the Beverly police department, to 
take effect Jan. The resignation 
was read at the meeting of the board 
of aldermen last Monday evening. 
Chief Tucker has made a notable rec- 
ord, has proved a faithful and effi- 
cient executive and there are many in 
the city who will be very sorry to see 
him leave the police department. He 
chooses, however, to go out of office 
with the mayor, who appointed him, 
being named four years ago by Mayor 
McPherson. 


Poultry and Game 
Eggs and Butter 
Fruit and Berries 
The Best Quality 


& 


Capt. Herman MacDonatp WILL 
Be Gov. Cox’s SECRETARY 


It is with a feeling of considerable 
pride that the people of Beverly 
Farms and vicinity learned Monday 
of the appointment of Capt. Herman 
A. MacDonald as secretary to Gov- 
ernor Cox. While it has been ru- 
mored the past two or three weeks 
that the appointment would be made, 
it was not publicy known until the 
first of this week. 

Capt. -MacDonald is a_ Beverly 
Farms young man. His first experi- 
ence in public life came during the 
administration of the late Governor 


Guild. Following that, in 1911 and 
1912, he served as a member of the 


General Court, and for the next four 
years, 1913 to 1916, he was mayor of 
Beverly. 

He is a World war veteran, having 
served with the 26th and 36th divi- 
sions, Field Artillery, on the Soissons 
front. He was advanced from the 
rank of second lieutenant to captain. 
Previous to going to France, he had 
seen service on the Mexican border 
with the First Mass. Field Artillery. 

Capt. MacDonald is typically of the 
self-made man variety. He _ studied 
at the Boston Y. M. C. A. during his 
political career and was admitted to 
the Massachusetts bar. He now has 
a law office in Salem and is quite suc- 
cessful. He will assume his duties at 
the State House next Thursday, Jan. 
6. 


The Men’s Singing club, of Bever- 
ly, in their tour of the city on Christ- 
mas Eve, brought the spirit of Christ- 
mas cheer, the message of peace on 
earth and good will to men, to this 
section of the city, and the large num- 
ber who were on hand to hear them 
were well repaid. “The men probably 
never sang better. It was a beautiful 
moonlight night and the singing of the 

carols took place on the steps of the 
public library. 
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VINE STREET GARAGE 


W. P. Peterson, Proprietor 
Beverly Farms (Opp. R. R. Sta.) 
GENERAL GARAGE BUSINESS 


SPECIALIZING IN HIGH-GRADE REPAIR WORK 
Telephone 27 Beverly Farms 
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BREWER’S MARKET 


H. L. Morritt & Co., Inc, 


Meats and Provisions 


Orders Will be Collected Every 
Morning and Promptly Filled 


BEVERLY FARMS, MASS. 


Successors to Walter P. Brewer 


Telephone 133 


Have Your Prescriptions 
Filled at 


DELANEY’S 


Apothecary 


Corner Cabot and Abbott Streets 
BEVERLY 


We keep everything that a good 
drug store should keep. 


QUARTERS FC 
Way 


There is a strong sentiment at Bev- 
erly Farms in favor of providing suit- 
able quarters for M. J. Cadigan post, 
A. L. The Post now seems to be 
without any particular home or head- 
quarters, but has been holding its 
meetings at the public library hall. 

A proposition that seems to be a 
popular one is to allow the Legion 
boys to share the G. A. R. building 
with the other patriotic organiza- 
tions. In order to provide desired 
room and accommodations, alterations 
would have to be made and _ possibly 
an addition built. The basement of 
the building would provide accommo- 
dations for a pool and billiard table, 
besides additional room for other 
amusement features. It has _ been 
suggested that the Legion members 
get together on this proposition and 
if they decide on it favorably, a 
movement would no doubt be started 
at once to carry out the plan. 


The recent zero weather, together 
with the snow, has given the Beverly 
Farms boys and girls plenty of en- 
joyment in the way of skating and 
coasting, an opportunity that they 
have made the most of during the va- 
cation days. 

The signs recently placed on the 
highway entrances and exits of the 
city, by the department of public 


works, are attracting considerable at- 
tention. The wording on these signs 


as they are approached coming into 
the city is:—‘You are now entering 
Beverly, the Garden City, Welcome.” 
The other side of the sign reads :— 
“You are now leaving Beverly, the 
Garden City, Come Again.” One of 
these signs is at the Manchester line, 
another at the Wenham line. 
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--s«;BEVERLY FARMS 


Mr. and Mrs. Robert Leavitt, of 
Waterbury, Conn., have been among 
the visitors at Beverly Farms the past 
week. 

An inaugural reception and_ ball 
will be tendered Mayor-elect Frank 
D. Tuttle at City hall, Monday eve- 
ning, Jan. 3. 

Percy Huxley and family have re- 
turned home from a pleasant vaca- 
tion period over Christmas spent with 
relatives in New Jersey. 

Members of the local fire depart- 
ment will hold their monthly business 
meeting at the Beverly Farms fire sta- 
tion next Monday evening. 

Louis Voorhees has been ill the 
past week. He makes his home with 
his son-in-law and daughter, Mr. and 
Mrs. James E. McDonnell, West st. 

The inauguration of Beverly’s new 
city government will take place at 
noon at City hall next Monday. The 
program is similar to that of other 
years. 

James Connolly, of Everett st. a 
student at St. John’s Prep. school in 
Danvers, has been entertaining over 
the holidays a school chum, William 
Corcoran, of Montreal. 

Miss Sarah Donovan, a_ trained 
nurse, located for several years in 
New York, has been enjoying the hol- 
iday season visiting her father and 
sister, Peter Donovan and Miss Nel- 
lie Donovan, High st. 

After many years of faithful ser- 
vice, Benjamin F. Osborne has retired 
from the employment of the Lothrop 
Brown estate, and with Mrs. Osborne 
is now enjoying the declining years 
of his life at his cottage home on 
High st. 

Installation of officers of Preston 
post, 188, G. A. R., will take place in 
G. A. R. hall next Wednesday eve- 
ning. The installing officer will be 
Past Commander Eben Day. Follow- 
ing the official work a collation will 
be served. 

A Christmas party for the young 
people of St. John’s church was held 
in Marshall’s hall last Tuesday eve- 
ning. A Christmas tree, including a 
visit from Santa himself, a most 
pleasing entertainment and_ refresh- 
ments were on the program of the 
evening. 

There is practically nothing what- 
ever in the way of work by local con- 
tractors, and very little is in sight for 
the near future. This condition has 
forced many out of employment at the 
Farms. Local concerns say they have 
no memory of business conditions be- 
ing as dull as at the present time. 


The Shipping Board probe reveals 
once more that the government does- 
n’t know how to pilot the ship of busi-, 
ness. 
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BEHOLD, THE MAN! 


ODAY all up-to-date executives 

are pleading not for men—but for 
more man, more manliness, more 
manhood. More of that indefinable 
force which acts directly by its very 
presence, which commands attention, 
inspires confidence and creates the de- 
sire to be dealt with. 


We are born believers in this type 
of man. 

To see him is to believe in him. 

And the secret of our belief in him 
is his own belief in himself. 

He believes in himself and in the 
work he has to do. 

He believes in the firm for which 
he works. 

He believes in the man who directs 
his efforts. 

He believes in every one of his 


‘business associates. 


He believes in truthfulness and in 
loyalty and in perseverance. 

He believes in work and he believes 
in play. 

He believes in good cheer and good 
health. 

He believes in sunshine, fresh air, 
sobriety and sufficiency. 

He gives as he goes and grows as he 
gives. 

We are drawn to him, and cry 
aloud in salutation—Behold, the man! 
—Forbes. 
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S.A. Gentlee & Son 


S. A. GENTLEE 
TEL. 893-W. 


C. H. GENTLEE 
TEL. 893-R. 


UNDERTAKERS 


277 CABOT STREET 


Beverly 
Tel. 480 


Calls Answered Anywhere 
Day or Night 


Hoty Name Socreties Witt Horp 
SERVICE IN BEVERLY 

The Holy Name societies of the 
Beverly district will meet at St 
Mary’s church, Beverly, Sunday aft- 
ernoon at 3 o'clock. The sermon will 
be preached by Rev. Clement Flynn, 
O. M. I. A special bus will leave St. 
Margaret’s church for Beverly at 2.- 
30, and will return to Beverly Farms 
after the services. 

If you’ve got a devil in you, put 
him to work. His energy is very ex- 
cellent if rightly directed. 


INSCRIPTION ON MONUMENT REMOVED | 


Memorial at Magnolia Erected in Honor of Salem Man 
Strangely Obliterated — “How Fast Memories Fade!” 


OW fast memories fade! There 

stands, on the right side of the high- 
way as one approaches Magnolia and 
the Gloucester line from Manchester, 
a finished, four-square granite shaft, 
rising three or four feet above the 
ground, and utterly without any in- 
dication of why it is there. It bears 
on its front, near the top, a scoured 
face from which it is clear that some 
sort of inscription has been thorough- 
ly obliterated. No line or clew re- 
mains. 

When and why was the shaft put 
there and by whom, and when and 
why was the lettering erased and by 
whom, while the monument was al- 
lowed to remain? To remove the 
shaft involved little more effort than 
to remove its legend. There must be 
those living who recall the existence 
of the legend, but nobody remembers 
what it was. What said Deacon Low? 
No record of town officer or private 
delver gives the clew, beyond this, 
that one town officer remembers ren- 
ovating the characters it bore, but 
does not recall the purport. Put there 
by the public, or by a private hand, it 
seems to have outlived its purpose, 


and, silent and  wuncommunicative, 
stands there as mysterigus as the 
sphinx. 

In Hurd’s Two Volume History of 


Essex county, published in 1887, page 


1275, W. H. Tappan, quoting a man- 
uscript account of Manchester by 
Rev. Ezekiel Wallis Leach, dated 
1835, now in the archives of the Mas- 
sachusetts Historical society, says that 
Lieut. Henry Ward of the navy died 
there in 1825. Ward is one of the 
very old Salem names, much distin- 
guished, widely diffused, and matri- 
monially well connected. What Ward 
was this? Other authorities speak of 
an army officer dying there. Register 
of July 12, 1852, is quoted and the 
New England Palladium and Com- 
mercial Advertiser 

“In Manchester, on Saturday aft- 
ernoon, Lieut. Henry Ward, of the 
U.S. navy, aged 34, a native of Sa- 
lem. Lt. W. had for some time been 
in ill health and was on a short jour- 
ney in hopes of deriving benefit; he 
rode in a chaise in company with his 
lady. When he arrived at the tavern 
in Manchester, he complained of feel- 
ing worse, but thought he would en- 
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SHURCHES 


Along the North Shore 


MANCHESTER 


Orthodox Congregational, Rev. F. 
W. Manning, pastor. — Sunday 
morning worship, 10.45. Sunday 
school following the morning service. 
Sunday evening service, 7. Prayer 
meeting, Tuesday, 7.30, in the 
chapel. 

Baptist Church, Rev. Herbert KE. 
Levoy, pastor. — Public worship, 
10.45 a. m.; Bible school, 12, in the 
vestry. Men’s class, 12, auditorium. 
Junior and Intermediate societies, 
3.30. Y.P.S.C.E. meeting, 6. Eve- 
ning service, 7. Gospel Laymen’s 
league, Wednesdays, 7.30p.m. Prayer 
meeting, Friday evening at 7.30. 
Communion first Sunday in the 
month. All seats free at every ser- 
vice. 

Sacred Heart Church, Rev. W. 
George Mullin, rector. Sunday 
masses—8 and 10.30 a. m. Week- 
day mass, 7.30 a. m. Sunday eve- 
ning devotions at 7.30 o’clock. 


BEVERLY FARMS 


St. John’s Church (Episcopal), 
the Rev. Neilson Poe Carey, rector. 
Sunday school at 10 a. m. Morning 
service and sermon ll a. m. Holy 
communion first Sunday of each 
month, 11 a. m. Evening service 
and sermon 7.30 p. m. 

Beverly Farms Baptist Church, 
Rev. Clarence Strong Pond, minister. 
Morning worship and sermon, 10.45. 
Biblevschoo! at 12. Y. P. S. C. E., 
6.15 p.m. Evening worship and ser- 
mon, 7. Communion service the 
first Sunday in the month. Mid- 
week service, Wednesday at 8 p.m. 


St. Margaret’s, Rev. Nicholas R. 
Walsh, rector. Sunday masses at 
9 and 10.30 a. m.; children’s mass, 
Sundays at 9.30 a. m. Rosary and 
Benediction of the Blessed Sacra- 
ment at 8 p. m. Weekday masses 
at 8 a. m. Sodality, Tuesdays at 
8 p.m. Holy hour, Fridays at 8 p.m. 


MAGNOLIA 
Union Congregational. Sunday 
morning worship with sermon, 10.- 
45. For other notices see news col- 
umns. 


deavor to reach Gloucester. After 
riding some distance, he felt so. ill, 
that he could not proceed; he got out 
of the chaise and sat down by the 
roadside; fortunately his brother and 
another gentleman had _ overtaken 
Lieut. W. and his wife on the road 
and were then in company. A physi- 
cian was sent for, but before medical 
aid could be obtained Lieut. Ward 
was a corpse, having expired in the 
presence of his distressed wife and 
brother. He was a valuable and high- 
ly esteemed officer, and his death is a 
severe loss to the service and to his 
numerous friends. 

“Yesterday morning his remains 
were respectfully entombed, with mil- 
itary honors, from the house of his 
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TOWN NOTICES 


Meer GiH ES TER 


NOTICE 


All bills and claims against the town 
should be presented to the Town Account- 
ant on or before five o’clock p. m. Mon- 
day of each week. After approval the 
bills will be paid by the Town Treasurer 
at his office on the following Wednesday. 
The regular business meeting of the Board 
of Selectmen will be held on Tuesday 
evening of each week at 7.30 0’clock. 


SAMUEL L. WHEATON, 
GEORGE R. DEAN, 
WILLIAM W. HOARE, 


Selectmen of Manchester. 


TOWN TREASURER’S NOTICE 


The Treasurer’s and Tax Collector’s 
office will be open each day from 9 o’clock 
a. m. to 5 o’clock p. m., except on Satur- 
days, when it closes at 12 m. Tuesday and 
Wednesday evenings until 8 o’clock. 

All bills and pay rolls paid by check 
and mailed. 

Ha LANEY, 
Treasurer and Collector. 


SCHOOL NOTICE 


The regular meeting of the SCHOOL 
COMMITTEE will be held the first Friday 
evening of each month, at which time all 
bills against the school department of the 
town should be presented for approval. 


The Superintendent will have office 
hours at the Town Hall from 8 to 9 a. m. 
and 4 to 5 p. m. every school day, and 
9 to 10 every Saturday morning. 


School Signals 


on the fire alarm 

at 7.45, no school for all pupils 

at 8.15, no school for the grades 
“at 12.45, no school for the afternoon 
session. 


SCHOOL COMMITTEE, 


father-in-law, Hon. Benj. Russell, 
Pearl st? 

This, then, settles beyond a doubt, 
confirmed as it is by publications in 
the newspapers of the time, the mys- 
tery surrounding this wayside stone 
erected by the fathers more than 75 
years ago, and intended as a memorial 
for all time of this young Salem offi- 
cer, Lieut. Henry Ward, of the U. 5. 
navy. 

It was the Honorable Benj. Russell, 
of 16 Pearl st., Boston, who conduct- 
ed the Columbian Sentinel, and who, 


FOREST WARDEN NOTICE 


This is to inform the public that I have 
been appointed Forest Warden for Man- 
chester by the Board of Selectmen, and I 
have appointed the following as my depu- 
ties: 

LORENZO BAKER 
ISAAC P. GOODRIDGE 
JOHN F. SCOTT 
JACOB H. KITFIELD 
JOSEPH P. LEARY 
ALLEN 8. PEABODY 
ARTHUR S. DOW 
PATRICK J. CLEARY 


PETER A. SHEAHAN, 
Forest Fire Warden. 
Tel 319-W. 


REMOVAL OF NIGHT SOIL 


Applications for the removal of the 
contents of cesspools and grease traps 
should be made to S. A. Sinnicks. 

Per order the Board of Health: 

WILLIAM W. HOARE, Chairman. 


PARK DEPARTMENT 
NE RICE 


The regular meeting of the Park Board 
will be held at their office in the Town 
Hall Building on Thursday evening each 
week. All accounts pertaining to this de- 
partment will be approved for payment 
the following week. 

MANCHESTER PARK BOARD. 


WATER BOARD NOTICE 

The regular meeting of the WATER 
BOARD will be held at their office, in the 
Town Hall Building, on the Monday pre- 
vious to the last Wednesday of each 
month, at 7 o’clock p. m. All orders for 
shutting off or letting on of water, reports 
of leaks, and all business of the depart- 
ment under the superintendent should be 
reported at his office at the Pumping Sta- 
tion. 


Per order, 
MANCHESTER WATER BOARD. 


gave its name to the “Gerrymander.” 
Lieut. Ward was one of 15 children 
of Samuel, a son of Miles Ward and 
Priscilla Hodges Ward. Frederic 
Townsend Ward’s grandfather was 
his brother. 


The Old Sun Tavern 

Years ago the Boston Globe pub- 
lished an.account of the Old Sun tav- 
ern, the famous stage house which 
stood where the “Manning” or “Bow- 
ker” block now stands, and had been 
the residence of Billy Gray until he 
left it for the brick residence, now 
part of the Essex house. Before its 
confiscation in the Revolutionary war, 
it was the residence of perhaps the 
most considerable personage in Salem, 
the Honorable William Browne, who 
built ‘““Browne’s Folly,” so-called, and 
endowed all sorts of funds for educa- 
tion and charitable uses. It stood 18 
feet back from the street, and finally 
disappeared in 1828. It was marked 
by a gilded sun-burst for a sign which 
hung from the top of a sign post, and 
is now deposited with the Danvers 
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Historical society. 

The Globe, having taken pains with 
the article, not unnaturally sought an 
illustration, and applied to the Insti- 
tute for a picture of it. None was to 
be found. Edward H. Payson, one 
of the brightest-minded of our old 
men, a leading financier, was born 
and grew up in the next house—now 


the Tassinari fruit shop—and readily 
drew a floor plan of the Sun tavern, 
with which he was perfectly familiar, 
but he was not sure of his impression 
ofthe: outside (ommthe house) He 
named three well-known men among 
the elders who would know all about 
it. They were Colonel Joe Dalton, 
the Honorable Caleb Foote and Benj. 


OLIVER T. ROBERTS 


= 


WILLIAM HOARE 


ROBERTS & HOARE 


Contractors and Builders 


Contract Work a Specialty 
Particular Attention Given to Jobbing 


MANCHESTER-BY-THE-SEA 


ESTABLISHED 1876 


Telephone Connection 


INCORPORATED 1903 


ROBERT ROBERTSON CO. 


Contractors for the Installation of Complete Plumbing 
Gas Lighting, Heating and Water Supply Plants 
BEVERLY, BEVERLY FARMS, MANCIIESTER AND HAMILTON, Mass. 
Connected by Telephone 


J. M. Publicover 


Ww. B. Publicover 


PUBLICOVER BROS. 


Contractors and Builders 
Special Attention Given to Jobbing, Furniture Repaired, Etc. 


Tel. Con. 


SHOP: Off High st. BEVERLY FARMS 


P. O. Box 74 


Shop and Office, 112 Pine St. 


7 


JOHN F. SCOTT 
Plumbing and Heating 


Personal attention given to all work 
35 years’ experience 
Tel, 12 


Manchester-by-the-Sea 


Tel. Beverly Farms 130 


Estimates Furnished 


HOWARD A. DOANE, Carpenter 


Building and Repairing 


ORDERS TAKEN FOR AWNINGS, SCREENS, ETC. 


BEVERLY FARMS, MASS. 


Shop at Pride’s Crossing 


Edward F. Height 


Carpenter and Builder 
JOBBING PROMPTLY ATTENDED TO 


12 Desmond Ave., 


Tel. Con. 


MANCHESTER, MASS. 


GEORGE 5S. SINNICKS 
MASON, CONTRACTOR and BUILDER 


Manchester, Mass. 


Telephone 31 


REEZE and Reminder 
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A. Gray, then a court officer, who as 
a youngster paid his addresses to a 
girl employed at the Sun tavern. The 
suggestion looked promising and the 
veterans were interviewed. Each of 
them said he remembered the facade 
perfectly. Each was asked to de 
scribe it. What was the front porch 
like? Was the roof flat or peaked? 
How were the windows grouped? 
Were the chimneys in the middle or 
at the sides? And so on. 

Each of these perfectly reliable 
worthies gave his memory picture with 
entire confidence, and the three were 
so at variance that nothing could be 
made of them. —R.S.R. 


Essex Instirute HistToricau 
COLLECTIONS 

The January number of the Essex 
Institute Historical Collections, just 
issued, contains the following inter- 
esting articles relating to Essex Coun- 
ty: An unusually interesting paper, 
“Where the Salem Witches Were 
Hung,” written by Sidney Perley, 
gives new evidence, with illustrations, 
concerning a hitherto debatable ques- 
tion and is well worth reading; Fran- 
cis B. C. Bradlee continues his “His- 
tory of the Boston & Maine Rail- 
road,” with illustrations of interest to 


Topsfield, | Newburyport, Saugus, 
Lynn, Medford and Georgetown; 


Thomas Amory Lee contributes a 
genealogy of “The Tracy Family of 
Newburyport,’ and its connection 
with many distinguished Boston fami- 
lies; a copy by the editor of “The 
Flint Account Book,” gives the dates 
complete of the children of Edward 
Flint, of Salem, in the 17th century, 
thereby adding to the Salem vital ree- 
ords data never before printed, to- 
gether with shipbuilding notes and 
references to the “imposter,” Morgan 
Jones; abstracts from the “Old Nor- 
folk County Records,” give valuable 
information concerning land titles in 
Haverhill, Salisbury and Amesbury. 

Reprints of Mr. Perley’s article 
may be obtained at a nominal price, 
and Mr. Bradlee’s Boston & Maine 
articles will be issued in book form 
shortly. 
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Shun Profiteering Suggestion of 
Railroad Man 

[’ my judgment we cannot get on 

our feet unless everybody is will- 
ing to co-operate with everybody 
else. I think that so far as possible 
there should be a sinking of self, 
and that large enterprises should 
avoid even the appearance of evil 
and of so-called ‘‘profiteering.’’ 
There has been enough of that to 
make the publie feel that the so- 
called well-to-do have been getting 
an undue share. This, of course, is 
not true except in a few cases, but 
that impression is abroad and is do- 
ing harm.—Howard Elliot. 
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B. H. MOULTON 
Carpenter, Contractor and Builder 


All work given personal supervision 


i> Cross St. 


Tel. Conn. 


Beverly 
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JOHN SCOTT 
HOUSE AND SIGN PAINTER 
PAPERHANGER and DECORATOR 


Dealer in 
PAINTS, OILS, VARNISH, GLASS 


DesmMonp AVE., MANCHESTER, Mass. 


Telephone 106-M. 


SHEEHAN & MURPHY 
Plumbing and Heating Engineers 


Estimates given on new work and alterations. 
Turning on and off water a specialty 


to all jobbing. 


“Personal attention 


‘“‘Best quality and workmanship’’ our motto 


SALEM 


2387W 181W-181R 


BEVERIEY 


BEVERLY FARMS 


Head office: 260 CABOT ST., BEVERLY 


THADDEUS F. CALL 


First 
Class 


All work personally attended to. 
TEE GON, 


46 WASHINGTON ST. 


PAINTER AND DECORATO 


Interior 
and Exterior 
**Do it now.’’ 


(GLOUCESTER 


Our Motto: 


BREVITY 


The world wants brevity. 

The automobile is popular because 
it has shortened distances. 

The telephone, the telegraph, the 
cable, wireless, all have won their 
way by the same appeal. 

Brevity saves time. 

And since life consists of time, 
brevity may be said to save life. 

Brevity is in greater demand today 
than ever before. 

We now live in the day of the 
“short story,” fifteen-minute sermons, 
the swift automobile, short letters 
translated from shorthand or the dic- 
taphone to the typewriter, steel sky- 
scrapers and apartment hotels, which 
rise from the earth overnight with the 
rapidity of a mushroom, and giant 
corporations which are launched 
full-fledged. 

Yesterday was the day of the lei- 
surely sailing ship. 

Today is the day of the steam, oil 
and electric power ship. 

Tomorrow will be the day of the 
flying ship. 

All inspired by the quest for abbre- 
viating space and saving time. 

The highest rewards go to those 
who can invent or devise methods of 
cutting down the time necessary to do 
a thing. 

Cyrus McCormick garnered mil- 
lions by displacing the shearing hook 
and scythe by a machine which makes 
the cutting and binding of grain a 
brief, swift operation. 

Bell has reaped his reward for an- 
nihilating the distance between wide- 
ly separated humans anxious to talk 
with each other. 

The brevity that counts is not a 
product of the tongue. 

The brevity that counts is a prod- 


uct of the mind. 

“Empty vessels make’ most sound.” 

Fill your head with facts and you 
will not then find it necessary to fill 
your mouth with a ceaseless flow of 
words. 

When your superior summons you 
to ask you a question answer it as 
briefly, pithily and comprehensively as 
you know how. The more you know, 
the more compact can you make your 
reply. (And, incidentally, if you 
don’t know, say so without evasion. ) 

Learn your job. 

Then you will know how to choose 
the shortest route to reach a desired 
result. 

And when you know the shortest 
route, never choose:a longer one. 

Get to the point. 

Stick to the point. 

Lengthen your knowledge 
shorten your verbosity. 

Brevity is as much an attribute of 
success as of wit. - 

And we all want to succeed. 

Therefore, be brief—Forbes Mag- 
asine. 


and 


The Breeze would be a most agree- 
able sort of holiday gift—a pleasant 
reminder of the giver 52 times the 
coming year. Sent to any part of 
U. S. for $2 a year—postpaid. 


Just whistle a bit, if the day be dark, 
And the sky be overeast: 
If mute be the voice of the piping lark, 
Why—pipe your own small blast. 
Paul Laurence Dunbar. 


Don’t forget that humility and abil- 
ity usually go together. 


Your printing needs can be very 
promptly and carefully taken care of 
at the new plant of the NorrH SHORE 
BREEZE, 66 Summer st., Manchester. 
Come yourself and send your friends, 
—or telephone 378. adv. 


H. Guy Lyman 
A MODERN PLUMBER 


Our work is always satisfactory 
324 Rantoul St. BEVERLY 
Telephone 1377-M 


DeLee eA LOE) 


Kitchen Furnishing Goods, Hardware 
Ranges and Furnaces, Plumbing 
and Heating; Tin, Copper and 
Sheet Iron Worker. 

Tel, 23 - - Manchester, Mass. 


SLCC em 


Telephone 687-W Gloucester 


J. H. MORROW & CO. 


41 Hartz St, GLOUCESTER 


PLUMBING 


HEATING A SPECIALTY 
Steam Hot Water 
Gas and Gasoline Piping 


Good Service 
Honest Advice 


20 Years’ Experience 
Practical Ideas 


UCC 


TU 


OUR RAILROADS 


Ninety years ago—in 1830 —the 
first successful trip by a steam loco- 
motive in America was made by the 
engine of Peter Cooper. It was a 
diminutive affair, and required 57 
minutes to go 13 miles. Its boiler 
was not as big as that of a modern 
kitchen range. 

In 1831, seventy-two miles of rail- 
road had been built. Each year saw 
a few more miles of track laid. The 
gold rush westward in ’49 resulted in 
a sudden jump in expansion — 1,369 
miles being constructed that year. 
More track was laid in 1887 than in 
any other year of the country’s his- 
tory. A total of 12,878 miles was 
completed. Since 1907 the annual ex- 
pansion has been dwindling. 

The United States, however, has 
over 275,000 miles of railroad—95,- 
000 miles more than all the nations of 
Europe put together. 

Today our property investment in 
railroads is approximately nineteen 
billion dollars—and we need millions 
more for repair, expansion, and new 
rolling stock in order to cope with our 
tremendous transportation problem. 


The world is so full of a number of things, 
Lam sure we should all be as happy as kings. 
R. L. Stevenson. 


Why is it the small customer al- 
ways demands more service than a big 
one? 


Friday, Dee. 31, 1920 
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$2.98 COTTON 
BLOUSES 
NOW $1.98 


$25.00: TO $39.50 
DRESSES 


You Can Wear These Reduced Blouses NOW $15.75 
| 


: : WOMEN’S and Misses’, 

Now or in the Spring made of satin, taffeta, 
BECAUSE many of them are developed of sheer materials. You 
are sure to find models that will fit you perfectly, for all sizes are 


figured georgette, mig- 
nonette, mostly blue. 
included in this remarkable sale, but remember the best bargains Afternoon and __ street 
models. 
will go to early choosers. 
$10.98 BLOUSES NOW $7.50 
THESE are of heavy crepe de chine in white and flesh. $45 SPORT COATS 
$3.98 BLOUSES NOW $2. 98 


ALL our stock of $3.98 cotton voile Blouses, including tailored, 
wool velour and _ polo 
frilled and lace trimmed. Sizes, 36 to 46. mixtures, silk lined with 


$5.98 BLOUSES NOW $3.98 fur collars of raccoon 
MADE from the best quality flannel in neat stripes in dark or light and Australian opossum. 
backgrounds. Sizes, 16 to 42. . 


The Store that keeps ahead of Lowering Costs. 


NOW $27.50 
SNAPPY models of all 
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| Xour, Bene 


should not be a matter of who will do your 
work at the lowest price— but who will 
give you the best service — the least trouble. 


Printing is becoming more 
and more a matter of giving 


Constructive Service 
— less and less, price competition 


That is what the NORTH SHORE BREEZE is doing—it is 
what it is equipped to do—give Constructive Service. 
The plant is equipped to do work of finer grade than 
the ordinary country print shop. It would be impossible 
to produce a weekly magazine like the BREEZE — 
running into 80-odd pages a week for the summer. 


Books, Pamphlets, Reports and Smaller 
Job Work, as well as Weekly 


or Monthly Publications 


A telephone call will bring a salesman to your office. Prices given and samples submitted. 
; NORTH SHORE BREEZE CO., PRINTERS and PUBLISHERS 

ae 

| 66 Summer Street Tel. 378, 379 MANCHESTER, MASS. 
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